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Red Missile Downs £52; 
Loss is First One in War 


SAIGON (API — An eight-en­ 
gine B52 crashed Wednesday 
night in Thailand apparently 
after being hit by a missile 
over North Vietnam.. The crash,, 
announced by the U.S. Com­ 
mand, would be the first loss of 
a Stratofortress to enemy ac­ 
tion in the war. 
The command said the six 
crewmen were rescued, but the 
cause of the crash had not been 
determined. The plane fell in 
eastern Thailand while trying 
to get back to its home base at 
Utapao. 
While a command spokesman 
said the cause was undeter­ 
mined, 
it 
was 
believed the 


plane may have been hit by a 
Soviet-built SAM missile, the 
only type capable of downing 
the high-flying bombers, other 
military sources reported. The 
B52 has a ceiling of about 50,- 
000 .feet. 
Since the B52s began raiding 
North 'Vietnam in large num­ 
bers last April. North Vietnam 
has claimed 'periodically that 
they have shot one down. At 
least 10 of the Stratofortresses 
have crashed due to operational 
failures. 
“A 
US. 
Air 
Force 
B52 
crashed shortly before midnight 
last 
night 
approximately 
12 
miles west of Nakorn Phanom, 


Thailand,” a U.S. 
Command 
communique said early Thurs­ 
day. 
Ñakorn Phanom is about 400 
miles northeast of the base at 
Utapao. 
•'The aircraft was returning 
from 
a 
mission over North 
Vietnam. A search and rescue 
operation is completed. All six 
crew members were recovered. 
Initial 
reports 
indicated 
no 
serious injuries. The cause of 
the loss has not been deter­ 
mined.” 
The crash came at the end of 
a day that saw B52s carry out 
their heaviest bombing raids of 
the war against North Vietnam 


Shapp Seeking Recall 
Anti-Abortion Bill 


TH E GOOD OLD DAYS — Colonial mothers 
and daughters who lived in trying times and 
in prim itive shelters had few luxuries and 
fewer opportunities to even think about 
frivolous trappings. 
But it’s a foregone 
conclusion that where there’s women, there’s 
the feminine touch and it’s not difficult to 
assum e that Pilgrim s (the women anyway) 


appreciated flowers as much as the tradi­ 
tional feast. This 1972 Pilgrim is 5-year-old 
Kendra Schaeffer, daughter of Mr. and Mrs. 
Mark 
Schaeffer, 514 
Clearview 
St. 
Her 
mother made the costume “just to recognize 
that Thanksgiving is here.” (Mercury Staff 
Photo) 


Speedy Okay Asked 
On Holl's Prison Bill 


State Sen. 
Edwin G. Holl 
urged 
the 
chairman 
of 
the 
House 
Judiciary 
Committee 
Wednesday to give immediate 
attention to a bill he sponsored 
which 
would 
restructure 
the 
pre-release and furlough con­ 
ditions for prisoners in state 
penitentiaries. 
See. Holl said the bill, which 
passed 
the 
senate Sept. 
25, 
could be passed by the House 
late next week if given prompt 
attention. 
The measure would require 
prison officials to obtain the 
sentencing judge’s permission 
before releasing an inmate who 
has not served his minimum 
sentence. 
Prison 
officials 
have 
been 
criticized during the past few 
months for their handling of the 
f u r l o u g h 
and 
pre-release 
programs. 
Robert 
Johnson, 
superin­ 
tendent of the State Correctional 
Institution at Graterford, was 
blasted by Philadelphia Com­ 
mon Pleas Court Judge James 
McDermott Nov. 14 because he 
furloughed 
a' man 
awaiting 
sentence for inciting a prison 
riot. 
Judge McDermott said that 
Sen. Holl’s bill would “be the 
answer to abuse of the pre­ 
release act.” 


The senator said he’s received 
dozens of letters from judges 
and law enforcement officials 
voicing support for his bill. * 
Before an inmate could be 
furloughed, the prison would 
have to notify the sentencing 
judge in writing. If the judge 
does not respond within 20 days 
with a written objection, the 
prisoner may be pre-released or 
furloughed. 
If the sentencing judge does 
object to the release of the 
prisoner, the bill provides for 
a mandatory meeting between 
the judge and prison officials. 
If they cannot agree, a hearing 
must be held before the state 
board of pardons. 
All parties who have an in­ 
terest in the hearing must be 
notified and be given the op­ 
portunity 
to 
speak 
at 
the 
hearing. The parties include a 
representative of the court, the 
victim or victims if the crime, 
the district attorney from the 
prisoner’s county and other law 
enforcement 
officials, 
of 
the 
prisoner’s county. 
The bill also would require 
prison officials to notify law 
enforcement officials when an. 
inmate is furloughed. 
The state police, a 
agent, and the police from the 
prisoner’s 
county 
and 
local 


municipality must be notified. 
“Much of the criticism of the 
furlough program centers on 
prisoners who many judges and 
law enforcement officials feel 
should not be released until 
completing their sentence,” Holl 
said. 
“This bill will enable them 
to voice an objection when they 
feel 
an objection should be 
voiced. As it stands now, prison 
officials 
are 
in 
control 
and 
judges 
and 
law enforcement 
officials seldom know a. man 
has been furloughed until it’s 
too late.” 


HARRISBURG 
(AP )-Gov. 
.Shapp 
asked 
the 
legislature 
Wednesday 
to 
recall 
the 
recently 
passed 
anti-abortion 
bill from his desk for further 
consideration. 
*T am certain 
that many 
members of the General As­ 
sembly desire to have a. fair 
and enforceable abortion law in 
Pennsylvania tut. do not. wish, to 
enact into law a bill that is nei­ 
ther fair nor realistically enfor­ 
ceable,” Shapp said at a news 
conference', reading from a let­ 
ter to lawmakers. 
Initial reaction from lawmak­ 
ers was that they would not re­ 
call the bill which outlaws any 
abortion 
except 
one 
where 
three doctors certify that the 
operation is. needed to save the 
life of the mother. 
House Majority 
Leader K. 
Leroy Irvis, D-Allegheny, said 
judging by the 127-50 vote for 
the bill he didn’t think mem­ 
bers would go along with the 
recall. 
Rep. Martin P. Mullen, D- 
Philadelphia, who was the chief 
advocate of the measure, said: 
‘*We’re not going to do it. We 
will reject this motion to recall 
it.” 
At 
the 
news 
conference, 
Shapp refused to answer any 
questions but inferred his ob­ 
jections to the bill by reading 
from the statement: 
“I am disturbed that there Is 
no provisión in this bill to pro­ 


tect the woman who becomes 
pregnant, through, an illegal act 
of forcible rape or incest. 
■‘I do not 'believe that a wom­ 
an should be required to suffer 
extreme mental and physical 
danger to her own health.” 
Shapp's 
23-woman 
Abortion 
Study Commission recommend­ 
ed 
liberalizing 
the 
existing 
state law and he noted that 
even some of the minority mem­ 
bers of the 'commission recom­ 
mended allowing 
abortion 
if 
there is danger of grave bodily 
harm. 
The existing law bans illegal 
abortions but doesn’t define the 
term “illegal.” It has been de­ 
clared unconstitutional, because 
of its vagueness, by Centre and 
Allegheny .county courts... 
Shapp also said he was dis­ 
turbed that women who can. af­ 
ford a trip to New York could 
get legal abortions while poorer 
women might have to resort to 
' backroom butcher shop abor­ 
tion institutions.” 
Shapp 
also 
reminded 
law­ 
makers that the U.S. Supreme 
Court is considering the ques­ 
tion. of state abortion law’s and 
will most likely establish guide­ 
lines for state laws. 
The bill arrived at Shapp’s 
desk Tuesday. It becom.es. law 
in 10 days if he takes no action 
on it. Mullen has said the legis­ 
lature will consider overriding 
a veto if Shapp .should do that. 
The governor could wait until 


29-Year-Old Father of Two 
Killed in Route 100 Crash 


3rd Day of Talks Ends 
Without a Settlement 


PARIS (AP) — Henry A. Kis­ 
singer and Hanoi’s Le Due Tho 
met for the third straight day 
Wednesday without leaking a 
single 
word on their secret, 
peace talks. . 
But their talks 'became pro­ 
gressively 
shorter, 
and 
the 
North Vietnamese negotiators 
left the 34-hour meeting with 
grim 
expressions in 
marked 
contrast to their earlier smiles. 
The U.S. presidential envoy 
seemed in relaxed mood, how­ 
ever. He smiled and waved to 
newsmen as he .«rived and left 
the suburban villa where he 
has continued his crucial nego­ 
tiations with Tho since Monday. 
Tho 
also 
arrived 
smiling 
when the meeting opened. But 
when he and his fellow negotia­ 
tor Xuan Thuy emerged after 
Kissinger had departed, both 
seemed’in bleak, somber moods 
and ignored the waiting news­ 
men and photographers. 
Kissinger, Tho and their top 
advisers 
conferred, 
for 
5*2 
hours when they opened the 
current round of talks Monday, 
followed by a 44-hour meeting 
Tuesday. 


They are trying to put the 
finishing touches to the peace 
agreement 
they drafted 
last 
month. Kissinger said on Oct. 
26 three or four days would be 
needed for the final phase of 
the secret talks, but he later 
disclosed that President Nixon 
told, him to pursue the session 
“as long as is useful,” 
Kissinger flew back, to Paris 
earlier in the day from Brus­ 
sels, Belgium, where he had a 
one-hour early morning meet­ 
ing in King Baudouin’s royal 
palace 
with the visiting 
In­ 
donesian 
president, Gen. Su­ 
harto. 
Indonesia and Canada are the 
two nations nominated by the 
United States to serve on the 
proposed 
four-nation 
Inter­ 
national 
Control 
Commission 
which would supervise a cease­ 
fire on the spot. Poland and 
Hungary are the .North Viet­ 
namese nominees. 
The United States reportedly 
wants each of the four commis­ 
sion members to have about 1,- 
250 military observers on the 
ground in South Vietnam, at the 
time the cease-fire romes into 
force. 


A 29-year-old father of two 
was killed instantly on Route 
100 Wednesday when an out-of- 
control truck slammed headon 
into his vehicle near Shoemaker 
Road. 
And the major concern of 
police and rescue workers as 
they struggled to free the victim 
from the wreckage was that 
other vehicles approaching the 
scene on a, wide patch of ice 
also would crash. 
Dead on arrival at Medical 
Center North following the 5:51 
p.m. accident was Frederick C. 
Billmyer, 
Perkasie, 
a 
self- 
employed car penter-engineer. 
Dr. 
John A. 
Hoffa, 
Mont­ 
gomery County Coroner, said 
Mr. Billmyer died of multiple 
injuries to the face, chest and 
abdomen. 
No 
autopsy 
is 
scheduled. 
Potts town 
victim was 
police 
driving 
said 
the 
his panel- 


type van, north on. Route 100' 
near 
the 
Colebrookdale 
ex­ 
tension, of the Reading Railroad, 
as the tracks cross the highway. 
A c c o r d i n g to Pottstown 
Patrolman 
Reginald 
Nealy, 
Jace Henley; Paoli, was driving 
the tractor portion of a tractor- 
trailer south on the highway. 
At one point, 
Nealy said, 
Henley attempted to apply his 
brakes but the ice caused the 
vehicle to go into a skid. The 
out-of-control 
rig 
struck 
the 
railroad crossing warning light 
standard 
and 
a 
guard 
rail 
before crossing into the nor­ 
thbound lane. 
The rig continued and at a 
point near Shoemaker Road, the 
vehicle 
operated 
by 
Henley 
collided 
with 
Mr. BUlmyer’s 
van. 
The van 'became a mass, of 
twisted metal wreckage with 
the victim pinned inside. 


School System is Sued 
For Failure to Teach 


SAN FRANCISCO (AP) - An 
18-year-old San Francisco resi­ 
dent, contending he can neither 
read nor write adequately al­ 
though he graduated from a 
public high school, has asked 
for more than $1 million in a 
suit against the school system. 
The Superior Court suit, filed 
Tuesday, contends that under 
the state constitution and state 
education laws, the - defendants 
are responsible for the man’s 
inability* 
to 
read 
and 
write 
property. 
The lawsuit was filed by “Pe­ 
ter ,N,„ .Doe,” a fictitious name 


adopted to spare the 
from "public stigma and humil­ 
iation,” according to the suit. 
Named as defendants in the 
suit were Steven Morena, San 
Francisco 
school 
superinten­ 
dent, the state and San Fran­ 
cisco boards of education and 
■their individual members, and 
state Supt. of Public Instruction 
Wilson Riles. 
The man’s mother was de­ 
frauded because she was re­ 
peatedly assured by school offi­ 
cials that her son was learning 
at his proper grade level and 
needed no remedial nor special 
training, the suit said. 


Members of the Good Will 
rescue unit and local police 
worked for 30 minutes to free 
the body. 
In the meantime other Potts­ 
t o w n 
police 
placed 
an 
emergency 
call 
to 
highway 
maintenance crews, assigned to 
Montgomery County,, for cinders 
to relieve the hazard. 
Mr. Billmyer is survived by 
his widow, Mildred, and two 
small children. 
W i 1 h e l m Funeral 
Home, 
Sellersville, 
is in charge of 
arrangements. 


Highway Death 


Toll Expected 


To Reach 580 


By THE ASSOCIATED PRESS 
Trips home for the traditional 
Thanksgiving Day family din­ 
ner put, millions of motorists on 
the streets and highways of the 
nation Wednesday night. 
For some — including college 
students 
and 
workers 
whose 
employers threw in Friday as 
an added holiday — it was the 
start of a four-day weekend. 
Others will be jamming the 
thoroughfares Thursday night 
and early Friday to return to 
their jobs. 
The National Safety Council 
estimated that 580 to 680 per­ 
sons might be killed in acci­ 
dents. 
The estimate covers the peri­ 
od from 6 p.m. Wednesday to 
midnight Sunday. The six hours 
of Wednesday are added to the 
four days to cover traffic gen­ 
erated by those starting trips 
after work Wednesday. 


the 10th day, Dec. 1, however, 
to veto it. At that point the leg­ 
islature will be out of existence. 
But Milieu said Shapp prom­ 
ised him that he would make a 
decision on the bill before the 
legislative session ends Nov. 30. 


Flurries 
W inter 


Pottstown got its first bitter 
taste 
of 
winter-like 
weather 
Wednesday 
evening 
when 
a 
brief snowfall created havoc on 
area roads. 
The 
light 
snowfall, 
which 
began, at 4:30 p.m. and lasted 
until shortly after 5:30 p.m., 
resulted in icy patches on many 
r o a d s , 
making 
driving 
treacherous 
and 
cawing 
a 
flurry of rush hour accidents 
and one traffic fatality was 
attributed 
to 
the 
road 
con­ 
ditions. 
The Route 422 Bypass was the 
worst spot,, police said. Three 
accidents occurred within a few 
minutes 
of each 
other 
and 
several 
cars 
slid 
onto 
the 
shoulder of the road. 
For several hours, the police 
radio was busy with calls for 
ambulances, police and cinder 
trucks. 
Pottstown 
Patrolman 
N e a 1 
Petenbrink, 
directing 
traffic at Route 100 and King 
Street, said the intersection was 
a 
sheet 
of 
ice 
and 
other 
policemen reported extremely 
slippery roads throughout the 
greater Pottstown area. 
In most areas, the icy sheets 
melted: during the evening and 
the roads were mostly dry by 
early this morning. 
Before the brief snowfall, the 
skies were partly cloudy and 
temperatures 
ranged 
In 
the 
upper 30s. There was an oc­ 
casional gust of wind and the 
air was brisk. 
Temperatures rose from a low 
of 31 at 8 a.m. to a high of 
i) 


Largest Edition 


Today'* Thanksgivirg edition 
of The Mercury is the largest 
regular edition in this news­ 
paper's history. The abundance 
of news copy and Christmas ad­ 
vertising takes up 80 full-size 
pages, all for the same daily 
rate of 15 cents. 
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Deaths 
Parker Lord, High and Wash­ 
ington streets; Clarence Reinert, 
409 Manatawny St. 
Obituaries On Page 2. 


The Weather 


Fair today and Friday. Highs 
today In the upper 30s to low 
40s Highs Friday in the mid to 
upper 40s. 


and after the U.S. Command 
announced the loss of the fourth 
F ill swing-wing fighter-bomber 
Wednesday in less than two 
months. 
Military 
sources 
said 
the 
plane was being listed as a 
combat loss, meaning that it 
was hit, by enemy lire. 
The B52s fly in threes on 
bombing missions, each carry­ 
ing up to 30 tons of bombs and 
unloading them, from altitudes 
of 30.000 feet and higher. 
While Hanoi 'has claimed" to 
have downed several of the 
Strategic Air Command bomb­ 
ers, military sources said none 
has been lost to hostile fire 
previously. 
The planes carry a variety of 
defensive gear to protect them­ 
selves against attacking fight­ 
ers and ground to air missiles. 
The Stratofortress, an $8-mil- 
lkm plane, has a speed, of 650 
miles an hour. It weighs more 
than 488,000 pounds and is 157 
feet long, about half the length 
of a football field. 
The Fill, like three others of 
the 
controversial, planes 
lost 
since Sept. 28, vanished on a 
night mission. It was flying 
alone on a computerized course 
just 
above 
the demilitarized 
zone in the southern panhandle 
of North Vietnam.. Its crewmen 
were reported missing. 


Preview 
Snow 


39 at 2 p.m., falling to 38 during 
the calamitous early evening 
hours. 
Today, the last vestiges of ice 
should disappear from the roads 
and the skies should be clear 
for 
the 
Thanksgiving 
Day 
football games. 
The highs will creep into the 
low 40s and the absence of any 
strong winds should make the 
day a pleasant one. 
The overnight tow* tonight 
will be in the 20s and the highs 
Friday will be in the mid to 
upper 40s under fair skies. 


Graterford 


Hearing Set 


HARRISBURG 
(AP) 
- 
A 
special Senate committee prob­ 
ing Pennsylvania's penal sys­ 
tem will 
hold two 
hearings 
starting next week, including 
one at trouble-wracked Grat­ 
erford 
State 'Correctional 
In­ 
stitution. 
Sen. 
Freeman 
Hankins, 
P- 
Philadelphia, 
the 
chairman, 
said the committee would look 
into the controversial furlough 
system which allows selected 
inmates out on 
leaves from 
three to seven days. 
Philadelphia 
officials 
have 
(Continued on Page Two) 


Winning Tickets 


In Pennsylvania 
Lottery 


The winning number drawn 
Wednesday in the Pennsylvania 
Lottery worth $50.000 was: 
073864 
Second 
prize, 
worth 
$2,000 
each: 
X73844 
Third prize, worth $2.000 each 
was: 
07386X 
Fourth prize, worth $200 was: 
XX3864 
Fifth prize, worth $200 each 
was: 
0738XX 
Sixth prize, worth $40 was: 
073XXX 
Seventh prize, worth $40 was: 
XXX864 
Eighth prize qualifies for $1 
million drawing: 
P4 


In Pennsylvania’s “Lucky 7” 
Lottery drawing, the bonus num­ 
ber-worth $75,,000—'was 78,2641. 
The three-digit winning num­ 
bers were 933 and 899 and '962,. 
If a three-digit number on a 
Lucky 7 ticket matches one 
here, the holder will win $50. 
If both of the three-digit num­ 
bers on a ticket are the same 
as any two of Thursday’s three- 
digit combinations, the holder 
will win $15,000. 
mmmm'¡¡mim 


z — m e Koffsrown m ercu ry • Thursday, Nov. 23, 1972 


+ Obituaries + 
D. Parker Lord 
Dies at Age 84 


D. Parker Lord, 84, husband 
Born in South Pottstown, he 
Of 
Frances C. 
(Gier) 
Lord, was a son of the late Maurice 
Pottsgrove Towers, High and and El via (Grater) Lord. 
Washington streets, died during 
He was a South Pottstown 
his sleep early Wednesday. 
resident all his life until moving 
---------------------------------------------- to Pottstown after the June 
I I 
1 
I flood. 
G m n d d a i f ( i n f e r 
He prepared directories for 
V i u u u u u v i j i i i v i 
magistrates 
in 
Chester 
and 
W 
D a I ! m a 
r L í i i l 
I Mon tgomery Counties and later I 
l 0 If C© V l l l v i 
' was employed by Chester1 Coun- 
_ # 
f a 
» 
• 
ty as a statistician. He retired 
Dies of Imuries <in l9#* 
L 
, 
1 
^ W l 
, , , l v * 
* 
He was a member of Christ 


The 7-vear-old eranddauehter EPiscoPal Church* the Potts*| 
M 
town Quoit Club and Pottstown 
of 
Exeter 
Township 
Police p|. 
.T . 
Chief John Horine died early 
g 
, ¡* 
lt¿ w 
wjdow 


S 
u ffe r ^ r ^ h e ld o n £ 
a 
D°™ '^ L" w fe ° f 
S i 
. t o . , 
; Richard 
C. 
Stein, 
Rehoboth 
u,,h^nh»rie iw « h ? n "***• Del.; a step-son, Harold 
urday jn Muhlenberg Township. , 
cwa»elv 
Readine 
and a 
Cheryl Kistler, daughter of ^ 
and a 
Mr. and Mrs. Jack Kistler. Riv-|5tS S ! í d2 ! f iI ^ - 
erview Park, died 8:30 a.m. in 


Data 7mm NATIONAL WIATHER SERVICE 
U.S. Dept. of Comnvarco 


FORECAST 


For Doytimo Today 
Figures Show High Temperatures Expected 


I toil otad Precipitation Not Included — 


Black & Decker 
Tool Sale! 


© 


Funeral services will be 10 


the intensive care unit of R 
e 
a 
d 
- 
1 
^ 
^ 
H 
i 
O 
f 
- 


3 
2 
Í 
Í 
ficiating will be t h e V wil- 


FAIR SKIES EXPECTED —A high pressure system, 
over North Carolina is providing the Pottstow n area 
with clear sk ies, at least until Saturday. A low pres­ 
sure system is slow ly m oving .into the w est coast but 


it shouldn't affect the Pottstow n area until early next 
week. 
The tem peratures during the next few days 
should range in the upper 30s to upper 40s during the 
day and. in the 20s during the night. (A P W irephoto) 


mitted with extensive head in­ 
juries... 
Her mother is in fair 
tion at the hospital with frac- f r 
' 
# tímate* -ml" KaIK I.iii. rt O' Uor> ei cifra I* 
' v * 
A viewing will be 9 to 10 a.m 


fred F. Penny, rector of Christ 
rondi- EPiscoPaI Church. 
Interment will be in Mt. Zion 


tures of both legs. Her sister. 


t i r d i n r ' T 
1 « ¿ t e g Saturday at ,he lunera, home. 


Township police, Mrs. Kistler 
and. her daughters were driving 
south on the Poti.svil.le Pike 
Saturday morning when a car 
driven by Allen Drexel, Read­ 
ing, skidded in. the path of the 
Kistler vehicle. 
Born in Reading, Miss Kistler j 
was a pupil at Riverview Park 
Elementary School. She was aj 


Graterford 


Hearing Set 
Westinghouse Electric 
Wins Atomic Contract 


Black 
& Decker 


1/4 " standard 
drill. Handsome,' 
rugged — with 
improved burnout 
protected motor, 
polished alumi­ 
num housing, 
Man-Grip handle for 
comfort. Drills all materials fast 
and accurately. Adapts with 
a cc esso rie s to polish, buff, sand, 
grind, and clean. (#7010) 


Cor Jumps Curb, 


Driver Found 


Dead at Wheel 


I 
and early 
(Continued from Pag. on*) 
PITTSBURGH ( A P ) — West-lof fuel for itself and other nu-i * 
blasted the system 
at Grat- inghouse 
Electric Corp. 
said ¡clear generating plants. 
6 J.m! 
erford, 
claiming 
dangerous Wednesday that it has been 
Westinghouse said 
it 
had l l Zl 
” 
criminals are being freed never awarded a prime contract for a been selected to plan and build ,« 8 m- 
to return. State officials, how- $700 million exprimental elec- ^ e lead breeder reactor for the u rm! "... 
ever, say only 2 per cent, of fur- trical generating compiex in complex, which is to be located;1? 
....... 
toughed inmates fail to return. 
Tennessee that embodies an en- on 
a i.350-acre site owned by 2 o m 
Hankins said the upcoming tirely new concept in nuclear 
Tennessee Valley Authority 3p rn _ _ 
~ n" r ~ 
------------- 
“breeder” on 
the C|inch Rivcr at Qaj, 


Hi9h Mercury u,w 
3 9 Antics 3 1 


Tempo roturo Extremos 
.Local temperatures yesterday 


Black ft Decker 
714" circular saw 
Powerful 114 HP motor 
handles toughest Jobs 
with ease. Wrap-around 
sturdy steel shoe 
for added sup­ 
port. Exhaust 
keeps sawdust 
away from cut­ 
ting line. 


this 
32 
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35 
34 
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hearings will center on prison- power plants — the 
I era and prison officials. Past concept. 
Ridge, Tenn. 
Pottstown Skies 
, 
74-vear-old Potlstown man.V 
. “ ►"“V” , 
member 
of 
Alsace 
Umtediwas found dead al the whce| of hearings heard testimony froml 
A breeder plant is nne that in, 
^ 
com 
-s 
, was 
Church of Christ Sunday School. his car 7:30 p.m. W 
e d n e s d a y » * ^ altd™»'a and f e = 
¡í E Í S ? 
selected by th'e ftojT ct Man- £ “ * 
«=« 
Surviving with 
her parents, I aRer 
car jumped a curb on. 
grandfather and 
sister are a 
Eighth Street and hit a fence, 
brother, Jeffrey L., at home. 
The body of Clarence H. Rein- 
a n d 
maternal 
grandmother, 
erj 
409 Man a tawny St., was 
Kathryn, wife of Paul Clarke. taken t0 Medical Center North 
Hyde Villa. 
in a Good Will ambulance. 
Funeral services will be priv-i 
officials believe Reinert suf- 
, 
[fered. a. heart attack, while driv- 
Interment will be in Alsace jng west on Eighth Street near 
Cemetery. 
I State Street. Montgomery Coun- 
The Sanders Funeral Home, ty coroner Dr. John A. Hoffa 
Reading, is 
rangements. 
in charge of ar- said an autopsy probably will be 
conducted Friday. 
Born in Stonersville, he was 
a son of the late James and 
Mary Reinert. 
He was employed as a truck 
mechanic for the Doehler Jarvis. _ 
Division National Lead Co., re-1 | rlT06 C lfS CO Hi U0 
tiring four years ago. 


SPANGLER RITES 
Funeral 
services 
for 
Mrs. 
Mazie V. (Plumley) Spangler, 
83, widow of John C. Spangler, 
Montgomery County Geriatrics 
and Rehabilitation Center, Roy- 
ersford, were Wednesday from 
White Memorial Home, Parker 
Fond. 
I Surviving are two sons, Bar- 
Officiating was the Rev. John old, Sell Road, West Pottsgrove; 
B. Bergstresser, pastor of Grace Ralph, Douglassville; a sister, 
.Lutheran Church, Royersford. 
Roxanna Boone, Sana.toga,, and 
Interment was in Philadelphia four grandchildren. 
Memorial Park, F 
r 
a 
z 
e 
r 
. ---------------------------- 
Bearers were John Spangler 


local officials. 
and steam to generate elec- 
The 
first 
hearing 
will 
be tricity also produces more nu 
agement Corp.. 
PMC and 
„ Sunrise Friday 
ap* Moon rise 
6:59 a.m. 
7:3! p.m. 
Tuesday at Graterford in MonT c 
l 
e 
, 
^ 
t t a E T J L W 
• J k" k Energy U * Quarter'.W":::." 
^ 
17 
gomen- County, and the second providing 
the following Monday .in, Phila­ 
delphia. 
In 
a 
related 
development, 
Sen. Edwin Hall, R-Mootgom- 
ery, asked the House to give 
immediate consideration to a 
Senate-passed bill which would 
not allow prisoners who have 
not served their 'minimum sen­ 
tence to be released unless the 
sentencing judge agrees. 
The' Senate passed the bill in 
September. 


an unlimited source 


Delores Tucker 


Could Become 
Demo Official 


Commission AEC. 
The terms of Westinghouse’s p r o m in e n t STARS 
contract will be worked out in lThe Twins near the moon, 
several rounds of negotiations 
to begin immediately, the firm VISIBLE PLANETS 
I said. 
I Jupiter 
in 
southwest 
In a joint announcement, the sunset. 
PMC and AEC described the Saturn r is e s................... 6:02 p.m. 
plant as a “key element in the Venus rises ................. 4:31 a.m. 
¡nation’s highest priority energy I Mars follows Venus. 
research and development pro- 
---------------------------- 
gram . . . as announced by 


after 


Presiden!, Nixon in his Clean 
Energy Message to Congress on Steel Executive 
Speaks to Rotary 


mg luui ycdi» dg u. 
i | 
£1* 
■ 
r • 
He was a member of Grace 111 jK ippdC K lO W flSnlp 
.Lutheran Church. 
A 
CoUegeville 
man 
was 


Russell Hane, Donald Ingram.; A m i R a V 
R UF6CI 
Willan 
William 
a n d 
Robert 
¿ 
7. 
. 
Plumley and Ralph Powell. 
|R Q llC I d f ACCIflGnl 


WOLFGANG RITES 
Funeral 
services 
for 
Paul 
A 10-year-old area boy was in­ 
jured in a one-car accident Wed- 
Wolfgang, 78, husband of Cath- nesday 
evening 
on 
Bridge 
erine (Obermyer) Flicker Wolf- Street in East Vincent Township operated by Aldea 
eane 1169 N. State St., Upper when the car in which he was Harleysville, going 
--------- , 
•. 
® 
................ 
— ------ 
on icy Route 113, according to police. 
¡National 
Committee 
decides. 


PHILADELPHIA (AP)-M rs. 
C. Delores Tucker, secretary of 
the commonwealth of Pennsyl- 
^ 
vania, said Tuesday she is 
1971/ ’ 
der 
consideration 
for 
vice 
/ 
. 
. . . . 
, 
chairman 
of the Democratic 
A Bethlehem ^ted S rp‘ Jex' 
National Committee. 
J Z . l t 
. J Í e^Uu Ve WaS SpeakeF fw f<1T Í ay 
“Some 
DeoDle feel I could ! 
nTudef r steam supply sy?’ n»ght at a meeting of the Potts- 
♦ hi l l o r ? 
r m* U 3lS0 WlU SUPPly PrmC1‘ t0Wn ROtary Clut) 211 tfle ElkS 
A 
CoUegeville 
man 
was bnní 
lo th'f 
? ,K .pal components for the nuclear Home, 
charged with failure to yield Pa,*ty’. 
she said. 
Certainly 
portion 0f the breeder plant and james 
V. Robertson, manager 
half of the highway following umty 1S 
work with other subcontractors 0f the corporation’s 
communi- 
a three-car accident at Route I 
Mrs. Tucker said she has j in the project. 
1 ty affairs division, spoke on 
11.1.3 
and Mill 
Road, Skippack 
talked with both former Demo-; 
The 
PMC 
was created 
in business tax changes, invest- 
T o w n s h i p , Wednesday 
af- cratic 
chairman 
Lawrence March 1972, following the joint ment tax credit and the asset 
ternoon. 
O’Brien and Sargent Shriver, | utility 
proposal 
of 
£om- depreciation range. 
Wi l l i , am, 
K. 
Fozard. the 
party's 
vice 
presiden lia i. mon wealth. Edison Co. of Chi- 
Collegeville RD 2, was charged candidate this year, about her cag0 an(j 
tva to build and 
by police after he failed to ¡ possible appointment. 
operate a demonstration plant 
negotiate a turn while traveling 
Asked if she thought Jeanjin cooperation with the AEC. 
south on Route 113. 
W • s t w1 o 0 d—S e 0.. 
George 
The 350 to 400-megawatt, plant 
His 
car 
crossed 
into 
the McGovern’s choice for the job w¡n be funded through pledges 
northbound lane, striking a car during the recent campaign— 
¿he utility industry and 
S. Yoder, should step aside, Mrs. Tucker the ¿EC. 
south 
on said, “She should do what the) 
--------------------------- 


Black ft Decker 
•ander assortment 
12 pieces include #7410 
finishing sander; U-1Q45 
dustless sanding attach­ 
ment and 10 sheets of 
assorted grit abrasive 
paper. $23.78 value 
. . . save $3.79. 
(#7412) 


ONLY 


V Electric Drill 


WE ARE BACK! 5 ' 


i S O N Y n 


Interment was in. 
cemetery. 
Bearers 


the 


were 
John 


Parked Car Struck 
On King Street 


An area woman lost control 


from 
S t’ 
Paul’s 
Lutheran patch and hit a utility pole. 
The Yoder auto was pushed She should do what is best for 
rh 
h 
0 - , marisville 
William Matthews, son of Mrs.; across the intersection by the I the party. 
1 nihrr F 
Johnson M a r y 
Matthews, 
Conestoga impact 
and 
struck 
a 
car¡ 
“If she changed her mind 
. 
nffiniatwt 
’ Road, Glen Moore was taken to operated by Kenneth Reinford, and steps down,” said Mrs. 
pasior. oinciaiea. 
church Ph»>enixville 
Hospital 
in 
a Schwenksville 
RD 
1. 
The Tucker, “I don’t know what I 
Spring-Ford ambulance where Reinford car was stopped at a might do. I have talked with 0f her car while driving east 
Ensle he was treated ior a ^eep cut stoP s‘8n in the westbound lane the 
governor 
(Milton 
Shapp) 
on King Street near 
Manatawny 
11 
k ♦ u im u AiKort niiRncr,, 
*n Rle back 
tbe bca<^ ani^ re’ of Mill Road. 
and he 
has expressed his full street and struck 
a parked car j/% 
H fh ir t Helmlc. AlberlDuBasc,. |chm(| 
Trooper Julius Rasmas. Stale support if I dfdde to work wilii According to police. 
Gerald F c e , 
_ 
According 
to 
East 
Vincent Police. 
Limerick 
Barracks, the National Committee '’ 
Pottstown Patrolman Edward 
stone »na KODen. aievens^ 
police 
Chjef 
Richard 
Weiss, estimated damages at $2,100 
She said, however, she had McWilliams said a car driven 
J t .r 0. . 
» 
q ’ 
„ Mrs. Matthews was traveling There were no injuries. 
not had 
much time lately to 
W. Philadelphia Ave,,, Boy*ir*i,north, on 
Bridge Street near 
-------------------------------- 
consider her note1 in party poli* 
town, was in charge of arrange- Rc¿tnour Road when her car hit 


PO R TA BL E 
RADIOS 
ARE BACK IN 


POTTSTOWN 


A 
&iw 


Ose this drill to sand, 
buff, polish, grind, 
and hundreds of other 
chores. In your 'work­ 
shop. Has double re­ 
d u c tio n gears fo r 
m aximum torque. 
Takes at I stan dard 
drill attachments. 


*1 
V *hi 


$ n 9 5 
6 


Reg. 9.90 


M odel 9740 


o Capacity 
* metal— % * hardwood 
• Rugged 2 Amp Motor 
• Precision Geared! Chuck 
e One Yeer Warranty 


ments. 


Death Notices 


a pateh of ice, spun around in 
a circle and, struck the pole. 
Damage was estimated at $500. 
Shopping Studies 


0UCHe « T—in Msdtqpi Center North, 
Sunday, Mswembsr 19, 1972, Mabel 
Y. Buch*rt. Bovertown RD 4, age S3 
vears. Relativas and friends are Invit­ 
ed to the services 10:30 #.m. Friday 
from C. L. Losh Funeral Moma, 124 
W. Philadelphia A vt., Boyertown,, In­ 
terment in Falrvlew Cemetery, Boyer-1 
town. Friends may call 7 to 8:30 p m 
Thursday at the funeral home. 


Aulo Strikes 
Icy Road Blamed 


Damage 
was 
estimated 


BIRMINGHAM. 
England 
(AP) — The business of being a 
consumer 
is 
growing 
more 
¡complicated, every year,, claims 
a Birmingham University pro­ 
fessor. So courses should be 
run at universities, aimed at 
at equipping women for a career 


by Barbara Nesley, Pottstown 
Star Route, hit an icy spot in 
tics. 
¡the road. Mrs. Nesley attempted 
“I just returned from vaca- 
pUt 0n her brakes, she said, 
tion and I found my name had ¿n(j skidded to the left into a 
been cast in the political murky parked 
car 
owned 
by 
Paul 
waters,” she said. 


SriTfljWH 1 üjTTm fr- ^ " £ | Q Q | p j Q Q p l H 


I F 
l I 
m 
B 
_____________________ 


Hydro. State pol.ee of Limerick 
i i a.m. init«cm»nt in Edoowood C w ; R a rfp c k s ., 
R a y m o n d 
M a za ka s, 
«■ry. Friends may call at th f tunairall 
.. 
m Im t 
nod a t. 
homa an Thursday from j to «.30 p.m Marun, was g o in g west ana a i- 
(Houck)1 tempted to pass a car on Route 


Driver Loses Control, 
Car Hits Guardrail Twice 


A 
Royersford 
woman 
lost 
control of her car on an icy 
»¥vuiiktn,.,,• 
. . 
. .... 
, 
... „ 
¡highway Wednesday night and 
According to Trooper Ronald at a Midlands meeting that fu- crasbe{j jn|0 a guardrail twice, 


Geunes, 29 W. 3rd St. 
Damages were estimated. 
$700. 


^ S U P P L Y C O T# 


'J f : \ 
218 Rivar Rd., 
A 
* % , South Pottitown—32Í-4101 
Opan Daily 9 to S:30 
Tua*. A Frt. Till 10 P.M. 


i*Ktctctc<cic»'tiir«'fi«ic4fw«c«rtic«tc«C4(ic<c«c«M«c«< 


Use this drill to sand, 
buff,, polish, grind, 
and hundreds of other 
chores in your work­ 
shop. Has doubts re­ 
duc t i o n g e a r s for 
máximum torque. 
Takes all standard 
drill attachments. 


___________________ I 
(Losh) jj8oo following a one-car accident j “, ®hopp¡!?®\ 
D 
c u l p —6r> Monday, Nevamber 20.1972 
R ontf* 7*í near Z ip s le rv ilie 6 
P ro f. G o rd o n B o r r ie w a rn e d 
viola (Bochtaii Culp, wito of Grant on H o u tc ¡ó n e a i z ,ie g ie iv iu e D 
N a tio n a l C o u n c il of W om e n 
s. cuip, 90s south St.. Pottstown, apt n m , W e d n e s d a y . 
|lfI* j a n o n * ‘ w m n o i u i w o m e n 
74 vean. Relativas and friends are in- l r 
vited to the services from Houck Fu 
lure generations o housewives accordin(, t0 ^ 1^ . Damage to 
will inevi ably fall into finan- ^ 
car “as estimated at ja», 
clal pitfalls as shoppers 
He 
Nancy Hejn| 
^ 
UnHeld 
r________ 
suggested lhat special institutes S( 
Roycrsford 
was driving 
dttOLEY--oirTuosday. November 2i, 73 when he ran into an icy area of consumer studies should be 
t jn the left lane of Route 
G^ 7^ ETEtobeth’ lAntoi.1 
' and slid off the right side of founded at colleges and Univer- 
^ 
her car went over a 
wito of the 
SI the road, striking a guard post, sities to run courses for women iry spot jn the road 
---------------------------- 
students. 
Her car skidded across the 
, 
r . . . 
. 
right lane of the highway and 
Car Skids on lcor 
Democratic Moot!no 
smashed against a guardrail. 
f i 'L a * e „ . ( j . , ¡ | 
* 
The 
car 
bounced 
off 
the 
W i n e s U U a r a r o ll 
The 
Pottstown 
Democratic gUradrail. turned around and hit 
Party will meet 7:30 p.m. Tues- 
guardrail again. 
A Spring City man lost con- day in Blossom Restaurant, ac- 
Trooper Julius Rasmas, State 
Paul 
Bridegam. Policef 
y merick 
Barracks. 
investigated the accident which 
occurred at 6:20 p.m. 


of 
1335 South St root, POtWown, ago 
years. 
Rotativos and frionds ara In-t 
vltod 
to 
too services from 
Shenkel 
United Cihurch of Christ on Saturday,; 
November 25 at I t B.m. interment to 
Shenkel Cemetory. Friends may call 
at toe White Memorial Home, Parker 
Ford, on Friday from 7 to 8:30. 
(W hitt) 


E xm 'b ^fT "W e d n e sd a y/ November 22, 
1972, O. Parker Lord, husband of ¡I 
Francos 
C. 
(G iarl 
Lord, 
Pot 
3 rove 
'tag' 
_ 
Jowo^p^b ^aqe'^Si^1 years s,Raiat?v« Iro! °f his car Wednesday night, cording 
to 
and0"friends are invited to the services 0n the Keim Street bridge and chairman. 
f$7>m,oM*íownFu2u*1 o2T .',u,? .V HóT veered into a guardrail, causing 
S W ^ m .8**-■ 
PRICE HIKE 
at 
the 
funeral 
homa 
on 
Saturday 
According to 
I OtlStOVsn 
r a - 
P iTTX R TF R fTH ( A P I 
A rm . 


— 
’ - ........................c o lm a n K d w o rd M c W ilü a m s , _a 


producer’ 
announced hcre 
Cords of Thonks 


WOLFGANG 


Wo with to thank rotativas, neigh­ 
bors and frionds tor the many acts of 
kindness shown, for sympathy extended 
and for toe 'beautiful floral tributes at 
toe funeral ot Paul W 
o i t o . n ^ ^ 


» u t 
k r i W e d n e s d a y that it was raising 
a patch of ice on the bridge 
, 
skidded into a guardrail in pr ?>es- R ow ing a pattern .t! 
B 
' within the past week by 
Steel and Bethlehem. 


hit 
and 
the center of the bridge. 
U.S. 


TROPHIES 


122 E. 
4th St. 
323-6700 


fO U G H LA N 


^ ATHLETIC 


IJART 
r l 


Lucky Barrel 


The name of Henrv Wagner, 
Frederick, was drawn Wednes- 
”bort"en#' triinds'tor the many acts[day jn the Lucky Barrel con- 
el kindness shown; tor sympathy ax- 
• 
i u 
iviu ,n 
tended 
end 
tor the beautiful 
floral test sponsored by tne LTOWn- 
tributes at toe funeral of Garald L. town Pottstown Business ASSO- 
m'__________ _ The family' 
elation. He has until 5 p.m. 
I 
wish 10 fnank 
nv 
relative» 
and K rida V to r la ilil the S I,M I; W i« | 
« ü r j w 
m e drawing was al Marjories, 
was in w e d i c a i ^ r ^ I T ^ S iL L 
*209 High St. 


Thank You Notes 
2A 


W . wish to thank our relatives, neigh- 
Dr. K. R. Stone 
Optometrist 
AT 43 HIGH ST. 
fo r the nvientific exam ¡notion o f th e Eye 
HOURS DAILY 9 A.M. to 4 P.M. 
EVENINGS BY APPOINTMENT 
PHONE 323-7812 


Model 9748 


• Capacity % * n a ta l- % «hardwood 
• Rugged 2 Amp Motor 
• Precision Geared Chuck 
• One Year Warranty 


3/»"variable Speed Drill 


Thi* versatile drill has 
variable speed control 
In the trigger switch. 
Lets you start drilling 
neater holes with less 
bit wear. Accepts all 
standard accesso­ 
ries too. 


• Speed» fremjero to (1000) 
• <Full! Control of Bits 
• Double Reduction Gearing 


19.90 


OPEN 
BVERY NIGHT 
UNTIL 9 PM UNTIL 
CHRI ST MAS 
Use Our Layaway or Charge 
Betty Le 


M ir K a t P e n n S t v 


GENERAL SUPPLY CO. 


265 W. HIGH ST. 
323-1928 


F il. I am lo 9 pm 
SAT. I am to 3 :3 0 
pm 


NOW YOU SEE IT, NOW YOU DON'T—Two cinder cones appear in 
this view made by a photographer flying over the desolate Ka’u 
Desert lava fields on the Island of Hawaii. However, when you turn 


Fla 
(A P|'she and her family 


Nixons Plan 
Traditional 


Thanksgiving 


! THURMONT, Md. 
(AP) - 
President Nixon and his family 
will have a traditional turkey 
¡dinner with pumpkin pie for 
Thanksgiving Day in the rustic 
setting 
of 
the 
presidential 
mountaintop retreat at Camp 
David in Maryland. 
It will be the first time that 
the 
Nixon family has cele­ 
brated the Thanksgiving holi­ 
day at Camp David, which is 
' one of their favorite nearby 
weekend vacation spots. 
The White House Chef Henry 
Haller will have Thanksgiving 
Day off for a change. 
The job of cooking the holi­ 
day meal for the presidential 
family this year will be in the 
hands of stewards from the 
Navy mess at the White House, 
under the supervision of Navy! 
Cmdr. Ronald Jackson. 
The Navy stewards provide 
food for White House officials 
and do the cooking at Gamp 
David, a military installation, 
when the President is there. 
It will be just the Nixon fami­ 
ly, with no outside guests irv- 
I vited for the occasion Thursday. 
The only absent member of the 
presidential family is ¡son-in-law 
David Eisenhower, who is on 
Navy duty in the Mediterra­ 
nean 
area. 
He 
received 
a 
week’s leave to come home for 
the windup of the election cam­ 
paign 
and 
returned to duty 
¡after celebrating the Nixon vic- 
(tory. 
The White House said the 
Thanksgiving Dinner menu for 
the President will foe: Roast 
turkey, bread dressing, giblet 
gravy, whipped potatoes, green 
peas and onions, fresh cranber­ 
ry salad mold, minted pears, 
hot dinner rolls and pumpkin 
bustled but 18 months later he uttered, majority that thinks America is1 months to 13 Is. no problem: pie with whipped cream. 
one word, continued to improve 
great. They’re just not rattling when there’s a whole country to 
- 
— and Paul 
Fischer began tin cans about it. 
^earn fro171- He said they can 
-p b e 
flying 
wedge 
was 
dreaming of an odyssey that 
“The children are exploring see 
state capitals, historical outlawed 
in 
football 
when 
children their America. They’re finding rocks sltes anc* scenic grandeurs that President 
Theodore Roosevelt 
and vines they never saw, c o n - 
children only read .about, threatened to ban the game by 
executive edict unless players 
sand with the dark coarse sand dren also are learning about quit being so rough. 
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the picture upside down two craters are form ed in an optical illusion. 
(AP Wirephoto) 


Traveling Family Calls U.S. a Wondrous Classroom 


TALLAHASSEE, 
— 
America 
is 
a 
wondrous1 around a campgrounds in Tal- 
classroom, say 11 members of lahassee. 
the Paul Fischer family who 
Paul Sr. 
had one 
prayer 
began a 50.000-mile journey to about 
his 
son's 
impending 
discover their country after one death: 
“God, don’t let it be would 
show his 
of the family’s nine children Thanksgiving . . . 
or Christ- country. 
, 
.. 
.. 
... 
... ., 
survived a malignant brain tu- 
” 
Hie Fischers, in their mid- 
J 
í L 
í f i 
* * F M * r 
" * ClUl' 
mor. 
The child underwent a series 30s, sold 11 acres of land in 
Paul Jr. was 5 in 1905 when of 
operations, 
Mrs. 
Fischer Alaska 
to 
finance 
the 
doctors in Lancaster, Pa.., be-'said, and “ we brought him .petition,, and last September 
| 
gan a series of operations on home to die when he was only packed kids, kit and a wheel difrwent accents, eat different 
For example, 
she says, 
the tumor. 
5.” 
* chair in a nine-passenger sta- foods; The>’ ™ ^ m m g Jat our Howard Johnson’s waitress 
‘The 
doctors 
gave 
us 
no 
The operations left Paul Jr. tion wagon and 18-foot camper 
„ 
bigger than we New Jersey offered to let us 
hope,” Joyce Fischer said as speechless and unable to wfalk, !to begin a trip that started in “ rst thought 
use her campsite near wait 
Vermont and which 
they say 
Fischer said passing drivers 
Disney World, which she had 
will cover 49 states and’50.000 often slow down to count 'heads bought but never seen.” 
miles. 
|in the family’s wagon, shaking 
But even more 
rewarding.: 
In this age of acronyms, Fis- their heads in disbelief at the they say, has been the effect on 
cher put a letter tag on the mob of little faces smiling back Paul Jr. 
family’s trip: ‘‘DARE — Dis- 
at them, 
I 
jn 
Jacksonville, 
Fla., last 
cover America, 
a 
Real Ex- 
Fischer, a former school ad-j week, a beaming Joyce Fischer 
perience.” 
! minisrtrator in Alaska and Dela- reported, “Paul 
w-alked 
this 
Joyce Fischer says the trip Ware, said educating nine ohil- morning for the first time 
in 


ex_ on the New England coast.” the good will of their fellow 
¡Mrs. Fischer said. ‘ They h ear countrymen. 
■ “A 
in 
us 
near Walt 


Classified Display 


Report Says Majority of TV 
Stations Lack Black Management 
NEW YORK (AP) — Sev-¡ technicians, the report said, 
enty-seven per cent of the na- 
For an four categories - 
tion’s 
commercial 
television management, professional em-,. 
, 
,, . 
, 
.. - 
. 
. 
s t a t i o n s 
have 
wWtes-onlyLjoyes, 
technicans and sales has shown to t theres a *ilent >dren ranging m age from 7, eight years 
serving 
in 
managerial 
posi- people — the report, said 34 peri 
tions, a church study report cent 0f the stations, or one out ' 
said Tuesday. 
of three, use only whites in any; 
The study, described as the of these capacities, 
most extensive ever undertaken 
Additionally, II per cent of 
of hiring practices in the tele- the stations, or more than one 
vision field, found that half the jn siX) employ only men in the 
stations employ no members of top four job categories, the re- 
racial minorities in any profes- port said, 
sional capacity. 
The Rev 
Dr 
Everett C i 
Roy Danish, director of the Parker, director of the Office of I 
National Association of Broad-1 Communications of the United 
casters’ television information church of Christ, which made 
office, issued a statement de- the study, said the findings 
daring, '"The study fails to rec- point up a “dismal” situation 
ognize 
the 
marked 
progress for minorities in television, 
that has been made in the last 
“These statistics show how 
half-dozen years, progress that 
opportunity there is for 
has been marked by far wider Slacks, Orientals, Indians, citi- 
employment of blacks and oth- ^ 
of s 
ish background and 
er minority groups 
r 
tion operations and 


A CAR SHOULD 
EAT UP THE 
ROAD. NOT 
VICE VERSA. 
See «s for a salt resistant, 
MH-fcpeOaM Voiwx 


WYNN’S YOLYO 
Rf. 422 « 202, Norristown 
Phono 275-7403 


er minority groups bolj 
on ------- v,slon 
era. T . / 
said. 
Eighty-one per cent of the 
stations hire whites only 


in sta- wom€n 
attain jobs in tele­ 
cam- 
an(j forge ahead,” he 


Of the all-male operated sta-] 
. 
, __ 
tions, the report said 74 of 
sales personnel, and 55 per cent them. or one in eight o[ the 
have only whites serving 3* ,a| commercial stations, cm- 
ploy only males who are white, i 
O LD AM M O ST ILL K IL L S 
The figures in the study were' 
HONIARA, 
SOLOMON 
IS- taken from employment state- 
LANDS (AP)—World War 11 ments of 609 commercial tele­ 
ammunition is killing people vision facilities, 89 per cent of 
who were not even born when the total in the United States, 
the fierce fighting on Guadal- for the years 1971 and 1972, 
canal ended. 
Copies of the statements were 
Latest victim was a boy 15. made available to the church 
who suffered shrapnel wounds agency by the Federal Commu- 
when a shell exploded under a nications 
Commission, 
which 
cooking fire in a school on Kol- had adopted a rule requiring 
bangara Island. He died while stations to file such statements 
being taken by canoe to Gizo in response to petitions from 
Hospital. 
United Church agencies. 
«Customs and police on this 
p r pgrker said the findings , 
former battleground are step- sbow that minorities are being 
ping up precautions at the in- kept from making their “dis- 
temational airport, Hendersons tinctive contribution” to tele- 
Field, to stop people taking vjsicn> and ^at television itself 
wartime souvenirs with them jS “deprived of a creative force 
on the plane. 
that might make it richly dl- 
Three souvenirs in the lug- verse 
and 
interesting.” 
He 
gage of one passenger on the added; 
regular ^iriine were 
“ Q u r nation is being cheated 


fo T tw o hand grenades and a 
rar f“JLin a high,y mus 
People In the Solomons have »<* »f 
fr0IT 
been told not to «¡ve or sell old and comprehendtng the «gnih-| 
munitions to travelers, and a canee 
womanhood, 
sign has gone up at the airport 
“We cannot rely on white 
saying passengers .are forbid- males to interpret and commu- 
den to carry war-time souve- nicate the life styles and ex- 
nirs. 
periences of blacks, Chicanos. 
— 
Orientals, Indians and women.” 
BUILDINGS BLOWN DOWN „ 
T»* report said several sta- 
tions employed fewer minority 
LONDON (AP) 
—More than persons in the four specified 
800.000 buildings in Britain snf- categories in 1972 than the? did 
fered from wind damage be- m 1971. 
tween 1962 and 1969, a building 1 
Five per cent of the stations 
research survey shows. Most of reduced minority employment 
the 56 million pounds spent on jn management areas; 13 per 
repair and replacement could cent reduced minority profes- 
have been saved, however, if 
wind 
safety 
standards 
in­ 
troduced in 1970 had come into 
effect 
earlier, 
the 
report 
stressed. 


sional employment, 13 per cent 
reduced minority technicians’ 
employment, and 6 per cent re­ 
duced' minority representation 
in sales jobs, the report said. 


offers You a Musical Christmas for Less 


THAT'S THE BIG “Z" WAREHOUSE CONCEPT . . , HUGE SELECTION of 
the MOST FAMOUS BRANDS at the LOWEST PRICES ANYWHERE. For a 
HARMONICA or an ORGAN, YOU’LL LIKE SHOPPING HERE. 


NEW AND USED - RENT OR BUY - TER.' 'S ARRANGED 


T ir e s t o n e 
the people tire 
p e o p le 


at Firestone 


Model C3052BWA Finished to match Walnut 
Simulated Picture 
PHILCO® 14'-*- 
Portable Color TV 


• Solid state Cosmetic Color Circuitry with patented 
automatic Chroma control provides outstanding color 
realism • Phi Ico 20,500-volt DynaColor chassis * Solid 
state signal system • Separate VHF/UHF channel 
selectors with separata VHF/UHF channel selectors 
with separate windows • Telescopic dipole VHF, loop 
UHF antennas 


O 
h 
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V 


Model C3761BWA 
Simulated Picture 


ft 
diagonal 
PHILCOMATIC 16 
Portable Color TV 


Philco 21,500 volt DynaColor Chassis delivers the 
picture power to provide excellent color picture 
reproduction • Automatic Set-and-Forget Philco- 
matic I tuning system • Philco® famous 10/15 
color picture tube. In accelerated life tests the 
Philco® 10/15 picture tube has operated the equiv­ 
alent of 38,000 hours of normal use—gives dramatic 
color fidelity and brightness 


ONLY $ 3 0 9 9 5 


p a 


£ = z 


Pike 


(Just East of Reiffton» 


Coll S8 2 -2 0 8 1 


DAILY 
9:30 to 9 
SATURDAY 


9:30 to 5 


Area's Largest’ 


Service Dept. 


m 
s m 
UL urn 


PHILCOMATIC" H 
19 diagonal ROLLABOUT COLOR TV| 


85% solid state for peak performance and depend­ 
ability • New Phi I comat ic “Hands Off” Tuning System 
— just select a channel, see the Color Control Light 
come on a n d -“hands off," the picture’s right auto­ 
matically • Philco® patented Black Matrix picture tube 
for dramatic brightness and color fidelity • Earphone 
and stand included 


ONLY 


CHARGE 
IT! 
EiMtta & ü ü ü i 


E. HIGH ST. & FIRESTONE BLVD. 
POTTSTOWN 
326-5120 


OPEN THIS FRI. till 9, SAT. till 3 


♦ —The 
Fottsfown 
M ercury 
Thursday, Nov. 23, 1972 


P LA Y G R O U N D USES D IS C A R D E D IT E M S — A pilot 
playground, using m aterials discarded by construc­ 
tion com panies, is in use in Harrisburg. At top, young­ 
sters clim b over telephone cable spool while in low er 


photo, Mrs. M ilton shapp, w ife of P ennsylvania Gov­ 
ernor Shapp, tries out a sw ing m ade from a huge 
truck inner-tube. (AP W irephoto). 


Rockefeller Ruled Out as Cabinet Contender 


THURMONT, Md. 
(AP) 
— iat 
his 
Camp 
David 
retreat 
Gov. 
Nelson Rockefeller 
will while 
knowledgeable 
sources 


not be in President Nixon’s re-li ub“ at* «n ,Press 
. 
, 
.. 
~ .. 
. Ronald Ziegler’s assertion that 
shulfled 
second-term Cabinet.I Roctefeller ..did nnl come up 
s o u r c e s 
said 
as 
Nixon to talk about-a Cabinet post.” 
broadened his planning for a( 
Rockefeller, one of Nixon’s 
pre-inauguration shake up of the major 
re-election 
supporters, 
executive 
branch 
of 
govern- has been rumored as a possible 
ment. 
secretary of State or Defense. 
The New York governor con- But the sources, In ruling out a 
ferred with Nixon for an hourfCabiiMtt slot, noted that Rock- 
---------------------------------------------- efeller 
himself has 
said 
he 
wants to serve out his term as 
APOLLO-ROCKS 
, 
. .. 
,. 
, . 
CAPE KENNEDY. Fla. (AP) «ovf ™ r and thus wynM noj^ be 
- Apollo 17 astronauts Eugene ava,labJ ' for «Washington Pos 
F 
® 
i wkan mimii begins his second 
A. Cernan and Dr. Harrison H. 
Schmitt plan to return to earth 
with about 210 pounds of rock 


when Nixon 
term Jan. 20. 
Nixon conferred 
also at the 


and 
soil 
samples 
from 
the mountain top retreat with anoth-j 
moon. That would raise to 004 er official reported in line for 
pounds the amount collected on Cabinet rank—Deputy Defense 
six moon-landing voyages. 
Secretary Kenneth Rush. 
Apollo 11 gathered 46 pounds; j 
Rush, a former ambassador 
Apollo 12, 75 pounds; Apollo 14, (to West Germany, is said to top 
94 
pounds; 
Apollo 
15, 
169 the list of potential successors 
pounds, 
aid 
Apollo 
16, 
210 to Defense Secretary Melvin R. 
pounds. 
Laird who has said he will re­ 


sign his Pentagon position be­ 
fore a second term. 
Rush was the first sub-Cabi- 
net administration official to 
confer with Nixon since he be­ 
gan his planning at Camp Da­ 
vid 
for 
second-term, 
govern­ 
ment reorganization. 
Ziegler said Rush came to 
talk with Nixon “on matters re-j 
lating to a. second term;.” Me 
would not say whether the Pen-! 
tagon official had been offered 
a Cabinet post. 
Others meeting with Nixon 
Tuesday were Herbert Stein, 
chairman 
of 
the 
President’s 
Council of Economic Advisers; 
administration communications 
director Herbert Klein; Atomic 
Energy Comm.is.sion Chairman 
James Schlesinger; 
Securities 
and 
Exchange 
Commission 
Chairman William Casey; and 
Interior Secretary Rogers C. B. 
Morton. 
Ziegler said Nixon will meet 
on Wednesday with Labor Sec­ 


retary James Hodgson, NATO 
Ambassador 
David 
Kennedy, 
.Sen... Barry Gold water, R-Ariz.,, 
and White House speenm ruer 
William Safire. 
After spending Thanksgiving 
at Camp David with, his family, 
the President is scheduled to 
meet 
Friday 
with 
Trans­ 
portation Secretary John Volpe 
and Housing Secretary George 
Romney. 
Romney has said he will step 
down from the Cabinet before a 
second term begins. 


A,polio-Landing Sito Nomos 
CAPE KENNEDY, Fla.(AP) 
— The Apollo 17 landing site on 
the moon is named Taurus- Lit- 
trow after the nearby Taurus 
Mountains and the Littrow cra­ 
ter. 
They in turn were named 
long ago for the Taurus Moun­ 
tains in Turkey and an Austri­ 
an astronomer, Joseph Johan 
Littrow. 


fo r Christmas or any 


occasion throughout the year! 


COME IN AND BROWSE 


Some Gift Suggestions: 


• ¡FONDUE SETS 


• CERAMIC CANNISTER SETS 


• YORKCRAFT WALL DECOR 


• BELLS OF SARNIA 


• POTTERY & LAMPS by Royal Hager 


• BRANDY SNIFFERS by 
West1 Virgin* Glass 


• BATH PRODUCTS by Village 


• BEER STEINS from Germany 


• INDO OR & OUTDOOR CHRISTMAS 


DECORATIONS 


DINNER WARE 
by Pfaltzgraff 


• STARTER SETS 


• 46 PC. SERVICE & ACCESSORIES 
j 
TO MATCH 


See the area's 


finest collection of 


HANDPAINTED 


COLONIAL 
LAMPS 


LOCATED IN THE 


REAR OF OUR STORE 
§ 


Beaks hme m all 


RT. 422 WEST . . , WYOMiSSING, PA. 


OPEN DAILY 10 to 10 
PHONE 372-8927 


Belheie 
when Santa 
inds m 
iter 
ifBerkshiie Mall 
■my; November 
¡45 am. 
241h, 


Be there to greet him In the Llts parking area 
facing the Warren Street Bypass. He'll have 
■free gifts for all when he talks to the children 
individually aboard the Berkshire Express train 
on the Lits fountain. It's the official opening 
of Christm as at beautiful Berkshire Mall where 
82 fine stores including Lits, Sears and 
Wanamakers are filled to the brim with exciting 
gift selections for the whole family. 


ALL STORES OPEN 10 AM to 10 PM, 
MONDAY THROUGH SATURDAY 
DECEMBER 23RD. STARTING FRIDAY, 
NOVEMBER 24TH. 


f 
t 
Berkshire ITbJI 


R o u te 4 2 2 &• Bern R o o d , LUyom lssIng, P ol 


f , THE 
PLUftfcOjtfE 
* 
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Next Flight of Apollo 
Will Be Last in Series 


Thursday, Nov. 23, 1972 - The Pottstown M ercury — 5 


the 
CAPE KENNEDY, Fla. (AP) I wiring — and redesigned 
— Apollo 17 marks the end of spacecraft 
an era of exploration that be- APOLLOS 2 Through 4 
gan in 1961 when President 
These were unmanned flight 
John F. Kennedy pledged that tests of the Saturn 5 rocket, the 
the United States would send a command and lunar modules, 
man to the moon and return A P O LLO 7 (Oct 1122) 
him safely to earth in the dec-, A s t r o s Walter M Schirra 
ade of the 60 s. 


sion into moon orbit as a final'to correct deficiencies in the 
dress rehearsal for a landing oxygen tank system, Apoi'o 14 
attempt. Stafford and Cernan took off with America’s first 
steered the lunar module to spaceman. Alan B. Shepard Jr.] 
within 10 miles of the surface, in command. Shepard and Ed-1 
then rejoined Young in the gar D. Mitchell made a pin-1 
command ship. 
point landing at Fra Mauro and 
On July 20, Neil A. Arm- made two outside excursions; 
Jr., Doiai F. Eisele and Walter strong became the first man to during 33’i hours there. They’ 
That commitment came at a Cunningham rode the 
Apollo step onto the moon and recited gathered more than 100 pounds 
time when the pioneering Mer- command ship into eartb orbit t h e s e 
memorable 
words: of ro<*s before rejoining Stuart 
cury 
man-in-space 
program atop a Saturn IB rocket and “That’s one small step for a A- Roosa in tbe command ves-¡ 
was just starting, with Gemini successfully checked out the "man, one giant leap for man-'*eL 
yet to come to pave new path- spacecraft during an 11-dav kind.” He was followed within APOLLO 15 (July 24- 
ways in space. 
journey. 
* minutes by Edwin E. Aldrin. Aug. 7, 1971) 
There 
were 
technological; A PO LLO t (Dec. 21*27, 1941) 
and 
two s^ n t 2% hours 
Astronauts David R. Scott 
breakthroughs to achieve, prob- ^ an 
]ast reached across outside- collecting rock and soil and James B. Irwin landed at 
lems to overcome. But the space to another celestial body samPles> taking pictures and the base of the Apennine Moun- 
United States made it, not just as astronauts Frank Borman. erecting an American flag, tains for a 67-hour stay on the 
with one man, but with four in j ames A. Lovell Jr. and Wil- ‘^Rer a totad stay ^ m€ °f 21% moon, twice as long as any pre- 
the waning months of the dec- i]am a. Anders covered the ^ours on 
^ea 
Tranquility, vious crews. During three out 
ade. In the next 2% years, six quarter million miles to the the-v launched their lunar land- 
more Americans walked the moon and flew into an orbit ¡er Ea8!e and hooked up with 
dusty lunar surface. 
j u st 50 miles above its surface. Michael Collins in the 
Apollo 17 is to raise the num.* ju g dramatic 'Christmas Eve mand ship Columbia. 


side excursions they greatly in­ 
creased their range by driving 
com- a battery-powered, four-wheel 
moon buggy over the surface. 
ber to 12 and then it may be a telecast to earth, they showed APO LLO 12 (Nov. 14*24, 1949) 
Command module pilot Alfred 
decade, perhaps a quarter cen- the rugged, crater-pocked ter- Now that man had landed on M. Worden charted more than 
tury or more, before man again rajn( and each read in turn the the moon and learned some- 20 F*r cent of the surface with 
visits the moon. Scheduled, to story of the creation from the thing about operating in lunar cameras and instruments while 
blast off Dec. 6, it will be the Book of Genesis. 
orbit, it was time to see if he orbiting the moon, 
most ambitious Apollo mission APO LLO 9 (M arch 3-13, 1949) 
could choose a precise landing 
APO LLO 14 (April 14-27, 1972) 
yet, building on the experience 
in the first complete test of spot. The target was near the 
During 71 hours on the moon, 
gained in the earlier flights. 
al! the Apollo hardware, in- unmanned Surveyor 3 space- John W. Young and Charles M. 
^ Here is a review of each of eluding the lunar mod,ule, as-1 craft which had landed on the Duke Jr. steered their moon 
the Apollo missions: 
tronauts James A, McDlvitt, Ocean of Storms 31 months be- buggy to a variety of lunar fea- 
A P O LLO 1 
David R. Scott and Russell L. fore. Charles Conrad and Alan tures and collected rocks bear- 
The project began in tragedy Schweickart flew for 10 days in L. Bean set down just 600 feet ing the first evidence that voi- 
when astronauts Virgil I. Gris- earth 
orbit. 
McD.ivi.tt 
and. from the Surveyor, During 31% canoes once1 erupted beneath 
som, Edward H. White II and Schweickart separated the lu- hours on the surface, they the surface. Thomas K. Mat- 
Roger B. Chaffee died in a nar ship, flew it more than 100 made two outside excursions to- tingly II continued extensive 
flash fire that swept through miles away and then rendez- taling eight hours. They gath- mapping of the moon while or 
their 
spacecraft 
during 
a. voused and docked again, prov- ered rocks and pieces of the'biting above, 
launch pad test Jan. 27, 1967, a ing the technique would work in Surveyor and erected a nude- Rocks gathered on these 
month before they were to be moon orbit. 
ar-powered science station, lat- flights have 
told scientists 
launched on an earth orbit trip. A P O LLO 10 (M ay 18-24, 1949) 
er rejoining command module much about the history of the 
Flights were halted for 18 Astronauts Thomas P. Staf-j pilot Richard F. Gordon for the! moon in. two age periods — 
months while experts sought ford, Eugene A. Cernan and trip home. 
from three billion to 4.1 billion 
the cause — faulty electrical John W. Young flew this mis- APO LLO 13 (April 11-17, 1970) years ago and during the last 
Astronauts James A. Lovell, billion years, with the moon’s 
at 4.5 billion,!; 


W O U N D S 
O F 
W A R — Wounded Cambodian soldiers 
huddle together along Route 4 as they return from 
battle southwest of Phnom Penh. Cambodia. Troops 


were hit as they moved to reopen blocked section of 
the vital road, which links the Cambodian capital to 
key positions. (AP Wirephoto) 


STORE HOURS: 


Berkshire 


Mall 


10 to 10 
• 


438 Fenm St. 


9:30 to 9 p.m. 


Fred W. Hai.se Jr. and. John L. I age 'estimated 
Swigert Jr., the latter a last years. 
day replacement when Thomas 
Apollo 17 hopefully will fill in 
Mattingly III became ex- yitai missing gaps when astro- 
K. Mattingly III became ex 
posed to German measles, set 
forth to explore the' .mountain­ 
ous Fra Mauro region. But 
nauts Eugene A.. Cernan and 
Dr. Harrison H. Schmitt, a ge­ 
ologist, land at the Taurus-Lit 
nearing the moon, 205,000 miles }jqw site. Schmitt, the first sci- 
from home, Swigert, advised., entlst-astronaut to fly, said, pho- 
Mission Control Center: “Okay, to graphic and other evidence 
Houston, we got 3 problem indicate the Taurus Mountains 
here. ’ An oxygen tank had ex- contain original lunar material 
ploded. seriously damaging sev- an(j that the plain, on which 


your 
Christmas 
him’s. 


KAMO TTMf 
•u rq u M y 
tu c k A Brown 
KM 


$14.95 
Evans 
AT-HOME9 FOOTWEAR 


the most luxurious comfort 
you can give him. 
EVANS SLIPPERS AT FARR'S 
$ B € R k sh iR e m a ll 


and 448 Penn St., Reading 


eral of the command ship’s sys- they will land is covered with 
terns and draining it of oxygen volcanic ash which might be 
and its main power supply. The relatively fresh, one to two bil- 
moon landing was cancelled i¡on years 0id. 
and the astronauta battled for 
<*;. 
Schmitt and Ronald 
. 
1°a [fourfcda5'! as the>',E. Evans will take along an ar- 
streaked for home, survival 
, 
hlsllcated nea scien. 
"1 1 ", t on ' h e .Iunar “ 
.¡fie instruments to probe a 
supp 
J 
i J°víj"e^r [Cn1lf number of lunar mysteries, in- 
safety. with splashdown in the ciud¡ng the question of whether 
Pac,tic just three miles from u.atereexlslaM bcnfath ()te sur. 
the recovery ship. 
face 
j 
APOLLO 14 (Jan. 31- 
When Cernan, Schmitt and 
After several months’ delay Evans 001116 hom6’ thc 1)00,18 
Alter several montfe delay wil] c,ose on the f,ight phase 
of Apollo. But scientists around 
TH IY'LL PAY IFOR. A SCARE I the world will be studying and 
interpreting the rocks and other 
Said board director David data for years as they seek to 
Harrold: “Americans, particu- unravel the complex story of 
larly, are keen on antiquities,— i how t.be moon, the earth and 
and ghosts are a part of this, l our solar system evolved. 


REAL CAT'S DIET 
HOUSTON (API - While 
cats in cartoons do quite well 
on a bowl of milk and a piece 
of fish, real life animals need 
something more, a veterinarian' 
says. John J. Fishier said fish 
is no longer an essential part of 
a cat’s diet and. should be re­ 
placed by red muscle meats. 
“Cats need Vitamin B food- 
fresh, well-cooked beef or ham­ 
burger and at least a. fresh 
bowl of water twice daily,” 
Fishier told about 
145 cat 
breeders at a recent seminar 
here. 
He also suggested that the 
milk be replaced by cottage 
cheese to give the cat more 
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C an d les to 
brighten 
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A colorful toy soldier 
to capture anyone's 
heart. $8.50. 
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CHARMER 
THOUGHTFUL­ 
NESS ALBUM... 
A year's supply of 
Haümatk cards. Gift- 
boxed. 55.50. 


Gift books filled 
with beautiful 
thoughts... 


“LOVE IS NOW” 
BOOK... 
A heart-warming 
collection of photo­ 
graphs for someone 
you love. $8.50. 
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BOOK... 
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child the meaning 
of friendship. $4.00. 
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thoughtful friend... 


inítonr (üarh #ljup 


BERKSHIRE MALL 
375-7976 
MADEIRA PLAZA 
929-9965 


Pottstown ^ Mercurv 


PAGE < 
THURSDAY, NOVEMBER 23, H72 


New Press Threat 


Be thankful this Thanksgiving Day 
that you still have a free press. 
It’s been battered and it’s been bruised. 
And, if the current trend continues, 
your right to know through a free press 
could be taken away. 
The courts, instead of defending the 
freedom of the press, are undermining it. 
Instead of cherishing this freedom, 
they’re attacking it. 
The latest threat is from a Californian 
court which jailed Reporter William Farr 
for refusing to reveal a news source/ 
Recently a reporter in New Jersey 
went to jail rather than reveal a source. 
The Philadelphia district attorney ar­ 
rested and charged a reporter who taped 
telephone conversation—something which 
police and firemen do regularly. 
A free press has been the prime guard­ 
ian of the rights of the people. It is the 
watchdog that insures all Americans their 
right to know. 
W ithout a press, a dem ocracy cannot 
exist. 
The first freedom taken from an en­ 
slaved country is the freedom of the press. 
Dictators know that a controlled press 
can be used to control people. They know 
by restricting knowledge to the people 
they are able to deal injustices after in­ 
justices. 
It is difficult to believe that the courts 
in America are not only allowing at­ 
tacks on the free press but are partici­ 
pating in them. 
Censorship is a real threat. 
The threat exists in all segm ents of 


our government. From, the village police­ 
man, to district justice courts to the state 
houses and to the federal courts. 
A policeman who refuses to release 
details of a crime or accident is practic­ 
ing censoring. A justice of the peace or 
district justice who hides details of a 
hearing is practicing censorship. The 
state houses practice it when they hold 
closed door sessions. Pottstown council 
participated in it when it met in secret. 
The courts, by issuing rules which gag 
reporters, practice censorship. 
The very same people who undermine 
the free press are those who on Independ­ 
ence Day will stand before an audience 
and praise A m erica's freedom.. 
They give lip service to the principles 
of a democracy but they don’t practice 
these principles. 
Americans must awaken to the threat. 
They can’t tolerate officials and jurists 
who feel that they are beyond the Con­ 
stitution which, guarantees freedom, of 
the press. 
The First Amendment is clear when 
it says Congress shall make no laws 
abridging the freedom of the press. 
It doesn’t say “except when a judge 
makes a rule” or “when.it suits a court 
or DA.” 
The press m ust be free. Our Pilgrim 
fathers knew and acted to insure this. 
But today, those who were elected to 
office under a democratic system are the 
first to threaten the basic concept of a 
democracy. 
Today the press free remains. 
But what of tomorrow? 


It s Thanksgiving 


Thanksgiving is here again. From 
the kitchen come the wonderful smells 
of the basted turkey, the pumpkin pies 
set to cool. The clans gather all over 
the Pottstown. area. 
G ratitude for plenty is in the earliest 
tradition of America and the foundation 
of Thanksgiving Day. 
We are rich in m aterial goods beyond 
the wildest dream s of our forefathers. 
Rem em ber how the Pilgrim s lost half 
their little colony the first year; and 
they had nothing but rude huts, scanty 
food and constant illness. 
Am ericans still live in a free land, 
where opportunity is everybody’s right, 
a nation not only sufficient unto itself 
but able, because it is free, to extend a 
helping hand! around the world. 
Thanksgiving Day, by all. sound and 


lovely tradition, is a day for looking back­ 
ward, for counting blessings already 
vouchsafed, for feeling many a quiet 
satisfaction. For those who have tried to 
do their best for their families and their 
fellow men it can be a time to lump big 
and little worries together and cast the 
whole kit-and-caboodle aside for a while. 
Isn’t that what the Plymouth colonists 
of M assachusetts did on that first Thanks­ 
giving Day in. 1621? It took resolution 
to ignore future perils and enjoy life. 
Only the local Indians could be count­ 
ed up as being friendly while unknown 
ferocities must surely exist in the great 
wilderness beyond. 
And so today, without modern blunder­ 
busses of defense standing in the corner, 
cannot, we in America simply enjoy our­ 
selves with our fam ilies and friends? 


The W orry Clinic 


Free Enterprise Spurs Production 


By DR. GEORGE W. CRANE 
Tad G., 32, teaches high 
school civics. 
“Dr. Crane,” he began, 
“why do you oppose Com­ 
munism so constantly? 
"For isn’t the idea of 
sharing, a basic concept of 
Christianity? 
“And 
didn’t 
the 
early 
Christians organize a Cpm- 
munist cell?” 
Don't you remember the old 
debate 
about what would 
happen If an irresistible fon* 
met an immovable object? 
Well, Christianity is deemed 
an irresistible force. 
But it bumps into an im­ 
movable object in our natural 
desire to enjoy the fruits of 
our own labor. 
Private property rights will 


a l w a y s transcend forced 
Communistic sharing. 
True enough, the early 
C h r i s t i a n s established a 
Communist cell. 
But it was ruined when 
.Ananias and. SappMra held 
back part of their capital, 
gains when they sold their 
property. 
Despite 
the 
fact 
that 
Ananias and his wife died of 
heart attacks when Peter 
reproved them the Communist 
cell .soon dissolved. 
Jesus also placed the seal 
of 
approval, 
on 
business 
competition and our free 
enterprise type of economy. 
For his story of the men 
with the talents illustrated nis 
praise 
for 
thrifty 
hard 
workers. 
And, he showed disgust for 


Famous Fables 


By E. E. EDGAR 


INSPIRATION: Early in his 
c a r e e r ., Robert Benchley 
worked on. the New York 
Tribune, under Franklin P. 
Adams. His feature articles 
showed promise, but he had 
not yet hit his stride. 
One day, he had to go 


upstate to attend a funeral. 
On the train trip, he occupied 
himself by writing a humorous 
piece. It was a gem. After 
reading it, Adams inquired: 
“How many funerals a week 
can you attend? 


Pottstown Sketches 


'Your bost suit, matching tio, favorite eftor-*havo lotion, 
now hat — say 'hollo' to your new secretary far me." 


the Communist who hid his 
lone talent in the earth, 
fearing to compete in the open 
market. 
So Jesus had the 
Com­ 
munist's lone talen!, taken 
away from, him and 
then 
given 
to 
the 
capitalistic 
worker who had doubled his 
five talents (Matthew 25:28). 
In 1621, when Gov. William 
B r a d f o r d 
headed 
the 
P l y m o u t h Colony, Com­ 
munism was in vogue. 
For all tilled, their jointly 
held, 
land and put. 
their 
products into the common 
granary. 
Then they took therefrom, 
every man according to his 
need. 
That 
is 
the 
professed 
h umanita ri a n 
r u. 1 e 
glibly 
spouted 
by 
the 
modere 
Communists. 
But it didn’t pan out well. 
For the unmarried men 
grumbled at letting a married 
man with five children take 
out seven portions, whereas 
the bachelors obtained only 
one.So Gov. Bradford' changed 
over 
to 
our 
capitalistic 
system. 
Thus, he gave every man 
his own private plot of ground. 
And permitted him to retail» 
the entire harvest therefrom. 
What happened? 
The colonists suddenly were 
motivated to work long hours 
and shed far more sweat. 


EXC EED ED OUTPUT 
And the bumper crop so far 
exceeded the meager output 
under 
the 
former 
Com­ 
munistic 
plan 
that 
Gov. 
B r a d f o r d pioneered our 
famous Thanksgiving feast. 
The 
colonists 
not 
only 
thanked God for the bountiful 
yield of farm produce. 
But Gov, Bradford also 
admitted the vast superiority 
of 
God's 
free 
enterprise 
system. 
It has put America into the 
leadership in world produc­ 
tion. both agricultural and 
industrial. 
So thank the Almighty that 
Gov. Bradford discarded the 
i n ef f i c i e n t Communistic 
system in favor of free en­ 
terprise. 
And send for my booklet 
“How to Save Our Republic.” 
enclosing a long stamped, 
return envelope, plus 25 cents. 
Write to Dr. Crane in care 
of The Mercury. 


A nticipation 


Readers Say: 


Remember Pilgrim Mothers, Too 


Women, Too 
T o 
the 
Editor: 
For 
generations now, Americans 
h a v e 
paid 
tribute 
on 
Thanksgiving 
Day 
to 
the 
Pilgrim fathers. This year it’s 
high time that equal honor was 
accorded 
those 
20 
gallant 
women who uprooted them­ 
selves from civ.ili.zed Europe to 
share the storm-tossed voyage 
across the Atlantic on the 
Mayflower and who also landed 
at Plymouth Rock in 1620. 
Of course they weren’t invited 
to sign the Mayflower Compact, 
because they were regarded as 
the legal, chattels of their 
husbands indentured, for life, as 
it were. But without them, their 
courate, 
perseverance, 
and 
endurance, the Plymouth Colony 
would never have survived. 
These 20 women also con­ 
fronted that bleak New England 
forest that concealed God-knew- 
what savages and dangers, yet 
they went ashore on November 
13 to do 'the wash, as they had 
great need’. Were they any less 
heroic, doing the family laundry 
at the edge of the wilderness 
than the men who stood guard 
with at least the hard comfort 
of muskets — not wet laundry 
— in their hands? 
T h i s 
Thanksgiving 
give 
thanks, but thank all who made 
America, and that includes 
those who gave birth, wove 
clothes, helped build homes — 
who nourished, advised, and 
gave spiritual and physical 
comfort to those we usually 
honor — the Pilgrim. Fat,hers. 
Thank you, Pilgrim. Mothers. 
Pottstown 
ELIZABETH W. CARLIN 


Faith 
To the Editor: Here is my 
reply to your ' Readers Say” 
article “Waiting” of Saturday, 
November 18, 1972: 
Twice in two years, some 
person or persons have decided 
to publicly discredit a tour- 
n a m e n t , being insensative 
enough, by referring to it by 
title: and then hiding behind 
an incredulous name. Both 
times, they have expressed 
their ignorance to the numerous 
difficulties, which can be in­ 
volved, in the organization and 
completion of such like ac­ 
tivities. 
I believe, the charlatan called 
“Losing Faith”, has never 
known what the word — Faith 
— means, and therefore, has 
nothing to tose. 
Pottstown 
BARRY B. MARCH 


Lett*r Writer Corrected 
To tho Editor: Rhoda Buck 
writes nice Readers Say letters 
reminding people to feed the 
birds and see that their dogs 
have water to drink, etc. .She 
is kind obviously, and I hope 


that the kinds of persons who. 
forget, to feed the birds and tend 
their dogs read her letters and 
take them to heart. 
But now she writes about 
Christmas. Well, she is sen­ 
timental about it; she loves 
celebrating it and drawing out 
the celebration as long as 
possible. This is her privilege 
and the privilege of all who feel 
as she does. (Surely the mer­ 
chants love them all.) But she 
errs when she writes: “Christ 
made Christmas.” 
There has been so much 
revealed about the pagan origin 
of Christmas that one wonders 
how anyone could continue 
ignorant of the facts. 
There had been no celebrating 
of the birth of Christ during 
his time on earth and for over 
300 years after his death. 
Historian Neander says that the 
thought of a birthday festival 
was. far from the ideas of the 
early Christians, but, “by the 
middle of the 3rd century A.D. 
t h e 
churches 
had 
either 
departed from, or had made a 
distorted imitation of certain 
doctrines 
of 
the 
Christian 
faith.” ■ (An Expository Dic­ 
tionary of New Testament 
Words by W.E. Vine) 
Jesus, was actually born in the 
beginning of October, but since 
December 25th was popularly 
observed as a holiday by the 
people of Rome, in A.D. 354 
Bishop Liberius of Rome or­ 
dered the people to accept, this 
date as the birth of Christ, and 
celebrate jt. Hence the En- 
c y c l o p a e d i a 
Britannica 
acknowledges: “Its observance 
as the birthday of the Saviour 
is 
attended 
with 
secular 
customs often drawn from 
pagan sources; indeed both 
Chirstmas and Epiphany are 
transformed pagan celebration;,s 
of the winter solstice.” (Vol. 5, 
p. 705, 1964) This celebration 
(the Saturnalia) provided the 
model for most of the merry 
Christmas customs. 
Practicing Christian kindness 
and generosity is a year round 
project. And even though it may 
be a fun thing for most people, 
lying about the birth of Jesus 
Christ is not funny to God. 
Celebrating his birth on the day 
of worship of the sun and with 
the very customs of those an­ 
cient s u n - w o r s h i p p i n g 
celebrants hardly seems a way 
to honor Jesus, Ño wonder God. 
says: “your festal seasons, my 
soul has hated.” 
Spring City RD 1 
B. T. 


Fewer Complaints 
To the Editor: Are political 
campaigns becomings dirtier? 
The cha im án of the Fair Cam­ 
paign Practices Committee be­ 
lieves they are. In a. pnst-elec- 


tion interview, Sam. Archibald 
.said the 1972 election w as among 
the dirtiest in recent history. 
The public, he added, accepts 
the trend as a fact of life. 
More candidates than ever 
before, Archibald said, were 
guilty of trying to ‘"distort the 
facts, to falsify political rhet­ 
oric, to misinterpret the facts.” 
Many of the unfair practices 
uncovered by the committee 
were found in direct mailings. 
The yardstick used to measure 
the height or depth of political 
campaigns by the Fair Cam- 
p a i s n Practices Committee 
must, .be an extremely fine one. 
If all the complaints received 
by the committee were piled on 
top of one another, they would 
constitute a small sheaf of 
papers. 
Archibald cited three com­ 
plaints about television adver­ 
tisements, 21 complaints about 
campaign literature and 13 in­ 
volving newspaper ads. Per­ 
haps the small number of com­ 
plaints is indicative of the pub­ 
lic apathy about which Archi­ 
bald and others have complain­ 
ed.Or it could be1 that the voter 
simply has become more dis­ 
cerning in his political judge­ 
ment and makes his didsion by 
ballot rather than complaint. 
Boyertown 
P. O. 


Abundant Failures 
To tho Editor: Can the fed­ 
eral bureaucracy do anything 
right? This is the question one 
might ask after listening to a 
n u m b e r of federal officials 
speak disparagingly of the 
p r o g r a m s they administer. 
George Romney has been blunt 
about the failures of subsidized 
housing programs under his 
responsibility., 
'The postmaster general has 
made critical remarks about 
his organization. The Joint Eco­ 
nomic Committee of Congress 
has produced another no-confi­ 
dence report — this one on 
federal manpower training pro­ 
grams. The $6J billion spent 
on training the poor to enable 
them, to hold jobs largely has 
been a failure. 
It does not put enough people 
to work in an economy with 
competing surplus labor, and 
when it does it frequently is 
in jobs which are 'below the 
official 'poverty level.. The $1,6 
billion being soent on man­ 
power training this year “could 
be better spent on job creation,” 
according to a c o m m i t te e 
spokesman. 
Matching the unemployed with 
unfilled jobs is like a see-saw. 
Weight on one side ©anises a 
roveree action on the other. 
Roveraford 
SAMUEL R. 


Nostalgia 


50 Years A go 
25 Years A go 
10 Years A go 
November 23, 1922 
ELECTED PRESIDENT - 
Roberta Seidel was elected 
president of the American 
Legion auxiliary of George 
Amole Post 47. Mrs. Jacob Bahr 
was chairmian of the hospitality 
committee. • * * 
CORPS FORMED - A junior 
leader corps was formed at the 
YMCA. Officers included J. 
Kinzer, 
president; 
G. 
R. 
Shoemaker, vice president and 
W. L. Wentzel, secretary. 
• * • 
W A T E R SHORTAGE. - 
Drought conditions 
in 
the 
Sana toga area caused residents 
to borrow hoses from the fire 
company to fill their wells and 
cisterns. 


November 23, 1947 
COVERED BRIDGE - The 
most pressing problem facing 
the new Berks County com­ 
missioners was replacement of 
an old covered bridge over the 
Schuylkill River at Douglass- 
ville. 
• • * 
POPULAR SHOWS - “Arthur 
Godfrey’s Talent Scouts” was 
among popular shows on radio 
station CBS. Others included 
“My Friend Irma” and “House 
Party.” 
• • • 
ACTION LAUDED - Dr. 
Elmer S.. Friedberg. .345 King 
St.. praised the Air Force's 
action In stopping Maj. Gen, 
Bennett E. Meyers’ retirement 
pay and preparing a court 
martial trial against him. 


November 23, 1942 
MILITARY SPENDING - 
The official prediction that 
military spending was due to 
increase in the following fiscal 
year brought speculation that 
the Pentagon budget request 
would 'be $50 billion. 
• • • 
BOAT DESTROYED - A 
$3.000 boat was destroyed and 
tons of hay ruined when fire 
gutted a cement block barn 
owned by Elwood 
Laume, 
Sunset Road, Limerick. 
* • * 
ATTORNEY POSITION — 
President Kennedy 
returned 
Robert M. Morgenthau to the 
U.S. attorney’s job he gave up 
in his unsuccessful bid for the 
New York governorship. 


A Different Slant 
By ROBERT J. BOYLE 
Big Boss Assumes 


Role of Patton 


Practically everyone who has a television set 
watched the movie “Patton” Sunday night. 
Movies like that are okay but sometimes they 
give people ideas. They assume the role. 
Here’s what happened Monday morning after 
the big boss viewed “Patton.” 
* 
* 
* 
I arrived at work at my usual 
time and immediately ran into 
Young Ralph. 
"Good morning, Mr. Ralph, 
I said to him. "What’s doing to­ 
day?” 
"You mean you haven’t seen 
him ?” he asked. 
“Seen who?” I replied. 
"The big boss, your m entor,” he said. 
“No I haven’t,” I said. “I just this minute ar­ 
rived.” 
“Well hold onto your socks,” he said. “You’re 
in for it.” 
With that joyous greeting out of the way I 
ambled into my office. I was no sooner seated at 
m y desk when I, looked up and saw the bos®_ 
m arching in. 
He w’ore knickers and carried two pearl han­ 
dled letter openers in his belt. 
“Good morning, chief," I said. "They’re nice 
pearl handled letter openers'you’re carrying. 
“THEY’RE 
NOT 
P E A R L 
HANDLED, 
THEY’RE IVORY HANDLED,” he shouted. 
“W hat do you think I am.? Some 
from the French Q uarter.” 
“Gee, chief, what’s wrong with you?” I asked. 
“Don’t call me, chief,” he shouted. "Call me 
general or mister. It is time we started having 
a little discipline around here.” 
“Yes sir,” I said. 
“Where is your helm et?” he said, “I don t 
want to see anyone around here without a helm et. 
Where is it? I’ll be a 
if I’ll tol­ 
erate any 
disrespect. Get with 
it, Boyle.” 
“I don’t have a helmet,” I said. 
“Well put a hole in it so the stethoscope will 
fit,” he said. 
“ But I don’t have a stethoscope,” I said. 
“Boyle, 
he replied. 
“General,” I said. “What is going on around 
here?” 
“Did you see that 
movie, Patton, 
on TV last night, (*(*&#c&&#?” he asked. 
"Yes, general, I did,” I replied. 
“Then you know what is up 
he said. “I learned that we’re too sloppy around 
here. Regardless of the cost we must get a paper 
out. I don’t care what it costs in manpower; how 
many 3 m dashes are sacrificed we must make 
• deadline. Understand? 
“I believe I do,” I said. 
"I believe I do, SIR,” he said. (*(*$&* don’t 
forget that SIR.” 
“Yes SIR,” I said. 
“Pull up that tie, mister,” he said. “That's 
a $20 fine. I won’t have anyone around here 
with a tie pulled down. Comb that hair. Another 
$20 fine. I won’t have anyone around me who 
doesn't have his hair com bed.” 
“Yes, sir,” I said. 
“Look over there,” he shouted. ‘Who is that 
SO*(*r&r with that long hair. Fine him $20,” 
he shouted. 
“But general,” I said. “That is Dollie Smith. 
She is a woman and women wear their hair 
longer than m en.” 
“ Don't give me any of that *&(*$& V # non­ 
sense,” he said. “W here is her helmet? Why 
doesn’t she have a helm et on?” 
“I’ll ask her,” I said. 
“Don’t ask her N *(*$*(#*(*,” he said. “Tell 
her to get her hair cut short and to get her 
helmet on. That is a $40 fine,” 
“Yes, sir,” I said. 
“Where is my dog?” he said. “I want my 
office dog.” 
"But, sir, you don’t have an office dog,” I 
said.“Of course, I must have an office dog,” he 
said. “Didn’t you see that movie? Patton had 
a dog and I want a dog.” 
"How about a parakeet? Would you settle 
for a parakeet?” I asked. 
“ Boyle, )()#Y$®r & /(, I’ve about, had it with 
you," he said. “ Either you straighten out and 
get across that bridge or I will find another offi­ 
cer who can.” 
“What bridge?” I asked. 
Just then Bill Peiffer walked in. 
“What in the &(#r** is that?” the general 
shouted. 
“That is Bill Peiffer.” I said. 
“W hat’s wrong with that m an?" he said. 
“ Battle fatigue, I guess,” I said. “He’s been 
getting up the Focus page.” ' 
“I don’t believe in battle fatigue,” he shouted. 
“That man is a goof off. He isn’t fatigued. He’s 
yellow. 
The chief (or general) then walked up to Bill 
and slapped him. 
Bill didn’t realize he was. slapped. 
“Chief that can get you into a load of trouble,” 
I said, 
“I’ll have no *(•& *(# malingering here,” he 
said. “Get with it, Boyle, “HI be back in one 
half hour for inspection.” 
The new Patton walked awav. 
• 
* 
* 
“Gee that is terrible,” my wife said as I told 
her about the boss. 
“I know,” I replied. “ But there is some 
hope. 
“What’s that?” she asked. 
“Next week the movie is Mary Popnins,” I 
said. "He’ll look better with an umbrella than 
with two ivory handled letter openers.” 
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EUGENE A. CERNAN 
(FItght Commander) 


CLIMAX 


APOLLO 
A N EW ERA of Space Exploration Begins 


Thursday, Nov. 23, 1972 - Tho Pottitown Mercury — 7 


HARRISON H. SCHMITT 
(Lunar Module Pi lit) 
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K E N N E D Y SPA CE C E N T E R — Apollo 17 launch ve­ 
hicle was transported from the vehicle assembly 
building Aug. 28, 1972, The final mission in the Apollo 
program will be manned by Commander Gene Ccr 


nan; Lunar Module P ie t Harrison Schmitt and Com­ 
mand Module Pilot Ron Evans, Lift-off is scheduled 
for Dec, fi from. Complex 39A. (NASA Photos) 


8— The Pottstown 
M ercury * Thursday, Nov. 23, 1972 


Spring-Ford 
Area 


Golden Agers Host 
Program of Slides 


Slides of a trip to' the Holy eluded Antioch, the birthplace 
Land were shown by the Rev.jo f 
Christianity; 
Lebanon, 
Douglas Willey, pastor of the Damascus, the home of Ananias 
F i r s t 
Baptist 
Church 
o f1 where Paul received Ms sight 
Phoenixville, at a meeting of following a vision of the Lord; 
Spring-Ford Golden Age Club. 
Capernaum, Canaan, the Sea of 
Mrs. Katie McClellan, vice Galilee, 
the 
Jordan 
Valley, 
president, welcomed those at- Christ’s home village, Nazareth, 
tending 
In 
Capt. 
Harris 
D. the city of Jerusalem, and the 
Buckwalter 
American 
Legion Garden of Gethsemane. 
Post Home, Royer sford. 
Dora 
Ha Item an 
welcomed 
Received as "a new member'Susan 
Bechtel, 
Mary Carroll 
was 
Mrs. 
Alice 
Walters, and Evelyn Lafferty. The Rev. 
Royersford. The Rev. Carroll Bingaman 
spoke 
briefly 
on 
Bingaman, chaplain, offered an prayer, and the importance of 
flag a thankful attitude. 
A 
covered 
dish, 
post- 
begin Thanksgiving dinner is planned 
p.m. 
Monday in the 
post 
Christmas home. 
Providing transportation were 
Mrs. Dan Ortolani, Eva Yerk, 
G r a c e 
Bauman, 
Charlotte 
Pernet, 
William 
Grissom. Grant Halteman and 
Haskell Smith 


o p e n i n g 
prayer. 
ceremony followed. 
P a u l ’ 
Baum 
will 
receiving reservations Dec. 
4 
for 
an 
annual 
banquet 
Dec. 
18 
in 
Liberty 
F i r e b a l l , Spring City. A 
program will follow dinner. 
The Rev. Willey’s slides in- Keenan, Baum, 
Bert 
— 
— - — :--------------- A u s t i n 
Hemer, 
Attendance 


Awards Given 
$6,404 Given 
At Brownback's j0 chest Fund 


In Spring City 


Reports on contributions avid 


A t t e n d a n c e awards were 
distributed 
at 
Brownback's 
United Church of Christ, Spring 
City RD 1, following a covered 
dish 
supper. 
Mrs. 
Howard p]ecjges 
were gjven by officials 
Cottier ^was a^ 
r 
d 
o 
d 
a 
n 
d 
chairmen of Spring City 
Community 
Chest, 
ac­ 
cording to 
Robert 
G. 
Mull, 


the 
oldest 
member. 
Twenty Area 
children and 21 adulto were 


T t m 
e r 
East 
C o v e n tr y ,^ ™ » 1 
“ * 
Contributions 
$6.404.86 
with 
to 
date 
total 
an 
additional 
Township resident, Mrs. Mary 
McGlaughlin, 
Coming, 
N.Y.,, 
n m n n n 
Ch/S tftlft rtf 
T »',«5Z.80 10 PlC U gG S. T P O Y C S T S 
was among guests. She tod of 
£ 
6 
7 
her work in New York. She is 
a former teacher of the Church 
School at Brownback’s UCC 


goal is $16,000. 
Russell Shellenberger, head of 
the residential drive, listed the 
Fifth and sixth grade classes following totals: East Coventry 
recited 
thé 
23rd 
Psalm 
a s!TownshiP- 
$800.55; 
East 
Vin- 
scripture. 
Others 
who 
par* cenL 
$571,75; 
ticipated in the program were $282.50; 
second 
A r l e n 
Copenhaver, 
Joseph third 
Kandler 
Sr., 
Robert 
Richard 
White, 
Mrs 
Miller, Sharon Miller, Mrs. R. $1,221.25. 


first 
ward, 
ward, 
$111; 
ward, $445.70 and fourth 
Jacob, [ward, $382.05, in the borough 
Robert I of Spring City or a total of 


Indian 
Fast in 


Groups Plan Holiday 
Day of Mourning' 


re-i aboard 
the 
Mayflower 
II, 
climbed the rigging and threw. 
, 
- L 
i 
, i 
. . 
ico*? urith me turned some mannikins overboard. Of- 
350-year-old Thankag.v- ^ 
*n m 
^ 
c o s .u .^ ^ 
^ 


barrels 
tending livestock and only $100 to J200 but asked po- 
’ 
- 
- 
-* 
remove the protesters. 
A demonstration was planned 
by Indian representatives last 
the! year, but was hindered by New' 
, England’s 
first 
major 
snow* 


PLYMOUTH, Mass. (AP) - r 
Plimoth Plantation is a 
While costumed “Pilgrims” re-'creation of Plymouth as it ap^ 
new i 
ing 
Day 
t o d a y , a 
observance 
group of Indians 
r o o a y , a group or maaans uarreis, ic.mmg 
----- 
«rntpsters 
plans á symbolic fast in what doing other jobs performed by 
demonstration was olanm 
they call a “day of mourning.” ‘the original inhabitants. It is a. 
“As most Americans sit down private, nonprofit organiza ion. 
to a traditional Thanksgiving, 
At 
a 
wharf _ n e a r 
11,1 
m eal,” the United Americans Plymouth Rock shrine is a copy 
{he vear. 
of N«w F.n viand said in a state- of the Mayflower, and it is 
Tr, 
*¡ j *1, 
— . — b— -------- — ---------- r - 
— - 
- 
, . . . 
, 
Freeman said the plantation’s 
ment. “these Indians are fas-¡ there that the protest fast is . 
^ 
concession t0 the holiday 
ting to mourn the loss of Indian pected to take place. 
life, land and culture, which for: 
Freeman 
saio 
me 
usuai 
them began with the arrival of should be made that Indian and 
piiari 
said 
the 
point is the preparation of more food 
which is offered as 


the Pilgrims.’ 
“ I think it’s 


true Pilgrim fare to any vis- 
white man got along very well 
a most unfortu- in Plymouth from the time the. 
^ 
nate turn of things,” said David Mayflower landed t h 
e 
r e 
church servjce> opens historic 
homes and holds an afternoon 


The 
town, 
though, 
has 
a 


B. Freeman, director of Pli* until a bloody war by the Warn* 
moth Plantation, “ I feel_ very panoag Chief King Philip in the 
strongly in favor of (Indians early 1670s 
getting together) . . . but this 
sort 
of 
thing 
is 
very 
dis­ 
ruptive.” 
“ As far as action 
is con­ 
cerned, it should be in Wash­ 
ington,” Freeman, said. “Focus­ 
ing attention on a little place 
like this doesn’t seem to be of 
much value to the Indians. Of 


MassasQ.it, 
father 
King Philip, signed 
a 
treaty with the Pilgrims soon 
after’ they landed, 
promising 


“Pilgrims’ 
Progress, ” 
a 
re­ 
creation of the way the Pil­ 
grims went to church on Sun- 
day. 


of 
Chief 


not to harm them as ling as he I W ATER-CO OLED SUIT 
lived. Later members of his 
BEERSHEBA. Israel (AP) — 
tribe taught the Pilgrims how" A research institute in Israel’s 
Negev Desert says it has devel- 
a ceremony at oped a water-cooled suit that 
to grow' com. 
In 1970, after 
course, that’s just one man’s the Plymouth Rock, a number keeps a person cool and com- 
opinion.” 
¡of 
Indian 
protesters 
went fortable even inside a furnace. 


GREAT 


m 
w 
m 
m 
3R CYCLISTS 


that make Christmas a Sports Festival 


ACCESSORIES 


F O R A P A R T IC U L A R M E A L — Proving 
that it’s an ill wind that blows for tur­ 
keys when people turn thankful, Syl 
Seebacher, 
of 
R oss 
Township, 
near 


Pittsburgh, escorts the traditional tur­ 
key to the m eal table from a poultry 
m a rk e t. 
(A P W ire p h o to ). 
LAY 


• HELMETS • JACKETS 


ALL WEATHER RIDING SUITS 


• GLOVES • SHIELDS 


AWAY NOW FOR CHRISTMAS! 


Earl Miller, Donna 
Miller, Emma 
Mvrtle Weber. 


and Julie 
The 
industrial 
committee 
Brungess 
and listed, Jones Motor Co. cor- 
Pianists were porate gift, $125 with employes Tony Boyle to Deliver Eulogy lor UMW Official 


ADRIAN, Pa. (AP) — W. A. Johnstown, who retired under officials in all UMW districts 
Patsy Kandler, Phyllis Prizer, contributing $302 and pledging “Tony” Bovle, president of the fire. 
elected rather than appointed 
$406, 
Pennhurst 
State School;United Miñe 
Workers 
Union,! 
A 
district 
spokesman 
said by 
the 
union, 
hierarchy 
in 
contributions was to deliver the eulogy Fri- Slagle, an employe of the UMW Washington. 
day 
at 
funeral 
services 
for since 1942, had been working 
A U.S. District Court’s bench 
Owen F. Slagle Sr., president of out of his Armstrong County mark ruling on the suit sub- 
the UMW’s District 2. 
residence 
since 
becoming 
ill sequently ordered District 2 to 
Slagle, who had headed the last September. 
'Conduct 
elections ^ before 
the 
and Mrs. Hugh Frame. Peiffer pledges; Sircom 
Knitting Co.j 16.500-member 
district, 
head- 
It 
was 
not 
immediately end of 1972. but Slagles death 
is general superintendent. The employes pledged $1.250; Valley quartered in E bens burg. Cam- known who would be named to may cause a postponement of 
pastor offered ^ opening^ prayer Forge Flag Co., corporate gift bria County, since October 1969., take his place. 
that edict,, 
2 recently has been 


Y A M A H A 


MOTORCYCLES A MINI-BIKES 
SUZUKI 


MOTORCYCLES, MINI-BIKES 
and SNOWMOBILES 
■ 


Donna Miller and Susan Wall 
On the planning committee employes, 
$679, 
were Irma Wall, Gerry Marvel,land $600.50 pledges. 
Terry Halteman, Eileen Jacob. 
Also, Spring City Knitting Co., 
♦he 
Rev. 
Daniel 
Davis 
and corporate gift, $600; employes, 
Edgar Peiffer, assisted by Mr $529, contributions and $600.60, 
PENN STATE 


503 W. HIGH ST., STOWE, PA. 


M-C 
Corp. 


323-0525 


and pronounced a benediction. 
Mr. and Mrs. David1 Prizer, | 
was 
$50 
with 
the 
employes died Monday at his home fol- 
District 
giving $1.2(1; Phi Ico Corporation, lowing a lengthy illness 
u 
_____ , ___ B 
_____0 _ 
_ 
He the key in a dissident miners' 
Richard Bauer and the Rev. $300; Continental Bank, $250 and was 64. 
* 
suit for autonomy from 
the 
Davis were named teachers for Philadelphia Electric, pledges, 
Bovle appointed Slagle to his UMW international. 
a new class: for post-high school «gp 
r 
« 
' ng i 
— 
•- 
- 
and college ages. Youths will | 
decórale 
the 
church 
and 
fellowship hall for the Christ­ 
mas season. 
The Rev. Davis’ sermon, on, 
Sunday morning will be “What 
Religion Does to Men.” 


Mothers Group 
Formed By Scouts 


Phoenixville Hostal 


Admitted: Mrs. Glenn Tasker, Coventry Township.- 


A 
scouter’s 
mothers group 
w»s organized by Spring City 
boy scout troop 4, Bethel United 
M e t h o d i s t 
Church, 
East 


Spring City; 
William 
land, 
Royersford: 
Schell, 
Gilbertsville; 
Earling, Audubon; Alma 


McFar-i 
Officers 
named 
were 
Mrs. 
Richard Donna Himmel, president; Mrs. 
Harold Jane Schaeffer, vice president; 
Aus- M r s . 
Peggy 
Linderman. 
tin, Franklin Avenue, Phoenix- secretary 
and 
Mrs. 
Barbara 
ville. 
Gill, 
treasurer. 
Mrs. 
Sandy 
Discharged: 
Burley Parker,] piumley is publicity 'Committee 
Baton St., Phoenixville; Joseph chairman. 
Harman, 
Peippersville; 
Mrs. 
7 ^ group 
William Hahn and son, Easton;; Monday 
of 
Mrs. David Jackson and daugh- memb¿rs* 
homes. 
Heading 
ter, Rof filer Ave., Phoenixville: November 
project 
are 
Mrs. 
Mrs. 
James 
Henninger, 
and Himmd and Airs. Mary Lou 
e n n 
P n ttc rw tiin * S h ir lm i R n f t i t n r 
" 
____ 


position as president of District J 
The group, known as Miners 
2 to succeed Harvev Younker of for Democracy, sought to have 
— 
BUILD RITE 
HEADQUARTERS 
HOME & BUILDING SUPPLIES 


FIX-UP TIME FOR 
THE HOLIDAYS 
N A M E B R A N D ITEMS 
AT SALE PRICES 


W W ickes 


meets the third 
each 
month 
in 


son, Pottstown; Shirley Roffiter, 
Miller Road, Phoenixville; John 
Lavinger, 
Spring 
City; 
Mrs. 


Twin-Boro Classified 


P a rso n * It 


co-chairmen; 
Mrs. 
Schafer 
and 
Mrs.. 
, , 
p. 
. 
u u c. 
nu 
Elaine Richardson, cakes and 
John Dawada, High St., Phoe- . . . 
, 
* 
nixvttle; Mrs. George Keeley. bdk(Xl g00ds' 
Schwenksville; Mrs. Lawrence 
Scaring!, Marshal St., Phoenix­ 
ville; 
Mrs. 
John 
Drummond,* 
Columbia 
Ave., 
Phoenixville; 
Joseph 
Vaile, 
Monroe 
Ave.j 
Phoenixville; 
Rev. 
Frederick 
Oleck, Linfield; Jacqueline Han­ 
cock, Royersford. 
Births: To Mr. and Mrs. Phil­ 
lip Varner, Audubon, a daugh­ 
ter Tuesday; to Mr. and Mrs.j 
William 
Rabis, 
Bridge 
St., 
Phoenixville, a. daughter Wed-j 
nesday. 


N E E D H E L P ? 
Call 944-470? 
Dial HOPE LINE 


Situations Wanted-Female 
37 


BABYSITTING SERVICE 
Hour— D ty —W fBfc— Eve. 
Call tW-f713 


Articles for 
Solo 
4(< 
SNOW FENCE 
4' high x 50' long— $11.90 roll 
Snow Fane* Posts— $3.95 each 
CASH & C A R R Y — (A V E 10%, 
BEAN'S LUMBER CO. 
964 2nd Ava., Royersford 948-4740 


Good Places To Shop 


In Royersford and 


Spring City Area 


Mathawson Drug Store 


Joseph E. Mathawson Jr. 
Pharmacist 


Prescription Druggist 


7$ N. Main St., Spring City 
Dial 944-0771 — Royanford 


GLOBE SHOE STORE 


SHOES tor tti* F A M ILY 
Nationally 
Advertised 
Brands 
317-219 Main 
Street 
E X P E R T R E P A IR IN G 
Royersford 
— 
948-317 S 


The HAT BOX 
Mrs. Laura Placa 
Main B 2nd Ava. 
Royers, lord 
Hats, Bags, Nock B 
«Head Scarfs, Sweaters 
B Nightwear, Hosiery A 
GrHs, Bras A Girdles 


G E O R G IA 
PA CIFIC 
P A N E L IN G 


COCONUT _______ 3.29 
SHALE 
4.79 
LEATHER 
............. 7.65 
N U G G IT T 
5.95 
H-BIRCH............... 6.50 
OAK 
*« . * 5 - 60 
BARCELONA ........ 8.75 
OLD WORD CEDAR 12.50 


TOY IFNCH .. . . 
28.40 
3 DRW. CHEST 
27.35 
$ DfW. OUST 
38.10 
6 DRW. CHEST 
52 20 
10 DRW. CHEST 
59.71 
CREDIT AVAILABLE 
• 
INSTALLATION SERVICE 


BUILDRITE 
Supply Company; Inc. 


(Formerly Merritt'S) Open Deily tils »e !:*• 
Friday in ?;•»■, Saturday *Hi ItW 
PHONE 323-3100__ 


m 
j r Wickes 
▼ T. Lumber 


ALL QUANTITIES SUBJECT TO PRIOR SALE 


Potfsville Pike (Rt. 41) A Warren St. Bypass 


Phona (Area 215) V21-0604 


Monday thru Thursday 8 to 5 
Friday I A.M. to I P.M. — Saturday I A.M. to 3 P.M. 
Also S. Whitford Rd., Exton PHONE 343-9550 
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Meadow Brook Farms, Inc. 


‘W A L fT Y DAIRY PRODUCTS’* 
South Keim Stroot, Pottstown 


Call Today . . . 323-3700 
For Home Delivery 


S A N T A 'S 
H O M E S A L V A G E D — A 
giant forklift truck maneuvers the re­ 
furbished Santa house to its familiar 
position at Penn and High streets, 
ready for area children to visit Santa 
beginning 
Friday 
afternoon. 
The 
house was a victim of Hurricane 
Agnes this past summer and was 
carried by the flood several hundred 
feet downstream from a West High 
Street location. But it survived with 
no m ajor structural dam age. 
(M er­ 
cury Staff Photo) 


Pottsto wn dL Mercury 
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Pottstown, Pa., Thursday, November 23, 1972 
Pane Nina 


European 
Farmers Tour 
Area Dairy 


Ninety farmers from Ger­ 
many and Italy visited the 
Pottstown area this week to 
take a look at the area’s most 
unusual dairy operation. 
The travelers spent four hours 
at K-Milk Inc., Douglass (Mont- 
gonery) 
Township, a family- 
owned dairy which produces, 
packages and sells all its own 
m i l k 
products, 
including 
homemade ice cream. 
The European daily, beef and. 
grain 
farmers 
were 
making 
their last stop on a two week 
tour of U. S. farms that started 
in Little Rock, Ark. 
“None spoke English,” said 
Errol Kring, who owns the farm 
In partnership with his father, 
Maurice. 
“Each 
group 
had 
an 
in­ 
terpreter from Ralston-Purina, 
which sponsored the tour.” 
An article about the Kring’s 
farm appeared two years ago 
in a trade magazine, which led 
to the inclusion of K-Milk on 
the visitors' itinerary. 
The Krings keep a herd of 
160 cows on only 25 acres of 
land. The cows are confined to 
their barns all year around and 
all feed is purchased from other 
suppliers. 
This system eliminates the 
uncertainties of crop-raising and 
allows K-Mi!k good control over 
the quality of its hay and grain, 
Kring said. 
The processing plant at K- 
Milk 
takes . care 
of 
all 
horn osenizing and pasteurizing 
and makes ice cream and other 
dairy pro-ducts from, the 750 
gallons of milk produced each 
day. 
The milk is sold at K-Milk's 
own 
retail 
store 
on 
the 
premises. 
The firm has no 
delivery routes. 
The 
younger 
Kring, 
who 
graduated 
from 
Penn 
State 
U n i v e r s i t y 
and 
taught 
v o c a t i o n a l agriculture in 
Bovertown and 
Twin 
Valley 
Schools for six years, dreamed 
up the idea for K-Milk three 
years ago and persuaded his 
father, a retired farmer from 
Bedford County, to enter the 
business with him. 
The Krings bought land and 
built the bams, silos and dairy 
themselves. 
The farm now employs 19 
■people. 


Trash Collection 
Cancelled in 2 Areas 
Because borough hall is closed 
today and Friday for the two- 
day municipal observance of 
Thanksgiving, there will be no 
trash collection Friday in the 
North End. 
Earl J. Case, Pottstown’s di­ 
rector of public works, said 
Wednesday that municipal em­ 
ployes assigned to trash collec­ 
tion have that day off as well 
as today. 
Today there was no regular 
collection in the East End. but 
Case said the next scheduled 
collection is Monday. 
For the North End, Tuesday 
will be the next day when mu­ 
nicipal crews and the trash 
truck will make their rounds. 


Flood Damaged Santa House 
Now Repainted, Refurbished 


Children who will start an 
e n d l e s s procession Friday- 
through the 
Santa house at 
Penn and High streets until 
Christmas will notice that the 
.structure 
is 
more 
attractive 
than ever. 
A red, white and blue carpet, 
on the floor, a new paint job 
inside 
and 
out, 
and 
new 
decorations hide the fact that 
the sturdy brown house was 
damaged in the June flood. 
The house was carried by the 
flood waters from its storage 
place on the back lot of Potts­ 
town Metal Welding, West High 
Street, to a coal yard several 
hundred 
feet 
south. 
In 
its 
travels it crossed flood-covered 
High Street and the Reading 
railroad tracks. 


Judging by the mud which 
coated all walls, inside and out, 
the 
little 
house 
must 
have 
toppled end over end several 
times. 
When it was found in its new 
resting place by officials of the 
Downtown Pottstown Business 
Association, it was lying with 
its front wall in the mud. A 
layer of mud more than an inch 
thick covered the inside of that 
wall. 
Walter Elliott, president-elect: 
of 
the 
DPR A, 
resolved 
to 
refurbish the building so that 
children for miles around “can 
have the best Christmas ever.” 
“We tried to clean the mud 
off with a hose, but it just 
moistened 
it 
and 
made 
it 
gooey,” he said. “So we had 


Patrolman to Start 
Pet Sitting 'Service 


to scrub it off by hand.” 
The house was moved to the 
H i g h 1 a n d er 
Center 
in 
Kenilworth where water was 
available for the cleanup job. 
“It took me three days just 
to clean up the mess inside,’1' 
Elliott said. 
A window and its frame was 
destroyed and numerous other 
panes of glass were broken. The 
floor was replaced last week, 
and the doohs had to be recut. 
Then came a paint job, in­ 
doors and out, including colorful 
gingerbread 
figures 
on 
the 
front. 


TEEN STER S LOCAL 
A 
group 
of young 
people 
coordinated by Patrolman Jack 
Newcomb, 
helped 
with 
the 
decoration. 
Elliott estimated that the total 
cleanup and refurbishing took 
80 hours. 
Before the house opens for 
business Friday afternoon, the 
young people are planning to 
trim the house with Christmas 
garlands and lights. 


One 
of 
the 
big 
problems 
concerning people going away 
on vacations is deciding where 
to leave their pets. 
'Often it would be a major 
inconvenience 
to 
take 
them 
along. 
Then comes the choice of 
whether to leave them with 
friends or with strangers. Each 
of those two choices has its 
disadvantages. 
A Pottstown man is starting 
a service that may be better 
than either of those two choices 
— leave 
the 
pet home, 
in 
familiar surroundings and have 
someone come in and take care 
of it, 


PROVIDE SECU RITY 
Organized under the name, 
“Servants 
for 
Pets,” 
Miles 
Schutzman. 325 Chestnut St., 
promises to provide security 
and service for the ini mal in 
the owner’s absence. 
At the' same time, ho will also 
attend to other duties in the 
vacant home, including making 
a 
security 
check 
of 
the 
premises. 
He is qualified to perform this 
dual sendee, because part of 
his official duties as a Potts­ 
town patrolman include security 
and handling animals. 
He emphasized that he is 
doing this on his own time, not 
as a part of the police depart­ 
ment and will be assisted by 
other patrolmen who also will 
work on their off-duty hours. 
“I 
got 
the 
idea 
several 
months ago when I read an 
art cle of a man in Philadelphia 
who started such a service,” 
he said. 
** , 
The 
owner 
of 
a 
Russian 
wolfhound, he had great dif- 
ficu'ty 
finding 
a 
temporary 
home for the animal when he 
wanted to take a vacation. 
“He called day care centers, 
e m p l o y m e n t agencies, and 
finally left the dog with a 
bartender. 
“He did'nt want to keep him 
in a kennel for a variety of 
reasons. 


“Some 
animals 
develop 
a 
great fear in kennels, so that 
they won’t eat and seem to go 
crazy. It’s probably because 
they don’t know if the owner 
will ever come back,” he said. 
“ Wh e n 
the 
vacationer 
returned he obtained a list of 
registered animal owners in the 
area around his home, and went 
into business, caring for the 
pets of vacationing owners in 
their own homes. 
“He found there was such a 
demand for such services that 
he hired six people within the 
first few months a year ago,” 
Schutzman added. 
“In fact, I understand he gave 
up 
a 
doctoral 
program, 
in 
political science so that he could 
d e v o t e 
full-time 
to 
his 
business.” 


SECU R ITY O FFIC ER 
Schutzman, 
w h o s e 
name 
means 
security 
officer 
in 
G e r m a n , 
promises 
his 
customers a security check of 
the premises on each visit. 
He will feed and water the 
pet, take him for walks, but 
also check the house, turn lights 
on or off, water plants, bring 
in the mail, and attend to other 
duties as requested. 
Sei vices can be contracted for 
one or more visits a day. 
Schutzman said his interest 
was aroused because he had a 
life-iong interest in pets. 


Red Cross Chairman 
Submits Resignation 


Mrs. Eleanor Jones resigned 
as transportation chairman of 
the 
local chapter, 
American 
Red Cross, at a meeting of the 
board of directors in the Elks 
Home. Mrs. Jones served with 
the Red Cross 57 years. 
James Waterfieid, director of 
the blood program, spoke on 
new techniques and stressed a 
need for more donors to meet 
hospital needs. 


Will Teach 
At The Hill 


T w o . engineers 
formerly 
employed at Kawecki Chemical 
Co., Bovertown, .were hired to 
fill faculty posts in The Hill 
School’s 
expanding 
science 
department. 
Dr. Arthur de Sousa, a native 
of Portugal, will be teaching 
first year physics at The Hill. 
Arthur 
W. 
Ewell, 
Chester 
Springs, will be coordinator of 
the science building and will 
teach chemistry. 
Dr. de Sousa attended schools 
in England and Switzerland and 
holds doctorates 
in 
physical 
chemistry and philosophy from 
the Universities of Lausanne 
and Fribourg in Switzerland. 
He speaks six languages and 
published 80 scientific papers in 
the field of chemistry. 
Dr. de Sousa taught at the 
University of Lisbon in Portugal 
and as a research chemist in 
Europe. In 1967 he went to work 
for Kawecki Chemical Co. 
He 
is 
a 
member of the 
American Institute of Chemists, 
the Chemical Society of London 
and other scientific societies. In 
addition 
to 
his 
scientific 
achievements 
he 
Is 
an 
ac- 
c o m p l i s h e d painter whose 
water-color 
seascapes 
have 
been 
exhibited 
in 
one-man 
shows in Switzerland, Paris, 
Rome, Florence and New York. 
E w e l l 
formerly 
taught 
chemistry at Conestoga High 
School and Northern Chester 
County 
Vocational 
Technical 
School. 
He 
graduated 
from 
Cornell University In 1939 and 
is certified from West Chester 
State 
College 
and 
Temple 
University. 
A consulting engineer, Ewell 
formerly was plant engineer at 
Kawecki Chemical. 


Patients Will Share 
In Holiday Dinners 


W h i l e 
Thanksgiving 
Is 
traditionally a time for families 
to gather round a heavily-ladén 
table for the seasonal dinner, 
many area residents won’t be 
home today because of illness. 
However, along with the best 
of 
care 
that 
doctors 
and 
hospitals 
can 
provide, 
the 
dietary 
departments 
in 
the 
medical centers throughout the 
Pottstown 
area 
will 
provide 
patients with turkey roasted to 
perfection and in some cases 
a second choice of entree will 
be offered. 
Pottstown Memorial Medical. 
Center has a complete Thanks­ 
giving dinner planned for the 
noon meal, according to Mary 
Lou Clippinger, dietary director. 


More than 109 patients at 
Medical 
Center 
North 
and 
another 60 patients at Medical 
Center East will be served fruit 
juice, roast turkey with bread 
dressing, cranberry sauce, and 
gravy, glazed sweet potatoes, 
buttered asparagus, and tossed 
salad. 
The second choice of an en­ 
tree will be glazed pork chops. 
Desserts 
are 
pumpkin 
and 
m i n c e 
meat 
pies, 
and 
beverages. 
Patients who require a special 
diet, will be offered a menu 
in keeping with that need. 
The evening meal will consist 
of stuffed pork chops, Spanish 
rice, sauerkraut, two salads, 
and two desserts. 


Boscov's 'Wonderful World' 
Puts Toys to Strong Test 


The scene is a well-stocked 
toy department a few weeks 
before Christmas. 
A group of eager children 
burst through the doors, rip 
open some boxes and begin 
playing with the toys. 
One is broken. A sales clerk 
slips away and returns, with a 
replacement. 
T h e 
children 
resume their fun while the clerk 
smiles benevolently. 
Impossible? Not at Boscov’s. 
The new concept in selling 
toys 
is 
the 
brainstorm 
of 
Kenneth Peters, toy buyer. 
“It’s 
called 
the 
Wonderful 
World of Toys,” 
Peters an­ 
nounced. 
“It’s just like the good old 
days, when you could open the 
boxes and look over the toys 
to your heart’s content.” 
Peters said the WWOT will 
last until the end of this week. 
“ We’ve got two toy departments 
in the store,” he said. “One 
is in the auditorium and the 
other 
is 
upstairs 
where 
it 
usually is.” 
The season’s kickoff was Nov. 
9 
through 
11, 
when 
18 toy 
demonstrators 
from the fac­ 
tories set up shop at the store 
to show off their wares. 
“We had a terrific reception,” 
P e t e r s 
r e m e m b e r e d , 
“Thousands of 
people really 
enjoyed 
the 
demonstrations.” 
Mickey Mouse, Pluto and Goofy 
mingled 
with 
the 
crowds, 
spreading good will and adding 
more interest for the children. 
“The WWOT began 
at the 
same time,” Peters said. “We 
tried it last year and it worked 
so well it’s going to be an an­ 
nual event.” 
The toy buyer said many 
people have asked clerks when 
the special toy buying season 
would begin this year. “It was 
very well accepted last year,” 
he said, “and we discovered 
people hadn’t forgotten It.” 
Samples of most toys are 


placed 
conspicuously 
on 
the 
shelves, Peters explained, and 
the children are free to open 
the boxes of any toys not on 
display. 
“They can play with them to 
their heart’s content,” he said. 
What if one breaks? 
“Then we’ll replace it,” he 
answered. 
“In fact, we have quite a few 
toys broken. But some kids are 
rougher than others.” 
Peters 
feels 
the 
idea 
is 
definitely 
a 
public 
service. 
“People really appreciate the 
opportunity to closely examine 
the toys. Our customers want 
to buy toys that are worth the 
money. 
“Let’s face it,” he continued. 
“The toys are glamourized on 
TV. Here the parents have a 
chance to see just how well the 
toy will hold up. They can see 
their kids play with it and see 
how well they like it.” 
Peters 
confided that some 
parents are flabbergasted when 
they walk into the department 
and 
see 
dozens of children 
playing 
with toys 
from 
the 
shelves. 
“Even when they know it’s 
all 
right, 
some 
fathers are 
reluctant to let their children 
pick up a toy at first. It’s a 
natural reaction.” 
But besides pleasing parents 
— and children — Peters finds 
the concept is profitable. 
“Many parents buy the toys 
on the spot.” 
Of course, he was quick to 
point out, parents don’t have 
to make it obvious to junior 
that they’re buying him his gift 
“We have lay-away cards,” 
Peters said, “which the parent 
can sign to designate the toy 
wanted. That way, the parent 
doesn’t 
have 
to 
carry 
the 
packages through the store and 
the children don’t know what, 
if 
anything, 
the parent 
has 
purchased.” 


Degree Awarded in Special Program 


A Col lege vil le man received 
a business degree from. Ursinos 
College in a special convocation 
conducted Wednesday in the 
board conference room of the 
administration building. 
Paul R. 
Michener, College 
Arms Apartments, Collegeville, 
received an associate degree in 
business 
administration 
from. 
Dr. William S. Pettit, president. 
Dean Richard Bozorth pre­ 
sented 
the 
candidate. 
Dr, 
Charles L. Levesque, director 


Pottstown View 


of the evening school, was mar­ 
shal and the Rev. Milton E, 
I Tetter line 
Jr., 
chaplain, 
led 
prayer. 
Michener 
is 
employed 
by 
Fisher Scientific Co., King of 
Prussia, and needed the degree 
for his work. 
A luncheon for the graduate 
and guests followed in Wismer 
Hal. The president explained 
that this was the first time a 
degree was presented in this 
manner at Ursinus. 


“ Next year invite them ever te our piece. Maybe we can get 
c a m e t h i n n « ta r ta r ! " 


Phoenixville 
Hospital 
will 
serve 90 patients a dinner which 
will include an appetizer, roast 
turkey with bread dressing and 
cranberry sauce, 
mashed 
or 
candied sweet potatoes, peas or 
cauliflower, relish plate, and 
pumpkin pie, 
ice cream or 
mince p ie... 
According to Marjorie Busch, 
staff dietitian, the menus will 
be specially printed for the 
holiday and the cafeterial will 
have a similar menu for the 
employes. 
Even special-diet patients will 
stick as closely as possible to 
a Thanksgiving menu, she said. 
Special mats on serving trays 
and festive napkins will add a 
decorative touch. 
Roast turkey, giblet gravy, 
p o t a t o 
stuffing, 
cranberry 
relish, fresh peas and carrots, 
rolls, and fresh fruit salad, will 
comprise the noon meal at the 
Montgomery County Geriatric 
a n d 
Rehabilitation 
Center, 
Royersford. 
Marie Danner, dietitian, said 
she estimates 470 patients, 200 
staff members, and 40 residents 
of the juvenile hall will be 
served the Thanksgiving meal 
today. 
The 
entire 
institution 
is 
decorated in keeping with the 
season and each nurses’ station 
has a centerpiece of fresh fruit. 
An estimated 1,700' residents, of 
Pennhurst 
State 
School 
and 
Hospital. Spring City, will have 
a meal beginning with spiced 
cider cocktail, roast turkey with 
brown gravy, bread and potato 
combination stuffing, buttered 
a s p a r a g u s , candied sweet 
p o t a t o e s , cranberry relish, 
celery and olives, hot dinner 
rolls, and pumpkin and mince 
meat pies, with coffee, tea or 
milk. 
The dinner will be served in 
seven cafeteria lines in the 
various buildings and 15 meal 
carts will serve the wards. 
Paper decorations are in the 
wards and in the dining rooms. 
Peter Stowell, dietitian, is In 
charge of the meal planning and 
serving. 


Helicopter 


To Transport 


Santa Claus 


A thoroughly modern Santa 
Claus 
will arrive Friday in 
Pottstown with no trace of a 
sleigh and reindeer. 
That’s 
not 
just 
because 
there’s little likelihood of snow 
but 
because 
more 
modern 
means of transportation 
are 
required 
to 
satisfy 
more 
soph is ticated youngsters. 
The official arrival time for 
Santa is slated for 9:15 a.m. 
when a jet-powered helicopter 
will touch down in Memorial 
P a r k , 
sponsored 
by 
the 
Downtown Pottstown Business 
Association. 
The jolly gent will be ac- 
compnied 
by 
another 
laugh- 
master, Willie the Clown. 


ANOTHER V EH IC LE 
The 
two 
will 
then 
climb 
aboard a six-wheeled all-terrain 
vehicle. At the controls will be 
Dale Thompson, son of Johnny 
Thompson, 
the 
late 
racing 
driver from Pennsburg. 
Directly behind that vehicle 
will 
be 
three 
shiny 
red 
snowmobiles on wheels, each of 
which will carry a “Santa snow 
queen,” and a “wild” animal. 
The queens are models from 
Agnes: Edmonds Bridal Salon 
and the animals will represent 
a pink elephant, a courageous 
lion, and an adorable alligator. 
The Firehouse Five, strutting 
musical 
clowns 
from 
the 
Neversink Fire Co., Reading, 
a.bo 
will 
appear in 
Santa’s 
entourage. 
Police escort for the party, 
which officially inaugurates the 
Christmas season in Pottstown, 
will be supplemented 
by 
a 
sound truck supplied by Fitch 
Electronics. 


F R E E SHOW 
Immediately 
after 
Santa’s 
arrival, at 
10 and 11 a.m., 
children will be invited to a free 
cartoon show in the Towne 
Theater, compliments of the 
DPBA. 
Tickets for the two 50-minute 
shows may be obtained at the 
New York Store and H. F. 
Smith & Son. 
Tape 
recorded 
Christmas 
m u s i c 
will 
be 
amplified 
throughout the downtown area 
beginning Friday evening and 
th e 
borough’s 
Christmas 
decorations will be turned on 
at the same time. 


/ 


The Pennsylvania Story 
Spotlight Turns on Pennsylvania 


Children s Letters 


If any of the males who are 
seeking the national chair­ 
manship succeed in ousting 
M r 3 . 
Westwood 
and 
her 
vice chairman, Basil Patterson 
of New- York City, it is certain 
that they will need a woman 
as vice chairman. 
And, in order to mollify the 
leadership of the black com­ 
munity which would be upset 
by Patterson’s ouster, they 
would need a black leader of 
equal stature. 
Such a person is hard to find. 
Perhaps one of the few fitting 
that description is Mrs. Tucker, 
who already is a member of 
the select executive committee 
of the Democratic National 
Committee, along with such 
respected names in the party 
as 
Sen. 
Mike 
Mansfield, 
Arkansas Gov. Dale Bumpers 


and Maine State Chairman 
Severin Beliveau. 
Whatever the outcome, the 
situation is an unusual one for 
Pennsylvania, which for many, 
many years has not had a voice 
in national party affairs equal 
to its size. 
Perhaps if Pennsylvania had 
had a larger voice in party 
affairs before this year, the top 
of the ticket in this year’s 
election might have done better. 
The last time the Keystone 
State did have any sort of real 
voice in affairs national on the 
Democratic side was during the 
sojourn of the late David L. 
Lawrence, not only during his 
tenure as governor but for 
several years prior thereto. 
Suffice it to say that no Penn­ 
sylvanian 
has equaled 
the 
L a w r e n c i a n stint in the 
meantime. 
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you know who won before the West Coast has voted.' 
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On The Line 


Little Miss Marker' 
Greatest Role 


By MASON DENISON 
H A R R I S B U R G - Penn- 
aylvania perhaps stands a good 
chance of placing in the 
national spotlight, at least in­ 
sofar as the Democratic Party 
is concerned. 
The reason: 
The search for a viable 
candidate to replace Mrs. Jean 
Westwood as chairman of the 
Democratic National Committee 
to begin the task of rebuilding 
the party shattered by the 
McGovern defeat has led to this 
state capítol. 
Surprisingly 
enough, 
both 
M c G o v e r n supporters and 
members of the Democratic 
Party's “old guard” have been 
discussing the possibility of 
p r o p o s i n g Pennsylvania’s 
S e c r e t a r y of the Com­ 
monwealth, C. DeLores Tucker, 


Norton Mockridge 


NEW YORK - Many of us 
co-called journalists who do 
interviews use tape recorders 
Instead of trying to capture the 
interviewee with pen or pencil 
and paper. I find that the tape 
recorder haa many advantages: 
You get exactly what the 
person said — not what you 
think he said, as you scribble 
your hasty notes — and you 
don’t interrupt his flow of 
thought as he talks. Every time, 
'pencil in hand, that you say: 
“Wait a minute, please,” while 
you try to catch up, you distract 
the interviewee, and he may 
forget some gem. he was going 
to launch, or go off on some 
other tangent altogether. In 
addition, you have what he said 
right on tape — and he can’t 
argue 
later that he was 
misquoted. 
However, there are some 
disadvantages. One is that while 
you can conduct the interview 
more quickly than with pen. or 
pencil, you later have to spend 
many minutes, or perhaps 
hours, transcribing what you’ve 
got on the tape, The spoken 
word has to be typed out on 
paper before you can write your 
column or story. 
Most, writers hate to waste 
all that time, and so they send 
the tapes to a professional 
transcribing service1, or hire a 
girl who owns a transcriber. 
There are two disadvantages to * 
this: (1) it costs, and (2) you 
wouldn’t 'believe what you 
sometimes get back. 
Friend of mine in Chicago 
r • c e n 11 y interviewed some 
doctors, and he sent the tapes 
to a young lady transcriber. In 
time, the typed pages were sent 
to him, and. it became dear, 
in the very first line that 
something was wrong. 
There was this quote on the 
typed page: “They adm.its to1 
the doctor.” My friend put the 
tape on his own cassette player 
and the line came out: “There’s 
a myth with doctors.1* 
He went on through the script 
and came across this phrase: 
“He's the shlefe, of professional 
services.” Again he turned to 
his tape, and heard: “He’s the 
chief of professional services." 
Undaunted, he went, on reading 
the script, and came to: “He’s 
very often vague with the 
words.” 
This, seemed totally wrong, 
and a playing of the tape 
proved it. What the doctor had 
said was: “He’s very often a 
babe in the woods ... 
A f t e r 
that, it became 
something of a bittersweet 
game. My friend picked out the 
funny phrases, turned on the 
tape machine, and listened to 
what really had been said: 
*1,1 n 
confidence 
in 
the 
operating room,” turned out to 
be 
“Incompetence 
in 
the 
operating room,” “So I am the 
trustee and Sara Gorland hired 
somebody,” turned out to be: 
“So I, as a trustee, say: ‘Go 
out and. hire1 somebody..1 ” 
“A present to the board.” 
actually was: “President of the 
board,” and “positions that are 
recognized” originally had been 
spoken as: “physicians have got 
to recognize.” 
When the typed page said: 
“Usually he’s handling the 
president,” it really meant: 
“Usually he carries the handle 
of president.” And, when it said: 
“It’s a pregnant question,” it 
should have said: “It’s a per­ 
tinent question.” (Of course, in 
this case 'the girl transcribing 


for 
either 
national 
party 
chairman or the No. 2 post of 
vice chairman. 
While Mr*. Tucker has 'been 
taking a post-election holiday in 
Hawaii 
with 
her 
husband, 
members of her staff report 
that her office phone has been 
“ringing off the hook” with 
calls from Washington and 
elsewhere from key member* 
of the staffs of Senators 
M c G o v e r n , Humphrey and 
Muskie. 
The word is being floated 
among the Washington politicos 
that 
someone fitting 
the 
description of Mrs. Tucker will 
be a necessary part of any 
compromise ticket to replace 
the present Democratic Party 
leadership. 
M c G o v e r n people and 
feminists who realize that Mrs. 
Westwood’s days are numbered 


Word 
Changes 


the tapes might well have had 
something on her mind, and 
perhaps here she should be1 
excused.) 
But there doesn’t seem to be 
much excuse for reporting the 
statement,: “He’ll chair the 
e x e c u t i v e committee” as: 
“He’ll cheer the executive 
committee.” Nor can, I see how 
the girl could listen to: “Out, 
out, dark spot,” and blithely 
type: “Out, out, Doc Spot.*' 
(Doc Spock, maybe, but surely 
not Doc Spot!) 
Sir William Osier, on the tape, 
was identified on the typed, page 
as Sir William Mosley, and 
“president of the staff” easily 
became “resident of the staff,” 
That I can see, but it took, sheer 
genius to change “a penchant 
for pediatric diabetes” into “a 
pension for pediatric diabetes.” 


are planning to Insist that her 
replacement be a woman, as 
well. 
This, of course, would stave 
off charges that the party was 
firing 
Mrs. 
Westwood just 
because she is a woman, 
Mrs. 
T u c k e r ’ s 
other 
qualifications include the fact 
that she is black and a longtime 
leader of the N.AACP as well 
as being recognized as an ef­ 
fective campaigner in 1968 for 
Humphrey and in. 1.972, first for 
Muskie, avid later fbr McGovern 
- Shriver. 
And, while Mrs. Westwood 
has 'been able to .appeal to the 
left-liberal side of the party 
which supported 
McGovern 
from the outset, Mrs. Tucker’s 
roots are in the “old coalition” 
which formerly controlled the 
Democratic Party — the labor 
- minority - immigrant forces. 


you It's like just before the Fall 
of Rome: A national tour of a 
gay revue is being rehearsed 
here, titled, “Guvs Will. Be 
Dolls” . . . 
Richard Chamberlain goes 
from “Hamlet” to the feather- 
iest stage fun: at Casino Russe, 
the erstwhile TV medico said 
he opens a legit tour of “The 
Fantastic*” next month in 
Chicago for a holiday run. The 
original 
“Fantasticks” 
here 
keeps romping in its 13th year. 
Rich says he’s in contention for 
the 
screen 
version, 
being 
planned now. 
Paris is bowing to Yankee 
s u b c u 11 u r e: a McDonald’s 
hamburgerie just opened there. 
Can Col. Sanders be far behind? 
.., Playing it safe: singer 
Ethel 
Ennis 
high-Cd 
the 
Nat’l Anthem at the GOP 
convention and again at a Spiro 
Agnew bash in their mutual 
home state of Maryland: she 
also 
sang same 
at 
the 
McGovern-Shriver 
campaign 
party,,, presumably to salute 
Sarge’s mom’s 90th birthday. 
Yi 1 Brynner bought a genuine 
L o n d o n double-decker bus. 
Should give him just the right- 
s'ze headroom ... One Las 
Vegas owner, always on the 
prowl for casino attractions, 
noted 
with a sigh * Henry 
K'ssinger’s v a s t 
headlined 
popularity and said, “I’d give 
him IS ,000 a night just, to sit 
at a ringside tabla — if we 
coulo publicize it in advance.” 
Fella named Ross Fields, 


by Hugo 


.".CONGRESS 
MAY BE IN A 
LOT OF TROUBLE! 


former track star now a rock 
and sports promoter, swears 
he's readying a $10 million offer 
to Joe Frazier and Muhammad 
Ali for their rematch — in 
Pakistan yet, you believe it? 
.,., Nice little Pinky Lee’s 
fighting back to health after 
serious sinus surgery . . . New 
National Theater (Broadway at 
44th Street, opening Dec. 13 
with 20th’s “The 
Poseidon 
Adventure” ) will boast the 
biggest, marquee on Broadway 
— 50 feet across, 23 feet at 
the sides, topping the current 
marquee champ, the Rivoli .. . 
Is it bigger than the Winter 
Garden’s? Must go down there 
with a ruler . .. One thing’s 
certain — the Winter Garden’s 
marqueeing the most delightful 
musical in town, “Much Ado.” 


Now that picket radios are 
old hat, the newest rage is 
packet calculators. 
Housewives use the electronic 
devices 
to balance 
family 
budgets, salesmen to figure 
commissions. and credit card, 
users to determine interest 
pavments. 
Even grade school children 
are using the minicomputers to 
take the drugery out of math 
homework. 
Calculators, as old as com­ 
merce, have taken many forms 
through the ages. 
Early traders soon found they 
needed, more 'than their fingers 
t o 
tote 
up 
transactions. 
Phoenicians did their sums on 
boards covered, with loose sand, 
the first known type of abacus. 
They were replaced in time 
by waxed figuring boards, 
neater .for writing numbers, but 
harder to erase. Next came 
ruled boards on which loose 
counters of bone, glass, or 
metal, could be shifted about to 
calculate sums. 
Such boards were widely 
known in the ancient world. In. 


By BOB CONS I DINE 
NEW YORK - People . . . 
Places . . . 
Not since starred as a tot in 
Damon Runyon’s “Little Miss 
Marker” 
have 
I 
admired 
Shirley Temple as much as of 
last week. In the wake of 
having a. breast removed to halt 
the course of cancer, she made 
a point of illuminating her 
trouble and of urging all, women, 
to get regular checkups — so 
they may avoid what she went 
through. 
Coincidentally,,, a friend of 
mine named Todd Gauiocher, 
who syndicates TV shows, 
showed, up at Shor’s new place 
and 'boldly ordered a soft drink 
at the bar. He is fresh out of 
a hospital where he underwent 
cancer surgery. He looked both, 
fit and inspired. 
“I have a 
message 
to 
deliver,” Todd said with well- 
controlled, fire. “I’ve got to tell 
everybody I know, or who will 
listen to me: treat yourself to 
an annual, physical checkup. It’s 
hard to believe, but most of 
us are more worried about our 
teeth, our automobiles and our 
television sets than we are 
about the possibility that we 
might have the arrestable 
beginnings of cancers that could 
kill us... If we need a filling, 
we fly off to the dentist and 
grumble if he can’t take care 
of us immediately. If the car 
is dirty, we can’t wait to take 
it to a place where it can be 
washed. If the TV develops 
shadows, there’s dismay in, the 
house until the repairman ap­ 
pears. 
“But cancer, well, that’s 
something else. I’ve come to the 
conclusion that most of us have 
a fear of going to see a doctor 
for an examination — a fear 
that he’ll tell us that we do 
indeed have cancer. Isn’t that 
crazy? He could do something 
about it if he catches it in time. 
Look at John Wayne, Arthur 
Godfrey — God knows how' 
many others who, like Shirley 
Temple and me, for that 
matter, can go on doing what 
we want to do in life because 
we decided to pay as much 
attention to our lives as to some 
lousy tooth.” 
Much has been written about 
the use of drugs in the armed 
services. 
The number 
one 
problem is alcoholism. The 
American Hospital Association, 
deeply concerned with the 
problem of America’s 9,000,000 


the 5th century B.C., the Greek 
historian Herodotus wrote that 
the Egyptians reckoned with 
pebbles, “bringing the hand 
from right to left.” whi’e 
Greeks moved in the opposite 
direction. 
Similar ru'ed boards were 
used in China, with bamboo 
rods for markers. 
The Romans ‘ modernized'* 
the abacus as a metal tablet 
with rows of slots fitted with 
sliding beads. Each column of 
beads had a value ten times 
greater than the column on its 
right. 
Roman merchants and ad­ 
ministrators accounted for the 
vast empire’s finances and 
trade with waxed boards, ruled 
trays, and the bead, abacus,. 
In China, the abacus took its 
present-day 
shape, 
with 
a 
wooden frame replacing the 
slotted 'tablet and the counting 
beads strung first on cords and 
later on wires. 
Ruled' boards, called “com­ 
puting 'trays,” were 
used 
throughout Europe for cen­ 
turies. 
Mathematical 
terms 
such, as “carry forward,,” ‘"‘cast. 


heavy drinkers, has directed 
serious attention to the military 
services 
also, 
where 
the 
problem has particular nuances. 
Here’s the .situation in the 
services: 
ARMY 
It now has 34 base hospitals 
where 
alcoholics 
can 
be 
detoxified. Since 1971, 52 half* 
w ay 
houses, 
which 
ac­ 
commodate 
24 for 
60-day 
resident treatment, have 'been 
set up to follow up hospital 
treatment. There are Alcoholics 
Anonymous groups, throughout 
the Army from Vietnam to 
Alaska. Nine of them are in 
Korea. Four hundred noncoms 
turned out recently in 'Berlin to 
hear one of AA’s Board of 
Trustees speak. 
NAVY 
The Navy opened its first 
Alcoholic Rehabilitation Center 
in Long Beach, Calif,, in 1967. 
The second opened this year in 
Norfolk, Va.» and a third will 
be opened at Great Lakes Naval 
Training Station by Christmas. 
The centers combine medical 
an d 
psychiatric 
treatment, 
e d u c a t i o n and counseling. 
Fourteen “rehabilitation units” 
are in the course: of being set 
up. * Navy says it has 30,000 
“abusers” and only five per 
cent of them have been treated 
so far. (It notes that it costs 
the taxpayers $100,000 to train 
a carrier pilot, and that money 
goes down, the drain if he1 goes 
on the sauce.) 
AIR FORCE 
The blue suiters report that 
with the help of AA volunteers 
there has been an 85 per cent 
recovery rate among the first 
200 alkies treated at Wright 
Patterson (Ohio) Air Force 
Base hospital since 1966. New 
repair hangars for hangovers: 
Lackland AFB and Elgin AFB. 


Short Side 


Winter temperatures in ant­ 
artica can drop as low as 127 
degrees below zero Fahrenheit. 


Hunting and fishing statistics 
in America are continued in a 
new publication of the Interior 
Department’s Fish and Wildlife 
Service—“The 
1970 National 
Survey of Fishing and Hunt­ 
ing.” The 108-page booklet may 
be obtained for $1.25 from the 
Superintendent of Documents, 
U.S. Government Printing 'Of­ 
fice, Washington, D.C. 20402. 


Vogue 


an account,” “carry two,” 
“borrow one” are holdovers 
from the years when discs or 
counters were moved, about 
marked tables in figuring ac­ 
counts. 
'The abacus prevailed in Italy 
and Spain until the 15th century. 
It continued to hold sway in 
France for another 100 years 
and remained in use1 in 'Ger­ 
many as late as the 17th cen­ 
tury. Only in the last decade 
have 
electronic 
calculators 
replaced the abacus in the 
Soviet Union. 
TTte first modem calculators 
were1 mechanical, followed, by 
electro-mechanical calculators 
employing radio tubes. 
Transistors reduced the size 
of electronic calculators, and 
now integrated circuits, or 
chips,” have given rise to new 
battery-operated 
calculators 
that weigh less than a pound. 
But the abacus still is the 
f a v o r i t e counting device 
throughout Asia. It costs only 
$1 or $2 and requires no power 
source 
other 
than 
nimble 
fingers. 
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Jack O'Brian: The Voice of Broadway 


Warners Takes a Loss for Barbra 


W a r n e r s 
took 
Barbra 
Streisand’s 
b i g 
Manhattan 
towiihouse off her hands for 
$400,000, are offering it at 
$375,000; just a minor loss that 
keeps a temperamental star 
happy . . . Dr. Henry Kissinger 
.settled the alimony war: his ex 
revved . . . After four marriages, 
Ernest Borgnine’s certain at 
last he’s in love: she’s Tove 
Newman., 30-year old Las 'Vegas 
beauty saloniste. 
Maureen 
Stapleton’s 
new 
muscular 
beau 
is 
Ralph. 
R o b e r t s , the Celebrity's 
Masseur (Marilyn 
Instance) 
critique of the 
“ Much Ado 
musical from 


Monroe, for 
Endearing 
enchanting 
About Nothing” 
a 14-year-old as 
she walked away from the 
marvelous show opening night: 
“Daddy, we’ve walked two 
blocks, and I still can’t stop 
smiling!” 
Paul Zindel, who play wrote 
the heavily bombed “The Af­ 
fairs of Mildred Wild” comedy, 
fled quickly to Hollywood and 
got away from the sympathetic 
frowns: he’s off to write the 
screenplay of “Marne” (Paul’s 
an ex-Staten Island chemistry 
teacher and gifted; even the 
great four-Pulitzered Robert 
Sherwood came up with a post- 
World War II flop - “The 
Rugged Path,” starring Spencer 
Tracy, 
and 
together 
they 
couldn’t, keep it going past, three 
sad weeks» . . . The very 
s t y l i s h , sophisticated Julie 
Wilson, in “21” with the hand­ 


some-chic Molly Rems, dropped 
every polished pose as she 
passed around big photos of her 
two little lads. Then1 Julie jetted 
off to exotic Tulsa, Okla., for 
a cafe date ) 
Chaplin old-silent revivals are 
laying a silent egg . „, “The 
Vaiachi Papers” got snippy 
New York reviews, but the 
public proved it doesn’t find 
t h e m 
infallible: 
Variety’s 
reports of grosses make the 
Peter Maas film a hit; Variety 
headlines on Valachi-grosses 
r e a d 
variously 
“Vaiachi 
Whammo,” 
“Vaiachi 
Tall.” 
“ Vaiachi Potent,” 
“Vaiachi 
Bolt,” “Vaiachi Fat” .. . The 
fine Wall street area restaurant 
Delmonico’s dropped $25,000 the 
first week of the waiter’s strike. 
Ryan O’Neal’s filming "Paper 
Moon” in Kansas, but his 
Malibu manse seems safe: ivas 
two pet boa constrictors on 
guard . . . Mick dagger denies 
he’s here for a facelift. . . Mark 
Birley named his London disco 
Annabel after his wife, and now 
they’re separated. He’s opened 
a new pub around the corner, 
so to be nominally safe, he’s 
n a m e d it after 
himself. 
“Mark’s” ... The law' now 
permits every sort of weirdo 
(drag queens, pros of all stripe*: 
etc.) to disport in wild bars. 
The Limelight is luring the 
sociologically slumming mobs. 
Is it true seven bronze statues 
of Mercury hive beenswiped 
from 
atop that 
many 51 h 
Avenue lamp posts? . . . We tell 


Soliloquy 


ON THE 
OTHER HAND. 
IF THE. 
«SPELLING 
JS CORRECT. 


Transcribed 
Undergoes 


National Geographic 


Pocket Calculator in 


Bananas are for cereals....sundaes....and munching 


T A ST"Y TO P P! NG—Jen n i f cr Rot h em cl, 
daughter of Mr. and Mrs. Philip Roth- 
?mcl. 903 Glasgow St., Stowe, carefully 
slices the banana for her cereal and her 
sister, Christina, shows how delighted 
she can be with a sundae. Imperson­ 


ating the hairy figure who is associated 
with a steady banana diet is Diane 
Davidson, daughter of Mr. and Mrs. El- 
wood Davidson, Perkiomenville RD 1. 
(Mercury Staff Photos) 
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Page Pleven 
Milinery designer supports 
new attitude in fashiion 


By E V E SHARBU TT 


A P Newsfeatures Writer 
NEW YORK (AP) - 
Fashion today is a life style, 
a state of mind for active, 
aware, c o n t e m p o r a r y 
women. 
, 
That’s the opinion of 
millinery designer Frank 
O l i v e , 
a 
handsome, 
mustachioed m a n. 
who 
might as easily be' a 
playwright as a designer of 
ladies’ hats. In fashionable 
tweedy jacket and argyle 
sweater, Olive discussed his 
youthful approach to a 
b u s i n e s s f o r m e r l y 
dominated by older men. 
“This is an interesting 
time for the designer. There 
is no one way to look 
anymore. 
“I came in at a time of 
new attitudes toward hats, 
a difficult time nine years 
ago when no one wanted my 
product. 
But now 
I’ve 
disproved something many 
designers held as law — 
that the masses had no 
taste. 
“Older 
designers 
said 
ordinary people had to have 
a 
lot' of 
ostentatious 
gadgetry on hats — lots of 
feathers, extra buttons. I 
believed the masses were 
knowledgeable, and I still 
believe it. I think you should 
get the same good style 
whether you pay $13 or 
$40,” Olive said. 
As a designer, he believes 
In 
quality 
and 
value. 


Today’s best all around hat 
value is a felt hat, he said, 
because it can be worn all 
year. 
“We 
used 
to design 
summer merchandise to be 
sold in February and winter 
merchandise that was sold 
in July. That’s no longer 
true. A woman wants to buy 
a hat in season, when she’s 
in the mood for it. Most 
buying is impulse buying 
and we must have what 
they want when they want 
it.”' 


SIX MONTHS 
Fashion used to take six 
months to cross the country, 
Olive said. Now it takes six 
minutes. The one segment 
of the population that has 
not benefitted from the 
communications explosion is 
the average salesperson in 
a store. 
“Often they do not know 
or have any interest in hats. 
They don’t know how to 
satisfy a customer,” he 
said.Olive has traveled around 
the country for 15 years, 
talking with women in shops 
and at home, discussing 
fashion and hats. 
‘i ’m overwhelmed with 
the amount of good taste 


NaMKFMi? 


40" Dwbit-Owa 
Electric ferife 
C 2 ContinuousCteaninf overry- 
clean every tnte you bake □ No 
Turn Speed-Bioif*-juiciest broil­ 
ing ever □ Look in master oven 
•findow" o intern overt k&tit auh 
peek snitch 


‘We Service What We Sell' 


Beech A Charlotte Sts. 


326-4256 


one sees around the nation 
and where one sees it. The 
pendulum has 
definitely 
turned and women are 
going to look beautiful 
again. Of course, I’m happy 
t h e y ' r e wearing hats 
because I’m delighted to see 
s o m e t h i n g where it 
belongs.” 
New York is no longer the 
pinnacle of high fashion in 
A m e r i c a , the designer 
added. It is still exciting 
and creative, but Olive is 
happy he is able to travel, 
that he does not live in New 
York 12 months each year. 
“New York has a vitality 
that contributes to your 
c r e a t i v e forces. The 
technical expertise is here. 
The competition is here. 
When you have molded a 
hat like a sculpture or an 
architectural design, as I 
try to do, you must find new 
ways to bring that creation 
to the fashion consumer." 
Olive 
says 
he 
was 
“frankly thrilled.” with a 
tour that took him across 
the1 Midwest and South. 
“Before the tour, I didn’t 
care if I had another 
season. I felt perhaps my 
work 
wasn’t 
wanted 
anyway. But something is 
wanted. Women are in­ 
terested and where there is 
that desire, there will be a 
way.” 
The turbulent ear of the 
'60s 
are 
labeled 
a 
“revolution” by the design­ 
er.“Young people got out of 
the lack of individuality and 
humdrum taste and into 
romantic styles — Elvira 
Madigan, Romeo and Juliet. 
It saved them. This was 
true of style in other tur­ 
bulent eras in history, the 
F r e n c h revolution, for 
example,” said the man 


who majored in history as 
well as art in college. 
S E A R C H I N G 
F O R 
ID E N T IT Y 
‘ ‘T o d a y people 
are 
searching for their identity 
in different ways. They are 
r e a c h i n g into different 
reasons for being, looking 
b a c k w a r d , r e a d i n g 
biographies." 
The return of fashion 
classics means a heyday for 
the designer, Olive said. 
Luxurious fabrics can be 
simply cut and more con­ 
servative fabric can be 
intricately cut. 
“Today’s customer has 
knowledge of accessories to 
incorporate into that classic 
look. She likes the way new 
shoes look, as well as new' 
hats. 
When 
she 
buys 
something, she asks, “Will 
I wear it more than once?’ ” 


Annual ball 


set Friday 


Mr. and Mrs. Herbert R. 
Maack were named chair­ 
man of the 28th annual I 
Spat and Slipper which will 
begin 10 p.m. Friday at 
Brookside Country Club. 
Assistant chairmen named 
were Mr. and Mrs. James 
K. Boyer 3rd. Other chair­ 
men named were, Mrs. 
Thomas A. McCaslin 3rd, 
Mrs. Robert K. Hartenstine, 
Mrs. H. Ralph Maack, pa­ 
trons and invitations; Mr. 
and Mrs. Burr Edwards, 
food; Benjamin H. Long- 
aker, parking. 
Committee members nam­ 
ed were Desmond J. Coffey 
Jr., Mr. and Mrs. Herbert 
L. Drumheller, Robert K. 
Hartenstine, Mrs. John R. f 
Henry, Mrs. Ernest Hunter, 
Mr. and Mrs. H. Theodore 
Kemp, Mr. and Mrs. W. 
E. LeGrande Jr., Brooke 
M. Lessig, Mr. and Mrs. J. 
William LeVeille Jr. 
Also. Mrs. Benjamin H. 
Longaker, Mrs. John J. Mc- 
Caslin, E. Jules O’Dell, Mr. 
and Mrs. Frederick L. Rak­ 
er, Mrs. Ronald H. Revnier, 
Mrs. William E. Schmearer 
3rd, Mr. and Mrs. John W. 
Storb. 


Casual menswear more tasteful 
f u l l e r pants. Corduroy 
baggies, wide bells, high- 
rise pants and pleated Fred 
Astaires are the new pants 
looks. 


Even casual menswear is 
becoming more 
tasteful, 
less “hippie” influenced. 
The emphasis is on top 
with narrow’ body shirts or 
sweaters lavered on over 


R E F R I G E R A T E 
Coconut that comes In 
cans or packages should be 
r e f r i g e r a t e d , tightly 
covered, after it has been 
opened. 
TS 


m 
e o * 
FOR YOUR 
ENTIRE FAMILY 


AT LOW PIC-WAY PRICES 


Start your gift shopping now! Great new 
slippers for every member of the family .. 
cuddly shags to fleece lined vinyls to 
moccasins.. ail at one-low 
money-saving self-serve price. 


JUNE 
B R ID E — Mr. and 
Mrs. Henry Graupner, Hunt­ 
ingdon Valley, announced 
the engagement of their 
daughter, Linda Anne Kunz, 
to David L. Astheimer, son 
of Mr. and Mrs. C. Gordon 
Astheimer, 
224 Rosedale 
Drive. 
Miss Kunz, a graduate of 
Ursinus College, College* 
ville, is a student teacher 
at Enfield Junior High 
School, Springfield School 
District, in the field of social 
studies. 
Her fiance is a senior 
psychology major at Ursinus 
College. Collegeville. 
A June 
16 wedding is 
planned. 


GET SET AT 
>, 
c p ilillip S 
APPAREL SHOPS 


WITH GIFTS FOR A 
Merrier Christmas 


POTTSTOWN 
RwPe T2A East of Komi worth 
DEVON 
Howto 9 0 - Devon Looos Bldg. 
DOWNINGTOWN 
Business Route 30 at Lloyd Awe. 


SAVE DOLLARS ON FAMOUS BRANDS 


HOLIDAY HOURS 
Tue. to Fri. 10 to 9 
Sot. 10 to 5 
Closed Mondays 


./ —The P’ottstown M ercury - T hursday, Nov. 23, 1972 


Playground 'recycled' from junk 


HARRISBURG, Pa. (AP) 
— It looks more like an 
a baidened 
construction 
c o m p a n y 
lot 
than 
a 
playground. But don’t argue 


use 
is 


D A N C E A T . 


UNNYBROO 
POTTSTOWN 


D A N C IN G 9:30 to 1:30 
Friday, Night, Dec. 1 
Guy Lombardo 


a HIS O RC H . 


$6.50 PER PERSON 
Pilone SU-454) for Reservation 
Check or Money Order Must 
Accompany All Reservations 


New Year's Eve Reservations 
Now Being Taken. Enjoy 
•uy Greco A The Four Saints 
A Arlen Saylor Orch. 


with 
— to 


Paul 


with the kids who 
— 
to 
them 
it 
playground. 
And 
don’t 
argue 
community officials 
them, it’s cheap. 
The brainchild of I 
H o g a n , 
a 
suburban 
Philadelphia 
ex-contractor, 
the “re-cycled playground’’ 
relies on the theme that 
“One m an’s junk is another 
man’s child’s treasure.” 
Hogan, under a contract 
with the state, utilizes such 
“junk” 
as 
empty 
cable 
spools, logs, concrete pipes, 
inner tubes,, wheel barrows, 
pulleys and rope'. He piles 
them, inserts them, twists 
them, 
carves 
them, 
or 
swings them to come up 
with 
playground 
'devices 
that conspicuously lack the 


TIMEPIECES 
Se i Ico— B u 1 ova—Accutro n -C a rvtl I • 
Seth Thomas—Electric Timex 


"W e accommodate your fine taste" 
Gordon R. Engle 


Jeweler of Ge matones and Fine Jewelries 
NORTH END SHOPPING C EN T ER 
N. Charlotte A Mervin# Sts. 
Phone 326-7013 


THE GIFT 


for the GOLFER who has 


everything! 


A Gift Certificate for 


2 dozen TOPFLITE golf balls 


an d 


1 GOLF LESSON 


$39.00 Value 


E A S Y 
LA YAW A Y 
PLA NS 


M e n and 
Women, 
Beginners 
to Experts, 
w ill 


appreciate this thoughtful giftl 


GIFT 
C E R T IF IC A T E S 
A V A IL A B L E IN 
A L L A M O U N T S 


KIMBERVIEW GOLF (ENTER 
& DRIVING RANGE 


Route 23, Ridge Road, Phoenixville 
933-9827 — OPEN DAILY 10-10 


gleaming steel so noticeable 
in normal playgrounds. 


25 SET UP 
Hogan has set up 25 of 
these 
playgrounds 
across 
the 
state, 
several 
near 
temporary 
mobile 
home' 
parks in flood - battered 
Wilkes-Barre. 
But aside from obtaining 
the cast-off material, Hogan 
tries to stay away from 
actual construction. That’s 
for the children, which is 
apparently the key to the 
playground’s popularity, as 
witnessed 
recently 
in 
a 
demonstration 
for 
Gov. 
Milton Shapp. 
Asked why he liked the 
playground, 
11-year-old 
M i c h a e l 
Sanders 
of 
PhoenlxvfUa, 
said: 
“ Y ou 
can build it yourself. You 
can take it apart and then 
build it again. It’s better to 
do it yourself. You can do 
it 
with 
your own 
ideas 
rather than someone else.” 
“The 
philosophy,” 
says 
Secretary William Wilcox of 
the 
Community 
Affairs 
D e p a r t m e n t , “ is that 
process is more important 
than results. The kids get 
more 
out 
of 
building 
playgrounds than just using 
a facility. It’s a way to 
build creativity. It’s tetter 
than an antiseptic concrete 
turtle.” 
Hogan, 
who 
has 
nine 
children, notes, “ An over - 


SALE 


PLASTIC LAMINATED 
COUNTER 
TOPPING 


F O R M IC A 
CONSOWELD 
N E V A M A R 
J ft. x 5 ft. to 5 ft X 13 ft. 


Values To 79c Sq. Ft. 


4 9 
THE BOYS 


429 H IG H ST. 


THANKSGIVING 
FABRIC 
SPECIALS! 


AT THE COTTON MILL STORE 


FRIDAY & SATURDAY ONLY! 
VELVETS 


DRESS VELVETS 


99 


36" & 45 
WIDE 


VALUES 
TO $5.98 YD. 


UPHOLSTERY 
VELVETS 


54“ WIDE 


VALUES 


TO $9.00 YD. 


FAKE 
s A 
BROCADES 


FURS 
g yd-j 
c O 
q 
q 


TO $10 YD. 
| J 


VALUES 
TO $8.80 Yd. 
on the bolt. 
Yd. 


DON'T FORGET OUR 
BASEMENT 
SPECIALS! 


We HAVC E M P T IE D O U R 
WAREHOUSE TO 


Give 
y o u THese 
t w o s p t c ia l s . . . 


DRESS 
A A 
PRINTS 
2 . 0 


• 45“ Wide 
• Print* & Solids 
• Drip Dry 
• Values to 98c yd. 


SLIPCOVER 
& DRAPERY FABRICS 


• 48" I 54" Wide 


• Prints 8 Plains 


• Valúas lo $4.00 yd. 3 8 
Cotton Mill Store 


designed, 
maintenance 
- 
free 
playground 
is 
quite 
often 
shunned 
by 
the 
children it was made for.” 
For grownups, especially 
the 
taxpaying 
type, 
the 
future of these playgrounds 
lies in. their virtually cost 
- free aspect. 
H o g a n 
tells 
of 
the 
Franklin 
City, 
Venango 
County, Housing Authority, 
which budgeted $8,500 for a 
playground. 
“ We went in there and 
built one for $100,” he said, 
“ f 
told them, 
‘Take 
the 
$8,500 and hire a human 
being' 
to 
work 
with 
the 
children and the playground 
to build things. Don’t buy 
ready - made things.’ ” 
Hogan says both wealthy 
suburban communities and 
hard - pressed inner cities 
are using his playgrounds. 
He 
adds, 
however, 
there 
appears to exist some op­ 
position from the 'poor. 
‘ ‘ T h e r e ’ s a general 
psychological 
resentment 
against 
second 
- 
hand 
stuff,” he said. 


Sweaters given 
new roles 


Sweaters 
Lake 
on 
new 
roles in menswear as im­ 
portant 
accessories. The 
sleeveless patterned sweater 
in a standout design adds 
the personal touch to sports, 
suits. Bulkies and wrap coat 
sweaters take over jacket 
territory. 
Sports jackets play it loud 
and clear in beefy plaids. 
Some new jacket looks: the 
uniined 
shirt 
jacket, 
the 
bold lumberjack look, plaid 
battle jackets, duffle coats 
a n d 
leatherlook 
knits. 
Outerwear makes the most 
of heavy masculine fabrics, 
oversize 
plaids, 
leather- 
looking knits. 


ARMSTRONG 
SOLARIAN 
THE N O W A X FLO O R 
As Seen On TV and 


Leading Magazines. 
LIPNACK'S 


(Arm strong 


Designer 


upgrades 


lingerie 


CHICAGO DAILY NEWS 
SERVICE 
Eve Stillman is a designer 
of sleepwear and lounging 
apparel that’s created ex­ 
pressly 
for 
sleeping 
or 
lounging. She says she’s not 
interested in doing styles 
that can 
go 
beyond the 
boudoir. 
“ Let 
someone 
else 
do 
those,” says the feisty little 
lady who 
went 
into the 
business almost a quarter 
of 
a 
century' 
ago 
after 
deciding that her husband's 
lingerie firm could use the 
kind of upgrading she could 
give it. 
“ My specialty is night­ 
clothes designed to make a 
woman look pretty. I like 
supple fabrics that aren’t 
meant to be worn anywhere 
but at home. You have to 
use 
different 
construction 
and different 
fabrics for 
styles that 
are right for 
going out in the evening.” 
'There are apparently a lot 
of women who go to sleep 
with more 
on 
than just 
C h a n e l 
No. 
5 
(which 
Marilyn. 
Monroe 
told, in­ 
terviewers was all she wore 
to bed). 
“A lot of people think 
most 
young 
girls 
wear 
something tacky or nothing 
at all to bed, but that’s not 
true. Our customers range 
from teen-agers to 80-vear- 
olds.” 
The 
Stillman 
look 
is 
feminine, but in a more 
demure 
than 
provocative 
way. 
Though 
she 
makes 
some 
s l i n k y , 
fitted 
nightgowns 
she 
said her 
‘best-sellers 
through 
the 
years 
have 
been 
roomy 
styles with a lot of fabric. 
Her all-time best-seller is an 
•otaron nylon gown with long 
sleeves and: fall flare that 
starts 
below 
a 
smocked 
yoke. 
“Women 
like 
it 
because 
it’s 
comfortable. 
They don’t want anything 
that’s confining.” 
White is the leader in her 
line with pink, blue and 
maize 
following 
closely 
behind. But Miss Stillman, 
reports that 
high 
shades 
such as emerald and coral 
and 
pale 
lavender 
and 
peach are doing well this 
vear. 


32'2 Bridga S|„, Phoenix vil to 
913-8440 


NEW LAMPS FOR OLD 


Your shabby or broken table er 
floor lamp 
restored 
to sparklinq 
newness, for half the cost of a 
new one. Beautiful shades to com­ 
plete the |«b. 


THE BET TER LEYS 
ITS Queen St. — Tel. 316-3642 


SUN NYBRO O K COLONIAL RO O M 
Rt. 422, adjoining Sunnybrook Ballroom 
PLAN YOUR PA R T IES WITH M U SIC 
Live Combos playing overy 
w ed. - t h u r s. - I f r i. ~ sat. 
Thanksgiving through Christmas 


after Thanksgiving 
S A L E 
STARTS FRIDAY MORNING NOV. 24 


BE THERE WHEN THE DOORS OPEN 


Junior knit dresses 
by Jonathan Logan sizes 5 • 13 


reg. 
S24-S28 
SALE 
*8” 


Junior cotton knit dresses 
sizes 5 - 1 5 
$18 
8” 


Misses, dresses 
sizes 8 - 1 8 
$24-$30 
12» 


Jr. angora pant suits 
sizes 5 -13 
$24 
12” 


Sweaters • SML 
T, crew, & mock turtlenecks 
cables & ribs 


SJ0-S14 
6” 


Misses skirts 
regular length 0 sizes 6 - 16 
$I2-$14 
8” 


100% cashmere sweaters • 
sizes 34 - 40 
crew necks & cardigans 


S20-S24 
12” 


Polyester shirts*size s 5-15 
prints,, jacquards & solids 
S10-S12 
6” 


Long skirts • sizes 6-16 
button front • acrylic 
$20 
12” 


Leather & jean belts 
$5, $6, $7 
3” 
Nylon body shirts • SML 
$9 
5” 
Polyester print scarves 
$4 
1” 


Acrylic knee socks 
one size fits all 
$1.50 
99' 


Misses dress & vest knits 
acrylic • sizes 6 - 1 4 
$22 
12” 


DON’T MISS OUT! 


Sleepwear made versatile 


By CHICAGO D A ILY NEWS 


SERVICE 


Bill Tice seems to take 
devilish delight in designing 
styles that are a fashion 
guessing game. 
He 
designs 
for 
Royal 
Rotes Inc., but all of his 
styles are not confined to 
the bedroom. Many of them 
cause women to ask “can 
I 
wear this 
out 
in 
the 
evening 
as 
well 
as 
at- 
home?” 
Tice says he isn’t trying 
to confuse anyone. He just 
doesn’t believe in restricting 
himself and he doesn’t see 
why 
clothes 
have 
to 
be 
rigidly 
c a t e g o r i z e d . 
“Today’s women are on the 
move. They’re going places 
in comfortable clothes that 
fit their 'mobile lifestyles,” 
he says. 
Stores, of course, believe 
in categorizing to maintain 
order and to give customers 
a clue to where to find 
specific merchandise. Most 
o the stores that carry his 
st>les put them in their at- 
home or lounging apparel 
sections, But many a savvy 
lady has shopped in those 
sections for something to 
wear out to a party, theater 
etc. 
Some of his designs that 
woman 
can 
wear 
while 
she’s lolling in her living 


room 
can 
also be 
worn 
while she's entertaining at 
home or having dinner at 
a friend’s home. One of the 
moat luxurious styles in his 
holiday collection is a long 
cardigan in white angora 
with sash and rhinestone 
buttons, It can be worn as 
a rote' or a. coa.td.ress for 
a. dinner party. 
A 
mohair 
cardigan 
in 
peach worn with Palazzo 
pajamas and stock-tied shirt 
in supple crepe is another 
of his outfits that can do 
double fashion duty as well 
as red crepe Palazzo pants 
and sashed cardigan. 
The sashed polo coat is 
popular in regular fashion 
collections 
this 
year 
and 
Tice uses it in a variety 
of robes in pale fleece or 
velour, 
and a few could 
make 
it 
as 
an 
evening 


cQverup. 
He 
also 
does 
Caftans in panne velvet and 
s h i r t d r e s s e s i n jersey 
elegant evenings at home or 
out. 


rooDt» 
PA'nv 


• COTTAGE CHEESE 
• FRESH ORANGE JUICE 
• FRUIT DRINKS 


• BUTTERMILK 


• SOUR CREAM 


From Your 
Sunny Slope Milkman 


Phone 948-8300 


P O W E R S 
Phoze II 


Young Women's 
Clothing Shop 
MISSES & JUNIORS 
SPORTSWEAR 


SEE THE IN STYLE" 


WINTER FASHIONS! 


Mastercharge 6- Bank Amcricard 
POWERS 
MEN’S SHOP 


OF COLLEGEVILLE 
*21-323 Main St. 
489-9365 


STILL TIME FOR 
NEW CARPET 
FOR THE 
HOLIDAYS! 


C H O O SE FROM A GREA T SELECTION OF CO LO RS & FABRICS 


OPEN EVENINGS 
MON. - TUES. - WED. - THURS. - FRI. TIL 9 P.M. 


FENNELL'S Carpet Shop 


1361 Farmington Ave. 
Phone 323-8800 


« ÍC IA L SH O E $ 4 / 
* COLLEGEVILLE SHOE CENTER * 
. SALE STARTS 
FRIDAY 9 A.M. 
WOMEN'S JK,« 


• Nationally Adv. Brands 
• Hard To Get Sizes 


• Sizes 4-12 Width A A AA-WW 
SA1E 
10% OFF 
ALL WOMEN’S BOOTS 
Leather Suede 
Vinyl 


SORRY CANNOT MENTION BRAND NAMES 
SOFTEE SUR ONS 
With Green Dot 
O N L Y 


L A D IE S ' 
1 / PRICE 
7 2 SALE 


Buy 1st Pair At Our Reg. Low Price * Any 
Shoes With Red D o t1 * Price 


b 
, MEN'S SPECIALS 


1 
0 
% 
ENTIRE STOCK 


DINC0 
BOOTS 
REDUCED 
PRICES 


Width B to EE 
ALL AMERICAN MADE 
CHILDREN'S SPECIALS 


WIDTHS BCDE 
Site* 
8Vi-4 
SPECIAL GROUP 
GIRLS'SHOES 
With The Green 
Dot 


ONLY 


BCDE 
Six at 
8 V2-6 
SPECIAL GROUP 
BOYS' SHOES 
with The Green 
Dot 


O N L Y 


“76’er" BASKETS 
SNEAK High & low 
Blk & White 
$ T 8 8 


PLUS BASKETBALL 
WOMEN'S SPECIAL DRESS SHOES 
WATER PROOF 
BOOTS 


SPECIAL 


LADIES' 
EVENING SHOES 
ALL STYLES 


$ l f 8 8 
ONLY 
COLLEGEVILLE SHOE CENTER 


'LWKHIHIBCABÍ; 


RIDGE PIKE & EVANSBURG RD. 
(Mea* I» AA C Week»} 
COLLEGEVILLE, PA. PHONE 489-4696 
HOURS: MON., WED. & FRI 9-9 
TUfS., THURS., it SAT. 9-5:30 
"COME SEE - YOU'LL SAVE" 


EXTRA SALES HELP TO SERVE YOU BETTER 


601 I. LANCASTER AVI.f SHILLING TON, READING 


CLOSED THANKSGIVING 


Man., Thun., Fir!. 
9:30 A.M. to » P.M. 
Tilts.» Wed , Set., 9:10 • S: JO 
RT. 663, Q U A K ER TO W N 


daily ’til 6, fri ’til 9 


Sunday 12-6 


134 BALA AVE., 


BALA CYNW YD 


daily 'til 9, sat. 'til 5:30 comer 


Jazz band plays 
for music league 


Thursday, Nov. 23, 1972 -The Pottstown M ercury— 13 


The 
senior 
hrgii 
con­ 
cert jazz band, under the 
direction of Frederick J. 
Davies, performed at the 
Owen 
J. 
Roberts 
Music 
League 
meeting 
in 
the 
middle school auditorium. 
Reports were given by 
c o m m i t t e e s and Mrs. 
Charles 
Lobb read 
“The 
Pilgrims Conpact” , in ob­ 
servance of Thanksgiving. 
Mothers of the league will 
give a luncheon Dec. 8 at 
Spring City Knitting Co., 
Inc., 
Main 
and 
Poplar 
streets, Spring City. 
Mr, Davies listed senior 
high band events: district 
orchestra tryouts. Dec. 9; 
district band tryouts and 
senior high presentation of 
“ The Messiah” senior high 
band and choral Christmas 
concert, Dec. 21. 
Mrs. Monroe Austin, ways 
and means, announced 20 
new drill flags were ordered 
by the league. 
James 
Powell, 
Middle 
School 
director, 
named 
members selected to par­ 
ticipate in the Inter-County 
Stage Band. 
T h e y 
were 
Sandra 
M. c K i s s i c , R i c h a r d 


Contract Bridge 


Michaels, Arlen Copenhav- 
er, 
paul 
Matthias, 
Joel 
Neiman and Collen Painter. 
Those selected 
to 
par­ 
ticipate in the concert band 
were Lois 
Ford, 
Melissa 
Knoll, 
Dawn 
Levengood, 
Edward 
Mosteller, 
Joy 
Bauman, Linda Prizer, Bob 
Tursack, 
Bob 
Shanaman, 
Casmir Stryjewski, Norman 
Segner, Pat La pore. Cindy 
Silks, Ted Strickland and 
Dave Headley. 
H o s t e s s e s were Mrs. 
Robert 
O v e r h o l t z e r , 
c h a i r m a n , 
Mrs. Paul 
Cunningham, 
Mrs. 
Harry 
Cl y m e r , 
Mrs. 
John 
Ellvvanger, 
Mrs. 
Kenneth 
Frock, Mrs. Richard Huber, 
Mrs. Frank Kyle, Mrs. John 
Milroy 
and 
Mrs. 
Philip 
Rightnour. 
And, , 
Mrs. 
J. 
C. 
Muhlenberg, Mrs. Edward 
S e l w y n , 
Mrs. 
Harry 
Graham, Mrs. John Scar- 
b o r o u g h , Mrs. Howard 
Weyman, 
Mrs. 
Charles 
L a w r e n c e , Mrs. Noble 
W o o d a l l , Mrs. Richard 
F i s h e r , 
Mrs. 
Donald 
Stubanis and Mrs, George 
Hudick. 


Problem of entries 


By B. JAY BECKER 
West dealer. 
North-South vulnerable. 


NORTH 
4 K 4 2 
¥ A 6 
♦ 5 4 2 
* J 10 9 5 3 


WEST 
♦ 8 7 
f K Q J 19 7 
♦ 10 7 3 
+ A Q 8 


EAST 
♦ Q 9 6 3 
¥ 9 8 5 4 2 


♦ 
8 ‘ 
♦ K 6 4 


SOUTH 
♦ A J 10 5 
¥ 3 
♦ A K Q J 9 6 
+ 72 


The bidding: 


West 
North 
East 
South 
1 ¥ 
Pass 
2 ¥ 
D le 
3 * 
3 NT 
4 ¥ 
§ ♦ 


Opening lead — king of 
hearts. 
The problem of entries 
affects the p!ay of many 
hands. To be in the right 
place at the Tight trae is' 
highly 
important, 
and 
a 
declarer who fails to pay 
attention to this is bound 


BONNIE 
HER LINGER 


(Douglas 
Kochfi) 


December 3, I f 72 


C A M IL L E 
M O FA TT 


(Henry L. Bertram) 


December 23, I f 72 


\SELECT 
IREGISTER 


, 
| Your Choice 


31 ^ 
Silverware 
China and Crystal 


With 


9* 


xv im ,Z/ 


D IA M O N D M E R C H A N T 
J E W E L E R 


24 
N. 
C h a r lo t te St. 


to 
come 
a 
cropper 
oc­ 
casionally. 
Here is a hand where 
declarer might easily go 
wrong — and in fact did. 
South got to five diamonds 
and West led a heart. 
D e c l a r e r won, drew 
trumps, played a spade to 
the king, and continued with 
a spade to the jack. The 
f i it e s s e succeeded., but 
declarer still 
went down 
one. He could not repeat the 
finesse, for lack of a further 
entry to dummy, and he 
eventually lost two clubs 
and a spade. 
South would have made 
the hand had he played a 
low spade from dummy at 
trick two and finessed. After 
drawing tramps, he could! 
then 
have 
returned 
to 
dummy with a spade to 
repeat the finesse. His only 
losers would have been two 
chibs. 
The hand highlights the 
importance of planning the 
play. The crucial decision 
comes very early — before 
declarer wakes up later to 
find he is an entry short 
of fulfilling the contract. 
The only problem from 
the start is to avoid a spade 
loser, 
and 
this 
should 
dominate 
d e c 1 a r e r ’ s 
thinking from trick one on. 
How to accomplish his aim. 
in the best manner possible 
is something that must be 
solved at once — it cannot 
be 
postponed 
until 
after 
trumps are drawn. 
It 
is 
clearly 
best 
to 
assume that East has the 
queen of spades. To play 
West for the queen and 
finesse through him will be 
successful only if the spades 
are divided 3-3. This is too 
much to hope for. 
Once the assumption is 
made that East has thp 
queen, it becomes obvious 
that a first-round finesse 
should be taken at trick two 
to 
guard 
against 
the 
•possibility of E ast’s having 
four or more spades. 


SHOULD BE FLAT 


Skillets or frypans, like 
saucepans, should be flat on 
the bottom so the food will 
brown evenly. If your skillet 
is warped, It will not per­ 
form efficiently. 


DON'T BE DISAPPOINTED! 


Shop now from our very large selection of 
FURNITURE and CARPET and be certain to 
have delivery for Christmas. 


ALL FURNITURE DELIVERIES and WALL TO 
WALL CARPET INSTALLATIONS ARE MADE 
BY OUR VERY OWN COURTEOUS MECHANICS. 


FREE delivery within 150 mile radius of 
Kimberton, Pa. 


We offer you LOW PRICES and good old 
fashioned COURTEOUS SERVICE by people 
who are proud to serve you. 


FREE STORAGE on any merchandise until you 
are ready for delivery. 


FO N S D. T H O R U M , INC. 


Open 9 a.m. to 9 p.m. except Wed. and Sat. • 
til 5 p.m. 


Kimberton Road, Kimberton, Pa. 


Closed Sundays 


933-8138 


Eisenhower Theater opening provides a stimulant 


By CHICAGO DAILY NEWS 
SERVICE 
WASHINGTON 
- “ The 
Jo9key Club Stakes.” which 
opened at the Eisenhower 
Theater, 
is 
a 
refreshing 
stimulant 
after 
a 
dull, 
humorless 
election, 
cam­ 
paign. 
It is a hilarious comedy 
satire about Britain’s racing 
world. It does not offer a 
profound message nor does 
it have any nude scenes. It 
is sheer entertainment and 
it picked up the opening 
night 
audience 
like 
a 
martini before dinner. It’s 
scheduled for a four-week 
run here. 
It wras written by William 
Douglas Home, a prominent 
British 
playwright, 
whose 
latest London hit is “ Lloyd 
George Knew My Father.” 
The three principal roles 
of the 13- member cast — 
The Marquis of Candover, 
Lord 
C o v e r 1 e y 
de 
Beaumont, 
and 
Col. 
Sir 
Robert Richardson — are 


played by Wilfred 
Hyde- 
White, 
Geoffrey 
Summer, 
and Robert Coote. 
ADD TO EFFECT 
These 
veteran 
British 
actors — with their timing, 
gestures and mannerisms — 
deliver their lines with an 
expertise that adds greatly 
to the play’s comic effect. 
Hyde-White, who made his 
stage debut on the Isle of 
Wight 47 years ago, is a 
familiar face to British and 
New York theater-goers and 
to the millions who have 
seen him in the movies and 
on television. 
Sumner is a household 
name in England from his 
appearances in “ Doctor In 
the 
House” 
and 
other 
p r o g r a m s 
on 
BBC 
television. 
Coote, who played Col. 
Pickering 
in 
“ My 
Fair 
Lady,” has acted in London 
and. New York and in a. 
number of movies. 
Still another plus for “The 
Jockey Club Stakes” is the 


fact that its director is the 
t a l e n t e d British actor- 
director. Cyril Ritchard. 
Hyde-White, Summer and 
Coote portray the three “old 
boys” who are stewards of 
the 
Jockey 
Club, 
the 
tribunal 
responsible 
for 
keeping racing straight. 
The plot concerns their 
dealing and double dealing 
with 
a 
trainer, 
also 
a 
member of the old school, 
who is charged with letting 
his horse be “ pulled” in two 


previous races so that It can 
improve the odds on a third 
race which it wins. 
Hyde-White is the senior 
steward and his problems 
are compounded by the fact 
that the trainer and his 
daughter are in love. The 
situation becomes desperate 
when he learns that “ Old 
Maude.” 
his 
compulsive 
gambler wife, is mixed up 
in the suspected fix. 
The 
villain 
of 
Hvde- 
White’s 
world 
is 
Lord 


Green, 
chairman 
of 
the 
betting levy hoard, which 
acts as a monitor to keep 
the 
Jockey Club 
honest. 
This part is played skillfully 
by Lee Richardson, one. of 
the 
10 Americans in the 
cast. 


Hvde-White’s scheme to 
blackmail Richardson intd 
keeping 
his 
mouth 
shut 
fails. 
But 
in 
the 
end, 
Richardson is happy to yield 
when he discovers his own 
wife is also involved in the 
shenanigans. 


DANCING NOW 


SAT., NOV. 25 


VELVA TONES 


Phone 324-6543 
Located on Rte. 422, Adjoining The 
SUNNYBROOK BALLROOM 


New 
Y ear's 
Eve 
Reservations 
Now Being Taken. Enjoy 
Guy Greco A The Four Saints 
A Arien Saylor A Or ch. 


Looking For CARPET? 


AT OLD FASHIONED PRICES 


Over 500 Priced To Save You Money 


CARPET REMNANTS, Inc. 


1470 E. H IG H ST.. PO TT ST O W N 323-5144 


MON,,, WED., mi. 9-9 
IUI., THUR., SAT. 9-5:30 


14— T h e 
P o ttsto w n 
M e rc u ry 
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FASHION CENTER 


Sportswear . . . a yijt that i 


549 E. VINE ST., STOWE 


S ji/ir^ 
pieaie L 
a cpj-l Macs Sure co please Iter 


Madaras Holiday Collection includes all the great names in the 


Fashion World with Prices to Please Everyone. 


OPEN DAILY 'TIL 9 P.M. 
SATURDAY 'TIL 5 P.M. 


Jackie O'Conner 
Sue Henry 
Joan 
Bachman 
Jeannette Brusch 
Georgeann Mauger 
Linda Orgill 
Paula Eddinger 


Just a few of the great names to select from - Bleyle - Jones of New York - Act III - County Set - Ellen Tracy - Dalton - Daisy Originals 


■S 
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A 
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Pat Emery 
Martha Anderson 
Sandy Edge 
Pat Waltz 
Doreen Gresh 
Cindy Stroble 
Kathy Zimmerman 


Alex Colman - Bobbie Brooks - David Smith - While Slag - Koret ol California - London Fog Separates and Many, Many 


1/ 


I 
i \ 


/ C - 
, ' 


Jayne Dougan 


] I 


Cindy Ensminger 
Vicki Wayock 


IAY-AWAY TODAY 


lyn n Zimmtrman 


WHEN IN DOUBT, GIVE 
A MADARAS GIFT CERTIFICATE 
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D enit* Snyder 
Pam W alters 


SELECT HER GIFT TODAY 
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FASHION CENTER 
549 E. VINE ST., STOWE 


Give Her What She Really Wants . . . Something Lovely To Wearl 


It's A Gift That "Keeps On Giving" —You're Sure To Find 


Fashions "Just Right" In Our Fabulous Holiday Collection 


Madaras Fabulous Collection of Dresses 


In Petites, Juniors, Misses and Half Sizes 


9!I9«$I| 


% 
$ 
II 
%$ 
i 


!i 
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Mary Ann 
Massey 


$40 


Vlrgina Bradley 


$95 


Myra Gehret 


$54 


Pat Waltz 


$48 


OPEN DAILY 'TIL 9 P.M. 


SATURDAY ’TIL 5 P.M. 


Debbie Heimbach 


$38 


Linda Harper 


$34 


Madaras Has A Great Collection of {^odtó••• 
Classic Charmers, Elegant Fur Trims, Beautiful Fake Furs, Superb Leathers and Suedes— 
L o n o o n 


r o © 
Lets You Laugh At The Weather 


í ¿X i 


I- 
W 
I 


1 i 
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Jeannette Brusch 


Highlander 
$138 


Georgeann 
Mauger 


$176 


Colleen 
Kranzley 


$160 


Genuine Suede and Leather 


‘lÁJhite S)tatj 
’xvueat' 


PRICED FROM $22 to $46 


All Color» end Sizes 


Ski Parlta» - S, M, L, XL. .$ 3 0 to $70 


Ski Sweater*—5, M, L, XL . . $19 to $34 


Smart Gift idea . . . 


A Madaras Gift Certificate 


PRICED FROM 


$16 to $24 
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T A ST E A P P E A L — An apple jelly bread stuffing gives 
bird. O ther ways to give it new interest is with jam 
pleasing flavor variation to the traditional holiday 
and jelly glazes and sauces. 


BIG MUG 


RESTAURANT 
And 
COCKTAIL LOUNGE 


20 S. CHARLOTTE 


Now open every day 
Monday thro Saturday 
9 A.M . to 1 A.M. 


BEEF’N BEER 
SPAGHETTI 
EVERY THURSDAY 
NIGHT 5 to 8 P.M. 


For fast take out service 
call 313-9930 


A l Piazza— Prop. 


6th graders contact 'puPPY l°ve 


EAST LANSDOWNE, Pa. 


(AP) — Sixth graders at the 


E ast 
Lansdowne 
Elem en­ 


tary School in this Delaware 
C o u n t y 
town 
outside 


H E N R Y T A R L E C K I'S 
BULL 'n BARREL 


N E W B E R L IN V IL L E 


F R I.-T E X C A R SO N 
SA T .- U V E M U SIC 
S U N . -A P P L E JACKS 


S P E C IA L — ll-oz Steak 
Platter . . . *3-75 


Philadelphia 
are suffering 
from a bad case of “ puppy 
love.” 


But their teacher, Mrs. 


Betty Van Arsdale, doesn’t 


mind too much since she’s 
responsible for it. 


She brings her two-month- 
old 
poodle 
to class each 
day, and the 24 pupils love 
it. 
“Tigger” 
arrives 
in 
a 
small 
wicker 
basket 
and 
spends the day in the rear 
of the classroom in a large 
wire pen. 
A sign outside 


reads, “ Don’t Pick Me Up, 


Please. Signed Tigger.” 


Mrs. Van Arsdale said, 


“ The 
whole 
purpose 
of 
bringing ‘Tigger’ to school 


is to enliven 
the 
animal 


growth 
and 
development 


program which is part of 


o u r 
s i x t h 
g r a d e 
curriculum.” 


A large chart hangs on 
the wall beside “Tigger’s” 
temporary 
home. 
On 
It 
pupils keep a daily record 
of the poodle’s progress. 


“ Cousins” invites you to j o i n us for our annual 


warehouse clearance at our factory at 1130 Moss Street, 


Reading or our factory outlets in 
Glenside, 
Robesonia, 


Lykens, and 
5000 


1st quality misses and junior apparel items reduced 


to 50°ó to 75°ó off their original national advertised prices. 


ALL STORES OPEN 
THANKSGIVING DAY 
4 P.M. til 9 P.M. 


New Holidoy Hours: 


READING 
- 
1130 Moss St. 
— 
Mon. thru Fri. 9:30-9:00; Sat. 9-5 


GLENSIDE 
- 
440 Lehigh St. 
— 
Mon. thru Fri. 10-9; Sat. 10-5 


ROBESONIA 
- 
154 E. Penn Ave. 
— 
Mon. thru Fri. 10-9; Sat. 10-5 


LYKENS 
- 
401 Market St. 
— 
Mon. thru Fri. 1-9; Sat. 10-5 


POTTSTOWN 
- 
333 W. High St. 
— 
Mon. thru Fri. 10-9; Sat. 10-5 


(wOUSi f A 
. 
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Flavorful Fruit s p r e a d s c 
new interest, appea 


Holiday guests expect to 
see a colorful selection of 
jam s, jellies and preserves 
offered 
as 
part 
of 
an 
e l a b o r a t e Thanksgiving 
dinner menu, but they’ll be 
intrigued and delighted to 
find 
how 
these 
flavorful 
fruit spreads can give new 
interest and taste appeal to 
the traditional turkey. 
One of the simplest ways 
to enhance the holiday bird 
is to baste it during the last 
half hour of roasting time 
with a jam or a jelly glaze. 
Another excellent way is to 
accompany it with a hot or 
cold sauce prepared with a 
favorite fruit spread as the 
base. 
S t i l l 
another 
method 
which perhaps is the most 
surprising and pleasing of 
all is to stuff the bird with 
an 
Apple 
Jelly 
Bread 
Stuffing. The use of apple 
jelly in combination with 
grated orange peel adds a 
s u b t l e 
and 
especially 
popular flavor variation. 


JAM AND JELLY GLAZES 
AND SAUCES 
JE L L Y 
GLAZE. 
In 
a 


Dress blessed 
as alternative 


'Designers bless the dress 
as an alternative to all the 
sportswear, and pants looks 
around. Now’ that the dress 
is shorter, around the knee, 
i t ’ s 
definitely 
more 
becoming . . . so women will 
finally 
have a chance to 
show off their legs again. 
T h e 
most . important 
shapes: 
the 
easv-fitting 
chemise, often flaring at the 
hemline, 
the blouson, the 
seamed 
body 
dress, 
the 
s w e a t e r d r e s s and the 
perennial shirtdress. 
Also, 
th e 
dropped 
waistline, 
dolman sleeve and layered 
dress-plus-sweater. 
V e r y 
important: 
the 
late 
day 
dress, glamorously tight at 
the 
bodice 
and 
usually 
brightly colored. 


small saucepan over 
low 
heat, 
stir 
2-3 cup 
apple, 
currant or grape jelly until 
melted. Stir in 2 tablespoons 
dry white wine or sherry 
and V% 
teaspoon 
crushed 
dried fines herbes. Makes 
2.-3 cup. 
^ VV.* . 


APRICOT GLAZE. In a 
small saucepan over low 
heat, stir 2-3 cup apricot 
preserves until melted. Stir 
in 
2 
tablespoons 
lemon 
juice, 1 tablespoon butter or 
margarine and V* teaspoon 
each ground cinnamon and 
ground cloves. Makes about 
2-3 cup. 


C R A N B E R R Y MAR­ 
MALADE 
SAUCE. 
In 
a 
small 
saucepan over 
low 
heat, 
stir 
% 
cup 
whole 
cranberry sauce with Ve cup 
orange 
marmalade 
until 
melted and blended. Chill 
until ready to serve. Makes 
about 1 cup. 


JELLY 
C H U T N E Y 
S A U C E . 
In 
a 
small 
saucepan over low heat, stir 
Vz cup apple, currant or 
grape 
jelly 
wáth V* 
cup 
chopped chutney until the 
jelly melts. Stir in juice of 
% lemon and. .a dash each 
of salt and .pepper. Makes 
about % cup. 


APPLE JELLY BREAD 
STUFFING 


% cup minced celery 
1,4 cup finely chopped 
onions 
% cup butter or mar­ 
garine 
6 cups day-old bread 
cubes 
% cup apple jelly 
.1 tablespoon grated or­ 
ange peel. 
1 tablespoon chopped pars­ 
ley 


reate 
turkey 


KLáÉT'M 
Vi teaspoon salt 
is teaspoon pepper. 
Saute celery and onion in 
butter or margarine until 
golden. 
Add 
bread cubes 
and 
saute 
until 
lightly 
browned, stirring often. Mix 
in 
remaining 
ingredients; 
toss well... 
Makes 
about 
6 
cups 
stuffing for 6- to 8-pound 
bird. 


BUDCO QUALITY THEATRES 


WISHES EVERYONE A MO ST HAPPY 


A N D BOUNTIFUL TH A N K SG IVIN G ! 


TEL. 3 2 6 -0 5 6 6 


. F R E E P A R K I N G 1000 C A R S 


t o n ig h t 


a t 7 8 9:30 


THURSDAY 
2 - 4 : 3 0 - 7 - 9 : 3 0 


Continuous Shows 
Thanksgiving 
DAY! 
u\e*x 9 6° \ e ^ 0 C a n * e® 


,E. Greenville • i 79-3331 _ _ 
TONIGHT AT 7:30 
WALT DISNEY 
productions’ 


TEcmmm* 
m. ir.tf jniNm 


ROUTE 422, SANATOGA 


FRIDAY and SATURDAY 


ENJOY and DANCE 


to the m usic of 
THE ENTERTAINERS 


'Greatest' Beef Sandwiches Around! 


ACADEMY 
AWARD 
BEST 
A C T R E S S 
BARBRA 
STREISAND 


CftUM&AWURÍSwRASTARimCTlQN?;^ 
BARBRA STREISAND OMAR SHARF. 
FUNNVGiRL 


K»Y MEDFOU) AWt FBMKR WHITER PDGHK 
-ssltW RI R0$S-"JU£Smi -eOBMEIWlE 
“ 
IW SWK“ WU*M Wi£R 


i 
i 
i 


'C /i 
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I PmtmHm-rae* at* 
ttOMOue* tmmae £ B B B S S p H B I 
a 


Fri. Shows at 7 & 9:30 


iHffllWW 
¡éh mm 
© — 


SPECIAL KIDDIE 


SHOW! MATINEES ONLY! 


FRI. •SAT. •SUN. 


All Seats 75c 


I T f c O U T T O 
S I G H T ! ? * 
..ATRIP TO THE UNKNOWN! 


F R I. & SAT. A T I P.M. 
S U N D A Y A T 3 P.M. 


V 
T H e ^ 
f PH AllTOXn v 
TOLLBOOTH 


A Chuck Jones Production starring 
B u tc h (T h e M u n s te r s ) P a tric k 
Metrocotor * From MGM 
¡ G j ^ 


ON 
R O U T E 4 2 2 at L I M E R I C K 
\TTi¡W A V d r iv m n 
/. 
WWr T f T H € A T R € 


T O N IT E 


Thru TUES. 


Show Starts 7:15 


HOLIDAY SHOPPING TOURS 
SATURDAYS-December 2, 9f 16, 30 
NEW YORK CITY, New York 
Lv. 7:30 a.m., Pottstown—$8.00 


CHERRY HILL MALL, New Jersey 
Lv. 8:30 a.m., Pottstown— $4.00 


PARK CITY SHOPPING CENTER 
Lancaster 
Lv. 8:30 a.m., 
Pottstown— $4.00 


~ HESS'S DEPT. STORE, Allentown 
Lv. 9:00 a.m., Pottstown—$3.50 


BERKSHIRE MALL, Reading 
lv. 9:00 a.m., Pottstown—$2.75 


For Information Call 
BUS LINES 
933-7735 
W W W 
k i l l k g 
Phoenix vil I * 


3 BIG H O LID A Y HITS! 


CO M E AS LATE AS 9 P.M. TO SEE A FULL SHO W . 


still 


* v f 
t 


the same old story, 
for love and glory.” 


P«M M I 7l«ufn I>.. . . . 11 
“ I I A T IT 
A G A I N , S A / K ” 


I I 
WOODY ALLEN 


“A MASTERPIECE!” 
— P A U L D. Z IM M E R M A N . N i w s w k 


- PLUS: THE A C A D E M Y AW ARD W IN N ER 
' THE 
LAST 
PICTURE 
SHOW 
'resents 
v—- 
r ] 
.x'in.J 
I. 


COLUMBIA P'CTUBCS Pfe^entS 
A BBS PRODUCTION 


AND HIT #3 


The NEW BLOSSOM 
ENJOY THANKSGIVING DAY WITH US 
SERVING FAMILY STYLE 


D IN N E R 12 Noon to 6 P M 


FRESH ROASTED TURKEY . s3.95 
COUNTRY BAKED HAM 
. 
. *4.25 
CHOICE ROAST B EEF 
. 
. 
. s4.50 


CHILDREN UNDER 12 Vt PRICE 
Entrees Include Salad, Dessert and Array of Vegetable* 
Rolls A Butter, Coffee ft Salad Table 
FOR RESERVATIONS, CALL 323-9732 


Rinesaaatm 


, - 


PAN 00 COW'PANT ¡i 
ChnRmom! «Mm iin il il MQQUCVlOMIft gmtitnti 


PETER FONDA* 
• Electric Heater*! 


Y T b ln riiiT e 
AT 7:15-9:15 


CONT. SHOWS THANKSGIVING DAY! 


Shows At 2:15 - 4:30 - 6:45 - 9:00 P.M. 


Y h c iij o s t (| M a í| ic q j o ij c « fq jl! 


rou’lt 9» 
k/rcHto- 


you'll be 
gkZZLfB/ 


SPECIAL THANKSGIVING 
DAY MENU 
12 Noon to 8 P.M. 


OTHER MENU ITEMS AVAILABLE WITH OR 
WITHOUT 
RESERVATIONS. 
LET US DO THE 
COOKING - YOU RELAX AND ENJOY IT. 


■ ^ o2 ju £ ja u \ S v u a . 


WAUDISNEYpwductok' 


IN 
COLOR 
^ 
- 
(G) 


P H O N I 326-6700 
RT. 100 AT W. KINO ST. 
WBEUt UlNSBURYawDlQinUNSONiimft j ñ Brái 


Thursday, Nov, 23, 1972 
T ie Pattstuwn Mercury—17 


A CLASSIC—The wide-legged jum psuit has becom e a 
j 
veritable classic in at-hom e dressing. Dutchess adds 
a new dimension of gaiety with flippy sleeves and a 
deep V plunge in flower splattered acrilan acrylic 
jersey. 


Pot's'own Memorial Medical Center 


NORTH DIVISION 


Admitted: 
Vincent 
D. 
Porter, 509 Lincoln Ave.; 
Bettye M. Rightmyer, Boy­ 
ertown RD 2; Elsie Enck. 
Bar to 
RD 
Í; 
Helen 
E. 
Davidheiser, 
Bechtelsville 
RD 1. 
Discharged: 
Dorothy G. 
Dickinson, Pottstown RD; 
Robert L. Penny packer,,. 1 
S. 
Reading Ave., 
Boyer­ 
town; 
Thelma L. 
Brown, 
Pottstown RD 1; Robert T. 
Gamns, 
12 
Park 
Drive, 
North Coventry; David M. 
Delong, 1527 Swenk Road, 
Upper 
P o t t s g r o v e ; 
Alice M. Long, S. Keim St., 
Pottstown RD 1; Lester W. 
Godshall. 83 Merkel Road, 
Gilbertsvilie; Margaret A. 
Stanley, 1540 Cherry Lane; 
Jam es C. Merkel, 369 N. 
Charlotte 
S i; 
Mary 
D. 
Hanna, 
16 
E. 
2nd 
St.; 
Christian W. Baum, 228 N. 
Evans St.; Harold D. Wal­ 
ters, 807 S. 4th St., Royers- 
ford; Dorothy R. Ziegler, 
660 Manatawny St.; John P. 
Zezenski, 212 S. Franklin 
St.; Florence I. Drabinsky, 
1400 
Farmington 
Ave.; 
Imelda P. Parent, 6 W. 3rd 
St.; Christine L. Buz by. 1212 
Queen St.; Jean A. Carman, 
207 Old Airport Road, Doug- 
lassville; Arthur W. Stauf­ 
fer, Boyertown RD 3. 
Maternity: 
Mrs. 
Sandra 


L. Musser, Boyertown RD 
1. 
EAST DIVISION 
Admitted: 
Madelyn Mc­ 
Donald, 2086 Sunny side Ave. , 
Lower 
Pottsgrove; 
Edgar 
Eliis, 1,249 Queen St.; James 
M. Schaffer, Audubon; Dor- 
rothv M. Cook, 822 Fairview 
St., Stowe; Andrew Gilicn- 
ski, 
Grubb 
and 
Fulmer 
roads; Pamala G. Conrad, 
Hill Crest Ave., Schwenks- 
ville; Annie Hoffman, Potts­ 
town RD 3; Robert J. Ber­ 
ger, 
1000 
Temple 
Road, 
North Coventry; Mary Mot­ 
to, 
225 
S. 
Hanover 
St., 
North 
Coventry; 
Edward 
Gore, Schwenksville. 
Discharged: Roy Becker, 
Pottstown Route 20; Michael 
E. Cohrac, Pruss Hill Road, 
Pottstown RD 3; Andrew A. 
Durchin, 867 N. Adams St.; 
Russel! A. Getty, 109 Neif- 
fer Road, Royersford; Joan 
E. Hertet, 9 N. Madison St., 
Boyertown; Ann Jo Horo- 
sky, 
1383 
Meado wbrook 
Road, 
N o r t h Coventry; 
Linda L. Moyer, Norristown; 
David G. Musser, 301 W. 
Chestnut St.; Carl Sciscio, 
1472 Hoffecker Road; Bonnie 
J. Schultz, 420 May St.; Sus­ 
an M. Slonaker. Frederick; 
George E. Smith, 926 N. 
Warren St.; Rose Louise 
Weiss, 401 Manatawny St.; 
Andrew S. Wilson, 391 N. 
Franklin St. 


p 
r • n 
jaEOFFSEY BEENE 
! 
designs your tomorrov/s 
, 
■ in a fragrance fot today 
j 
■' Lovely, 
' 


PROFESSIONAL PHARMACY 
920 N. Charlotte Street 
Phone 323-2115 


We're Grouping Them All 
Together At One Terrific 
LOW PRICE! 


KNIT TOPS, SHIRTS ' 
AND SWEATERS 


Regularly 13.00-14.00 


TURTLENECKS 


• Washable acrylic 


• Full fashioned 


• White, navy, brown, purple, rust 


• Sizes S-M-L 


LAYER LOOKS 


• 100% cotton rib 


• Painted buttons 


• Pink, powder blue, navy, yellow, red 


• Sizes S-M-L 


KNIT PRINTS 


• 100% cotton knits 


• Stretch nylons 


• Long and short placket fronts 


• Navy, pink, brown 


• Sizes S-M-L 


IT'S WHAT YOU GET FOR THE LOW PRICE THAT COUNTS 
NORCO MALL 


OPEN DAILY 10-9 
OPEN TILL 11 P.M. FRI. 24th 


1 8 — T h e 
P o f t s t o w n 
M e r c u r y - T h u r s d a y , 
N o v . 
2 3 , 1 9 7 2 
Complete List Of Closing Prices On New York Stock Exchange 


... 
«««i 
. *■' n ir.» * i 
«■ ii w . 11 
— U 11 LTV C* AA 
5 1 1 » Iftto 
1W4 — ViiN«A Mt 2 32c 
35 34% 34% 34% 
¡ 
C . T 
------------------------------------------------------------------ Bran A Ir ,38f 
57» 
17», Mto Mto - 
% (Deltona Corp 49ft 23% 2244 S M + l » f F r* ep M .ttJ0 ' 95 24% 23% M t ■+■ % ¡ JU C n t L22 
41 
« 304* ^ 
• j 
^ # 
R J(|% 
3®% — % No Am P h i 1 
» 37 
3» 
37 
+ to 
3 
New York Sales Bfft'iS 
£ St St St ♦ J 
« 
‘5 £ 
& £ - > RS1‘ “ " 84 84 
85 
s V l? ? 
,2 St 
i 2 ¡22S ■» S SS 5S 35 í Í S 
K 
”j « & S 
££?, % », 25 St St 
t e - w » - 
gffiS E S ? &* 
¿ & 85 S’ - v S S Í V ■, 8* S* S’* * * 
G-H 
B & J& £ 84 « Sh i 4 {SS?’* . ,S 5>. S3 S3 J iS S S ■“» " W 
3 * V * I B 
* . *! S3 23 23 * 
Appro* final total 
Previous d ay 
W eek a ito .. .7] 
Month ago ... 
V ear ago . 
Two year* ago 
J a n 1 to date 
197] to date 
¡970 to date 


Bran Air ,39f 
BriggtS l.aia 
Brlst My 1.20 
B ritiM y pf 2 
R ntP et .13* 
23.270.990 B rtPei fn 43* 
17.434,130 BdwyHal ,70 
11.*97.«70 BdwyHal pf 2 
13.474.6,20 BrkwyCts .7,2 
3,703,281.131 i BklynUC 1.72 
3,465,790,325 ! Brown Co 
2,574.064.630 1 BrwnGp 1.50 
HwnShrp .20 
— — 
— 
— 
—— 
— - Brwnp e rr 
og 
NEW YORK (A Pi W edneeday’* com plete Brunswck .18 
New York Stock Exchange price*: 
Sale* 
Net 
th d v i High Low Close Chg. 


AMrtLb 1 to 
ACF Ind 2.40 
AcmeClev 80 
AomMk 1.75r 
AdmsE 1,09c 
Ad Millie .20 
Ad dree so ..SO 
A dm iral 
A etna Lie 1.81 
A etnaU pf 2 
A guirre Co 
Aileen Inc 
Air Prod 20b 
A ireo J®* 
A.I Industrie# 
Akznna la. 
Ala G as 1,10 
A laP pf».2S 
A laska fulera 
AthertoC .32 
Albrtsn ,36a 
Alcan Alu 
.80 
AlcoStand ,34 
A1 con Lab .14 
A lexndrs 30e 
A lA U c -24c 
AllegCp ,.2fc 
AllegLudlm I 
MlegLuri pf 3 
AllegPw 1 40 
AllenGp 1 04t 
Allied Ch 1 20 
Alld M nt 45b 
AIM Mi II* .75 
Allied: P i JU 
AlticdStr 1.40 
Allied Super 
AlllaChat .20* 
AllrgtAut .48 
A lphaPl 
16e 
Alcoa l .80 
AmalSug 1 80 
AMBAC 50 
A mer Ea 1,20 
Am Es 
pf2.60 
AVállese .22r 
AmeH pf3.50 
A Air Fill .42 
Am Airlin 
A Baker ,20 
A Bi nd* 2 29 
AmBdcst 120 
AmBldgM .25' 
Am Can 2.20 
A Can pfll.75 
AmCem .2». 
A CenIM 2 32 
Am Chain 1 
A CrySug 1.40 
A Cyan 1.25 
Am 
Distill 1 
AmDtsTel .43 
ADnalV ,18c 
ADulV pf.M M 
A m EIPw 1.80 
Am. E xp Ind 
Am Fin 1.10 
Am Fin pH 50 
A GnBd 1.89c 
A GenCv ,32c 
A Gen Ins .52 
A G nln pfl.R0 
Am Ho tat ..40b 
A H om e 1.77 
A 'Home pf 2 
Am Hosp 27 
Am lav es .50 
A M edical .12 
A M edicorp 
A MtlClx 1.40 
AMCIx pf5,25 
Ami Motors 
A N atG aa 2.39 
Am 
Seat. 
.72 
Am Ship 6ob 
ASmeltR 1,20 
AmRoAtr .70 
AmSAfr fn.70 
Am Stand ,40 
.A Sid pf 1.75 
Am. S tertl. .52 
AT,AT art 
Am, TAT 1.80 
Am TAT pf 4 
AWatWk 60 
AW pref 1.25 
A W I.lp f 143 
A m eran ,65 
Ametek ,60a 
AMK la r 1.80 
A m fac .60' 
AMP la c .88 
A m pPgh .36 
Ampcx Corp 
A m rep Corp 
A m star 1.70 
A m alar pf .68 
A msled 2 40 
Am tel .20 
Anarrm .120 
Anch Hock 1 
Ancnrp .Ofib 
AndCla 1.20b 
Angelica 
ApacheCp 32 
Apco Oil .921 
Apeco Cp .16 
A PL Corp 
AppPw pi 8.12 
Applied M a a 
ARA Svc 1.23 
A rca ta N .14 
Arch Dan 1 
ArchDan wi 
A rctic Entrp 
ArtzPSv 1.16 
A rlans D Sir 
.Arlen RKyDv 
Arnaco St.1 l 
A rm c pt 2,10 
A rm r ¿14.73 
A rm st Ck 80 
,\rm Ru 1.60 
A roC p 9(»ti 
A n in Ind .52 
Asi»id Oil 120 
AsijJO pi2.40 
Assd Brew 
.AadDGd I..25. 
Aaedbp 1.20b 
Assd Trane p 
Athlone 
40 b 
AticoMt 2 2He 
AtiCyEI 
! loa 
At ICE pi 5 87 
At.I R (child 2 
AURch pi3.J3< 
AH Rich pf 3 
AURch pi2,8® 
Atlas Corp 
ATO Inc 
12 
\utom D ata 
Autom tn Ind 
Avco Corp 
Aven Cp wt 
Avco 
.pf'3.,.,2® 
AvMmtjt Pd .24 
Avia, Inc ,2i)e 
Av net Inc .3® 
Avon P d 1.33 
AatccOil 
1.1» 


74% 
48-% 
16% 
26% 
14% 
8*4 
35% 
11% 
79% 
«0% 
12 to 
8% 
66% 
18% 
3% 
28% 
18% 


73 
48% 
11% 
25% 
13% 
8 
34% 
1.7% 
78 
6®% 
12' i 
8»« 
65% 
18% 
3% 
29 
16% 


66% 
18% 
3% 
29% 
18% 


*7 
8 
7 
63 
82 
29 
89 
128 
297 
2 
10 
209 
4® 
267 
25 
45 
14 
*23® 187% 187% 107% 
92 .88% 37% 88% 
222 27% .27 
93 
15% 
15% 
160 21% 21 
134 
9% 
9% 
51 
87 
88 
53* 
20 
12 
317 
37 
140 
93 
1 
51 
113 
101 
913 
.56 
17 
ISO 
10 
76 
« 


73% — » 
48% — % 
16% + % 
26% 
+ *, 
14 
4- % 
8% + % 
34% — % 
17%. 
I f 
— %! 
60% — % 
12% + » 
8% .. 


BrushW ,40e 
Buey E r 1.20 
Rudd Co .10e 
B udfP pf .«O' 
Budget Ind 
Bui (For g 1.20 
RutovaW .60 
KunkrRa 02e 
RunkR pfl. 50 
Burl Ind 1.40 
BurlNor 1.30 
BurlN or pf .58 
B u n d y .7® 
Rurrgh* .84 
Butth ümlv 


578 
50' 
458 
3 
■ 30 
2 
126 
29 
32. 
2» 
61 
23 
19 
219 
281 
17 
15® 
309 
2 
34 
25 
6 
313 
32 
131 
58 
16 
6® 


17%. 
59%, 
64% 
43% 
13% 
12% 
43% 
72 
29% 
25 
1.1 
34%, 
12% 
31% 
31% 
32% 
26% 
te-1 
7%, 
11%, 
25% 
16% 
10 
33% 
37 
45% 
7% 
35 


ISA» 
39% 
83% 
43% 
13% 
12% 
42% 
71 
28% 
24% 
1.1%, 
34%. 
1:2% 
30% 
31% 
32% 
25% 
16% 
7% 
11% 
2514 
16% 
9% 
32*4 
35% 
45' i 
7*4 
34% 


16% — 
,59% 
64 % 4* 
43'% 
13% - 
12% 
42% +1 
72 
+2 
28% + % 
24% + % 


% i D eltona Corp 
DenaM fg .70 
% | Denny Rat. .,.'(14 
De nts ply tot 1 
% | D ereco pi A 
D ereco pf B 
D eSotflnc .46 
Del Ed is 1 40 
Del Ed pf9.3:2 
Dei Ed pfl,SB 
10M, _ % Bet Edi pf7.45 


204 214% 213% 214 «4 + 
1 
8% 
8% 
8% - 


27 
- 
15% 4 
21% 


34% 
9% 
13*4 
12% 
.30 
42% 
24% 
234* 
30% 
37% 
22% 
21% 
37"* 
M 
12% 
13 
17% 
54% 
25% 
15% 
27%: 
2 
46 
47% 
6-1 1.06 
293 32% 


131 


533 
12 
152 
148 
16 
306' 
3 
77 
42 
24 
35 
215 
1 
21 
1® 
2# 
593 
119 
65 
*40 
79 
54 
■4’ 
363 
7» 


28% 
10% 
45% 
71 
4» 
31% 
23% 
6% 
27 
21% 
37 
35% 
23-% 
54% 
1® 
1,3% 
32 
2% 
"1 % 
19% 
27*4 
22% 
21% 
33% 
16% 


Cabo! Cp 70c 
* Cadence Ind 
Caesar* Wrld 
Cal Finan! 
2?! C allaba Mag 
m Cam pRLk .45 
"* Cam p Sp I JO 
to C daB rw 30p 
to CdnPac ,66c 
» CdPa fn.6«e 
4 CanalR 1 10 
'* Cap C Bdctg 
'’*■ CapitHoid 
23 
C arbrun 1..60 
C arlisle .62 
Caro F rgl .36 
C aroPLt 1.52 
C arp Tec .80 
C arrierC p 
42 
C arr pi 2.25 
CarrG l 12% 
CanW .il .40a 
■ • 
CastleCke .61) 
4 ^ C aterT r 1 -40 
—* 
Cavagli Cam 
+ % CCj C fflrp . 
+ 
CecoCarp .'97 
,«IV 4 . 
CelaneseCp 2 
17% — »» Cpl), n pfA4.50 
54% + 1% (> n ro |„ r a» 
25 
— % Centex Corp 
CenHud 1,32 
4 Mi>CenII1Ll 1.56 
45*4 
48 
+ . CnHllli pM.88 
C enllPS 1J8 
105% 
. 
i CenLaE 1.04 
32% +. % fenM Pw I 26 
2* 
•* 
CenSoWl 2 08 
10 
— % ( en| s„.va 1 
45% 4 % . ( pnTelCt .92 
73% 4 I3* C erro Cp ,40a 


34% 
9 
13% 
12% 
29% 
4.2% 
24% 
23 
30% 
35% 
22% 
20% 
,31 
4%, 
12 
12% 
17% 
53% 
25 
15% 
87 


9% 
34*4 
9% 
13% 
12% 
29*i. 
42% 
24% 
23 
30% 
37 
22% 
2.1%, 
36 
4% 
12% 
13 


15% 
27% 


+ % 


+ % 
4 % 
- % 
+ % 
4 1% 


47% 
105%, 
32 
27% 
10 
45% 
73 
47% 
31% 
25%: 
6% 
26% 
21% 
36% 
35% 
23% 
53% 
9% 
13%, 
31%, 
2% 
21% 
19% 
27 
21% 
80% 
33: 
16 


47% 
4 %, cert-teed .43 
31% — % Cessna .inta 
25% — % ch a d b m Inc 
6 — »4 ch am p ln i .84 
26% — % Chm l pfi 50 
21% 
Chm l pfl 20 
38% — % Cham pS 1 24 
35» * - % c h a rte r NY 2 
23** 4 % chaseF d .48e 
**y* + *'■ ChaseM anh 2 
0% — %. ChaseT 4.53a 
13%, ... 
i checker Mot 
31% - % chelaaa .24 
' ¡Cbem etrn .80' 
21% — % chem N Y 
2.88 
19,4 
ChesO 2.25e 
27% 4 % O iesbgh 
1.08 
^ CtohCasOI 
IOe 
21% — % Chi Milw Cp 
,, CM Mitw pf 
111 
—— 7i| i f iPM PmiiM.tT J 
192 1,18%, 1.15% tlf% - W 1 ch B IP ct IIP 
4 173% 173% 17314 — *4 ctm cFull 
lOr 
*238 
50% 48% 50% 41 
/ h r,, c raft 
28 
11»4 11% 11*4 - % chrisC ft cvpf 
1014 
39*4 36% 36*4 4 '» 
c h íc ft prpf 1 
% » »l4 ™ 
s i r * 
76 
31% 31% 31% — % C hrysler 1 
» 
« % 83% - % ChryRler wt 
II1# 
9%; I 
9"k 
— % fn '««■» 5 «2# 
'79' 
44:%, 43%. 44% 4 % 
* 
29 18% 
17% 
17*4 
9 29% 
28" a 
NB 
I* : 
17% 
11 
42% 417 
39 
13% 
62% 
41% 
8% 
52% 
61 % 
13 
16% 
20% 
171* 
18% 
.53 
34 
38 ,1.1.3 
19 
7% 
239 
7% 
7 
118 
17% 
16% 
30% ■ 
9% 
42% 
6*4 
19%. 
29%. 
I*i 
56 
18% 
15% 
24% 


1 
600 
15 
1 
4299' 
3106 
121 
3 
*100 
*40 
10 
43 
287' 
11.8 


39 
13 
81% 
41: 
I" 4 
31% 
61% 
IS » 
16% 
20% 
t7% 
19% 
51% 
33% 


» % 4 % 
18** 4 % 
12 — % 
39 
13*4 4 % 
62 
- % 
« 
—1 % 
M i + % 
52% +114 
61% 4 % 
12% — % 
16% . . . . . 
20*4 ... 
17% 4 % 
19%, — % 
53 
+1% 
33% 
. 
11.1*4 112% 
'7% 
m 


20* 


29% 
9% 
42*4 
8%. 
19 
.29 
8% 
56 
18% 
14% 
23% 
7% 
20 


7% . .. 
16% - % 
30% 4 % 
9% — % 
4.2% ........ 
4 
......... 
19% — %: 
a m . . . . . 
8 » ........ 
98 
— % 
16% . . . . 
15% + % 
24% . . . 
7% — % 
20 
— % 
*170 106% 106*4 106% 4 1 


C inn Bel I 1.80 
Cinn O B 
1.56 
Ci%nG pf9 30 
CinGE pf t 
CinM tlac 1,10 
CIT Finl 3 
CittesSvc 2.20 
O tanSR 1.68a 
¡City Invat .52 
: o t y la* wt 
CHylnv pf B2 
City Sirs 
Clark Eq 1 50 
Clark Oil .40 
ClevClif 1.80a 
O evEH l! 2.28 
Civ El II pG.ti) 
Cta* FMIs 
O n* P ttt »pt 
ClorwrCo .52 
dw elt Pea 
90 
C luettP pf 1 
CNA Fin 
54 
CN A pf .41.10 
Coast St Gas 
CstSGs pfl. 19 
C'OcaCM 1.84 
CocaBtIs JA 
Cotdwl Bnkr 
Colecotod ,'06 
Cola Pal 1.46 
Collins Aik .88 
Collin» Rad 
ColnlPenn .15 
ColonStr 1 
Colofntst 1.6ft 


38 
39 
38» 
38% — 44 
22 
7»* 
7 » 
7»* 
83 
5 » 
5% 
5'* 
63® 
8 » 
7 » 
8%: + 
» 
82 
10% 
9 » 
10» 
+ » 
30 
32%. 
32» 
1,2% + 
» 
341 
31% 
31 li 
31» 
+ 
A* 
29 
6 
Sto 
5% — % 
(1 
15V* 
15'* 
15'* — % i 
50 
15'/, 
15» 
15V, 
t 
15» 
15» 
15» 
+ 
to 
9 
97% 
57» 
57% 
+ 
% 
292 
30» 
29» j 
30» 
+ to 
33 
68% 
67» 
67 Vi 
1»" 
R 
2:1.» 
21» 
21%; — to 
50' 
12» 
12 
12% 
+ 
to, 
424 
3 2 » 
31» 
12'% + 
% [ 
43 
24» 
23» 
23» — % 
217 
27» 
26» 
27 % + Ai- 
*30 
36'* 
36'* 
36»* 
A*. 
1 
17'* 
17» 
17% + 
to i 
88 
S to 
26 
26’-, — V* 
103 
17 
1644 
17 
+ 
% j 
IBS 
«H4 
68% 
68» — to: 
1048 
7% 
7% 
7 » 
+ 
% 
11 
5% 
9% 
Sto + 
% ' 
37 
25 
24» 
25 
180 
38» 
31 
31 
— » 
16 
59 
58% 
58% + 
to 
464 
24» 
24'* 
24» 
+ 
to 
1ft 
X 
23'* 
26 
+ 
A* 
71 
25» 
25 
25» 
+ 1 
1 
29 
.25 
24% 
25 
+ 
» 
*10 
64 
64 
64 
42 
19» 
I t 
IS1* 
33 
S M 
24%. 
24» 
'% 
25 
18% 
18» 
18» 
+ 
»* 
303 
52» 
52 
52» 
+ 1% 
41 
25 
24V* 
25 
+ to 
332 
24» 
23» 
24 
+ » 
I®5 
15» 
14» 
15 to 4 A* 
68 
23% 
23 
23» — to 
1396 
" ■' . 
IM ' 
35» 
+ 2% 
45 
2% 
2%: 
2% 
235 
25% 
244* 
24» 
+ % 
*5® 
73% 
73% 
73% 
75 
X » 
25» 
X 
+ 
» 
142 
44» 
42% 
44» 
+ 1 » 
37 
34% 
34» 
34% 
+ to 
46 
12 
11» 
11» — % 
596 
58». 
57» 
58'* — to 
82 
« 2 » 
•lto. 
61% — » 
« 
16 
15%. 
19 
_ 
V* 
* 33 
12 
11% 
12 
68 
22» 
214* 
22 
128 
53» 53 
53» 
+ I: 
107 
49% 
48» 
49»« + 1 » 
124 85 
84 L1 85 
+ 1 
1 . 
11 
10» 
10» 10» + % j 
29' 
8 » 
9» 
8 » — to 
5 
17% 
17 
17 
4 to, 
M 
47 
46», 
46% 
6 
21% 
s t o 
21% 
15 
7 
6 » 
6 » 
to : 
102 
6 » 
6% 
« » 
5 
14% 
14% 
14V* 
4 % 
1 
10 
10 
10 
+ 44 
62 
19» 
19 
19 
4684 
«0% 
39» 
4ft» 
+ 1 
: 
793: 
18» 
17% 
IB 
+44 ■ 
191, 
24» 
24» 
2444, 
2ft 
23» 
23 
23» 
+ 
to 
187 '26 
25% 25%' 4 
*200 117% 117% 117% —% 
*30 
15 
244 
479 
99 
127 
131 
57 
5 
174 
230 
33 
118 


56 
38% 
52% 
4 8 » 
17% 
17% 
5% 
'32% 


50% 
23% 
56 
37% 


56 
38% 
52 
4» 
36*4 
18» 
4%: 
31% 
6% 
49 
21% 
55% 
37% 
*200 10.3% 103 
*330 
*120 
304, 
44 
4 
579 
253 
323 
31 


12% 
6% 
46% 
19** 
1534 
23% 
29% 
3 5 » 
37 
11* 144 


41 
7% 
57 142% 
I I I 
71,4 ^ i i Coll Ind. .si)1 


20 
13» 
1,3» 
232 
46 
45% 
3 
av * 
22» 
239 
25» 
24% 
336 
25 
24'a 
155 
.2» 
2 » 
319 
13», 
13%. 
« I 
21» 
2J»i 
X 
30'% 
30» 
111 
63, 
63 
65 
34% 
33» 
32 
39» 
38 
2 
19» 
19 
43 
29 
28% 
127 
3 4 » 
33» 
1 
«7 
67 
45 
1% 
7 
57 
54»* 
52%' 
7 
3 4» 
34 
12 
7% 
TA* 
24 
15 
14» 
37 
22» a 
2 1 » 
165 
23» 
22» 
2 
91 to 
•1% 
512 
'76'», 
75% 
*21® 
34»*, 
54%, 
3 128V, 127%. 1 
It» 
,56 to 
35» 
369 
3to 
3 » 
71 
10» 
10% 
61 
85», 
94 
135 
8 
7% 
197 
17» 
16% 
S 
4 » 
4%. 
15 46%, 46> 
» 
39 V* 
39» 
275 
47%. 
48 
201 
14 
1949 


141% 14.1% 4 1 
13%, - % 
45% 
23% 4 % 
25 
4 % 
24% 4 % 
2% 4 % 
13% + %, 
24%, +1 
,3»% 4 % 
63 
34% 41% 
38 
—1% 
19% 
. . . . 
28% — % 
34 
........ 
67 
— % 
7 
- % 
,53% —1 
34% 4%, 
7% - % 
14% — % 
22 


Colli to pH. 3 
Colt In pfl.SO 
CBS 1.46b 
CBS pf 1 
ColuC.as 1 82 
Colum Piet 
ColSoOh 1.84 
CtabEti 1.45' 
Cim.bE pfl .70 
ComlSoiv 
CoamrEd 2.20 
ComKd A wt 
Com Ed B wt 
ComwEd pt 2 
Com E p fl.90 
ComE pfl. 42 
CmwlOil .644 
CnmO pfl .72 
Cbmpnt Set 
Complg Soft 
C om sat 56 
Cone.Mill 1 08 
Conn Mt I 89e 
23% + % Conrac ,«o 
91% 
Con Edit I 
76% 4 1%.' Con Edis pf 6 
,34%, 


56%. 
3% 
10*1 
95 
8 
I f * ... 
4% ... 
« 
46% 


- %, 
4 2** 
4% 


- % 


■47% .«3% 
13% — % 
122 129% 128% 129 
------ 
28 24% 24% 24% 
+ 


B 
BabckW x , » 
RacheCo .lie 
B aker Ind. .16 
BakrOUT .78 
Balt G E 1 89 
Balt pi B4.50 
BanCal 1 34 
Bandag to r 
B angor Punt 
Bang pfl .23 
Bank, of MY 2 
Bah, mfVa. „W 
B u k Tr 2.8* 
Bar Oil 2.451 
BardC R 
13 
Baatc I nr .40 
Basic pf* "i 
Bates Mt ,20e 
B ales M l pt 1 
Bat bind .2» 
Rauai-hLb .41 
B**i .Lab .13 
Bayk f ig .5® 
Be a . m gs .52 
Beat I ds 1.16 
B eatFda wi 
B eckm an 
.50 
B ectU iik .35 
BeedLAr ..66b 
B elrn .Pel .3® 
Be I den 1 .3 
Bel Hem .3itb 
Bel How 60a 
Bem is Co ft® 
Bendxx 1.60 
BenetlCp 1.10 
Ben ell pf5.50 
Be net I pi 4.50 
BenefI pf'4,.3® 
Bent I »pf2.5® 
B en g iet 
Benguet fn 
Berkev P..o 
Beth bU 
1 20 
Big Three 52 
Black Pk 1 lb 
B lairJohn .41 
Bits* La.tig: 1 
Block HR .84, 
Blue Bell .65 
Bobbie Brks 
Boeing Co 40 
B o is tm . 19p 
Bond ind 
Bk.Monlh 1.36 
B orden 1.20 
Bury, W ar 1.25 
Borman*' 
Bos,Edis 2.44 
Bo* Ed pfl.W 
Bourn* Inc 


56 
81 
12» 
58 
281 
E130 
11 
69 
41 
4 
32 
7 
.167 
8 
63 
19 
zsoo 
X 
1 
368 
215' 
259 
21 
127 
177 
6 


26% 
11 
34% 
65% 
32 
64% 
25 
61% 
18% 
.22: 
4 1 » 
3 5 » 
6 6 » 
40% 
37 
7 » 
80% 
9 » 
15% 
.B 
23» 
54% 
13» 
51 • 
56% 
28% 


27%. 
10% 
33% 
64% 
31» 
64% 
24» 
58 
17» 
22 
41 
35%, 
68".» 
40 
35 » 
7 » 
30 
9% 
15% 
33%, 
,25 
,53% 
13» 
50 
55% 
38% 


+ % 


Con Edi* pf 3 
I'nitsF'ds 1.36 
Con Ed pH .50' 
Con Frght .52 
Con Leasing 
ConNatG 195 
Cons Pow er 2 
ConPw pf7 72 
ConPw pH .50 
Cunt Air Lla 
Coat. Can .1,.«® 
Cont Cupp 
CtCop P » 25 
CoaU Corp 2 
C t Cp pf A2 50 
Cont HR 2.07n 
( ontlnv ,29t 
CooM tc I use 
Cont OH 1 50 
Cont Oil pf 2 


183 
27 
50 
118 
99 
162 
306 
40 
43 
M 
24 
1 
378 
2 
213 
83 
113 
6"'» 
3 
58, 
2.16 
77 
38 
21 
58 
11 
563 
118 
107 
» 
47 
14 
46 
X21 
513 
4 
14 
162 
2 
■'f 
320 
62 
15» 


27% 
X I» 
30% 
90 
19 
19 
61% 
22% 
3 6 » 
18». 
54 
21 *"i 
51% 
36% 
33 
11% 
29% 
63*» 
59 
18% 
38% 
12% 
12% 
28 
26% 
24% 
«% 
22".« 
4% 
16% 
«2*4 
24% 
29'» 
32% 
25% 
83%, 
66% 
42% 
104 
23% 
10% 
30% 
31 


12*4 
•%: 
45% 
1» 
t5*4 
22% 
29% 
34» 
36% 
143 
28» 
28*4 
29% 
89% 
18% 
18% 
60% 
21!» 
36'% 
19%. 
53 
21% 
51% 
35'» 
32% 
10» 
29 
«2'4 
59 
16’ 4 
38% 
12% 
12% 
27% 
26% 
24% 
8>i 
21% 
441» 
16% 
«1% 
24 
28% 
31% 
25'. 
*2,l« 
65» 
41» 
103 
23.%; 
10% 
30% 
30% 
*100 103% 103% 103% 


34". 4 +1% I C oat fill .40 
6 4 » + % ' Cont Tel ,64 
32 
+ 4» control D ata 
64% 
+ » CnDat pH 50 
24% — 1« ( onwood 1.90 
6 0 » +2% cook Unit .50 
17» 
+ % Cooper In ,90 
22 
+ % C nop Ind pfA5 
41% + % Coopto pfBwt 
1 8 » - » CooperL 4.731 
68%. — % CooprTR .79n 
40% + % CoopT pf l.25 
35% —1% Copelnd .60* 
7 » — 4s Copp Rnge 
3t) 
Copw Stl 1.2* 
9% — » CorC IW 2 50a 
15» — 
Cousin 1.95e 
35 
+ 1 » Cowles Com 
3 3 » —• % 
53% —1 
1 3» + % 


Cox B dm t .3® 
CPC In! I 1.76 
C rane Co 
51% + l » l C redFin .76 
56% 4 1 
; CrockNI I 16 
38*« 
+ % CrompK .80 
47% 
% crousH nd 
11 
47% 46% 47*4 4s CrousHnd .'i2 
180 4 3 » 43 
4 3 » . . . . CrowCoU .521 
M 
2 3 » 22% 23 
- » ! Crow p fl.20 
35 
1.4 
13% 13» 
.... crow n Cork 
2 
27% *1% 27%, — % CrwaZetl 1.20 
12 
1,4 
13% 14 
+ 
» crnZ pH .2® 
276 
55% 54 
55% * 2% CT8 Corp 
50 
37 
25 
24% 25 
.. 
Culligan 
28 
132 
48% W% 46% 4 *» 
CumEng 
R8s 
111 
54% 53% 54» 
— % e m u Drug 
I 242% 242** 242» —1 » C urtis** rt 
*20 60 % 60% «0% + % turtos*Wr A 
■ 1.15' 
69 115 
115 
* 3 3 5 » 
35» 
234 
4 » 4% 
4 » 
« 
4%' 4% 
4 » . . . . 
666 
22*« 21% 
2 2 » + % 
717 3 0 » 29% 
30» +1 


Cutler H 1.21 
SS**, — % Cyclops la 
Cyprus Mm 1 


*130 
375 
2,99 
M 
*300 
80 
5 
1.17 
17 
179•79 
15 
'23 
417 
257 
*100 
8 
107 
405 
1 
6 
136 
113 
« 
72 
50 
59 


27 
34 
187 
38 
28 
124 
3® 
47 
799 
1 
86 
m 
I.7t 
80 
25 
16 
6® 
442 
' 1 
14 
19 
16 


62% 
63 % 
20% 
■30%. 
4%. 
13% 
47'* 
57% 
24% 
12» 
14» 
38"» 
5.1% 
15 
36% 
6 0 's 
58» 
30% 
15% 
31*. 
89 
57 
31 
21% 
23 
45» 
16 
29» 
142 X>4» 253 
27 28% 
27% 
9 » 
» 
40% 4® 
32:% 32 
21 
20% 
28% 
28» 
34» 
20» 
24% 
11% 
19% 
.2»» 
30 
65 
•13 
15» 
37% 
10% 
33% 
•*2 
49% 
19» 
31% 


30 
4%, 
13% 
47» 
52» 
23% 
12 
14 
37% 
52% 
14%. 
25% 
99» 
58 
10 
14» 
30» 
89 
57 
.19% 
>1 
21% 
m 
15% 
29 


34" i + » ; 'Del Ed pfS.SÓI 
12» - % Dexter Cp .25 
31% + 1 » Dial Finl .54 
31» + % D iam intl 1.80 
32» — » Diam Sham 1 
26% — % Día Sh pfC 2 
16» - to DiaS pf D1 20 
7% + % Diet, a phene 
11%. + to DiatmM .40b 
23» + » DiGi.Br* ...60 
16» + to Digital Equip 
9 » + % . Dlllinghm .40 
33» — % Dillon BOh 
3 5 » —lto Disney 20b 
45% + V* Diaatoa 06e 
7 » 
D islSrag .70 
35 
+1 DisSeag fn.70 
% Dtversfd Ind 
-'% DivMge 2.73* 
Dr Pepper ,22 
DonteMns .80 
DomkFd .63e 
I ton Lien .We 
Donnelley 
*8 
D orir Cp .32 
D orr Oliver 
Dorsey .10 
D over Cp .84 
DowChm 1.89 
D PF Inc 
DravnCp 1.40 
D resslnd 140 
D ress pf 2.20 
I>ressr pfB 2 
Dr ex IB. 2.08e 
D reyfus Ci> 1 
Duke Pw 1.40 
Duke pf'8.,70' 
D uke pi7.BO 
Duke pfS.75 
DunBrd IJOa 
D uplan Corp 
duPnnt 5e 
duPnnl pfl.50 
duPont pf3 ...SO1 
D aq U 1.66 
Dq 4..»pB.M 
Dq 4.10pf3.03 
DuqLt 4pf 2 
Dq 2.10pf2.10 
Dvmo to ,05e 
E agleP ic .94 
EaacnCp ,50b 
E ast Air Lin 
E aatG as ,®«f 
E ast Util 1.56 
EasK nd 1.06a 
Eaton 1.50a 
Eaton pfl. 19 
Echlin Ml 
32 
EckrriJk 
1 ta 
EckrdNC 
21 
EdisnBr 1.04 


Elect' As sue 
Ele cl n. D ata 
El Mem Mag 
ElMMa* pf 
E 'ein Nat 
E lixir Ind 
EIPasoNG 1 
E ltraC p 1.28 
E m er El 1.20 
E m ery Air .52 
Em ery In .11 
Em hart 1.20b 
EMI Ltd ,16e 
Em pDist 188 
Em pD 3pf.50 
E m pFin .681 
E m pire Gas 
EnglhMin .4® 
Ennis Rusn 
K nvinridb Cp 
Equtm rk „.39h 
f quitGs 2.40 
E q u itlJ 2 (t:te 
E qutyFd .10e 
ESB Inc 
1 28 
Esquire .30 
Esaexlnt I ...20 
Essex pf2.84 
Eaterli'i, ,38a 
Ethyl Cp 88a 
Ethyl pf2.40 
EvanPd ,30b 
ExCellO .80 
Ex tendea re 
Exxon 3.80e 
F aberge .40 
F actor A. .Mb 
F airch Cam 
F air tod .3de 
Ea-rm nnt .30 
Fakrtaff 
IOe 
F-'mlyKin .60 
Fan«teel Inc 
F ar West Kin 
FarehM f 3tp 
Fodders .90 
Federal. 1.20 
Fed Mo* 1.80 
FedN Mt* .38 
7'edPapBd 1 
F P ap pfl.20 
FedSifin S .30 
FedD Str 1.04 
F ederal Dev 
F erro Cp .76 
F tbrebrd .78 
FM M tg 2,m r 
Fid I! Bn 2.20b 
FieldctM 1.40 
Filtrnl 1.40 
Fin Fed 1.04t 
F irestone .83 
FstC hrt 1.504 
FstChi C 1,63 
FstM tg 2.34a 
FstN B ns 1.63 
FstNCity 1 ,|| 
FstN StRac 2 
FstN Str 25p 
F stPenn 1.16 
PxtPaM 2.11e 
F 'tt nRE .92 
FatYaBk .44a 
FstW isB 1.66 
Fiscti'bch .14 
FishrF'd* ,29r 
Fisher Set .16 
Fleet Ent .12 
Fiem lng .50 
Flintkole 1 
Flint plH 2 25 
F laE Coast 
Fla Gas .«2 
F la Paw 1.74 
F laP w U 1.10 
F la tte r] 1,0* 
FluorCp 1 m 
Fluor pfB 3 
F ly T ig r 1.481 
F lyT gr 
pfl.30 
F%CM Cp .85 
FM C pfl. 25 
F d F alr 42r 
Foote CB .60 
'FooteM in pf 
Ford 54 2.70 
F or Me Ks .84 
FM cK pf 1 80 
FtH ow P 54 
Fo*l Whi 
*0 
F ort Whl pf 1 
Koxbofn .40 
FranklnM .20 
F rank St,r .40 


56 
4-1 
38» 4- » 
32% — » 
46 
— » 
37 
— % 
16» — %, 
4 » 
. „ ^ 
32» 
.. 
. 
6% 
50% 
23» 
56 
37%, 
103% 
1.2» 


4 1% 
+ 1% 
+ » 
+ % 
4 % 
■+ % 
1%: — %! 
48% .. 
i 
19» 
+ % 
15» .. .. 
22% —1 
29» - » 
35% 
4 » 
37 
% + 
143% — % 
27» 4- to 
28%; — to 
30» 4 % 
89% — % 
19 
19 
........ 
61% + 1 » . 
22*6 
36% 
19%, + 
54 ' + 
21» + 
51% — 
35% — 
33 
4- 


4 » 


» 
4- % 
% 
11 
29% 4 » 
«2% —1% 
,59 
11% + % 
38% — % 
12% — » 
12% — % 
27» 
26% 4- to 
24% 4- » 
■•» + to 
22» + %; 
4 » 
16» — % 
61% + » 
24» 4- % 
28% 
31» —1 
25 ' . 
83» + 
66%, 
42% + 
104 
23% — 
10% + 
30% 4- 
30% 4 


to 


63% + 1 » 
10% * % 
» % + % 
4%: +■ % 
13% — % 
47% ... 
52 » - to 
23» + to 
I t 
14» + % 
38*9 + % 
53'% +■ % 
1 4» — % 
26'".'*. + % ; 
60% + % 
58» 4- % 
30% - % 
15% 4 1 
31% — % 
16 
4 Sto 
57 
4 % 
30» — » 
21% 4 »'! 
22 
4 » 
45» 4 % 
1* 
4 % 
29 
- to 
253 
- % 
27% - % 
« 
• » * % 
'* 40*1 4 to, 
32" s — % 
20% + %, 


496 
2399 
22» 
23» 
+ lto 
21 37». 37» 37» — 
511 
'IM 
14% 
14» - H 
27 
3 8 » 
37» 
38» 
+ 9ft 
2 
64 
«4 
61 
7 
65 
64 Vi 
64 Vi - to 
44 
14 
14 
14 
295 
21» 
21» 
21» 
+ % 
*100 118 
111 
118 
+ to 
tine 101% !.«.% 103% + %! 
*850 102 
102 
102 
1 
« 44 
8.1». 
83» 
4 to 
13 
a » 
23» 
a % 
+ Vi 
41 
18% 
17» 
18» + to 
90 
3 4 » 
34» 
34» 
254 
2 0 » 
20% 
S to 
4 
3 0 » 
30» 
30» — to 
2® 
16» 
16% 
16’* 
+ V* 
98 
lito 
II)'* 
10% 
SS 
48 
47%. 
47% — to 
1,3® 
13% 
13 
Uto — to 
297 
88» 
17% 
88 
4 14* 
65 
10 
9 » 
9 » 
+ to 
24 
34% 
54 
34 «j 4 » 
84 195% 193» 193 A* 4 » 
255 
17% 
17% 
17% - to 
12 
44 
13 
44 
4 1 
14 
39» 
39» 
19» + to 
147 
S49 
i » 
2% 
IM 
29» 
28» 
a 
+ % 
X 
24»* 
24» 
X » 
+ to 
11 
63 to 
63 
63 V* 4 to 
3I 
9 
8 » 1 
9 
+ 
15 
10% 
10% 
10% _a* 
147 
2 !» 
21 
21 Vi - to 
38 
24% 
a » 
23» - to 
8 
IT 
16» 
17 
IX 
II» , 
11» 
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PaPLt pr8.40 
P aPLt pr8 00 
% Pa P U pf4 5® 
V* Pa PLt pH.40 
•2%, —Ito Pennwlt 1.20 
38%. + to Pen wit. pil,*® 
O to + % Penn zoil! .80 
22A* — to pennz p fl.33 
14% — to PeopDrg .55 
18’* + Vi PeopGas 2.16 
81 to — Vfc PepsiCo 1 
25% — % Perk El m r .22 
18V* + VI Pet Inc 1.35 
74'* +1 
Petlnc pf 1 
30» . 
. 
M AP aut 1.20 
I I » .X % |! Petrie sir .40 
22V* — V* Pet ral an .34 
17'* —lto ' Petrol p fl.37 
14» + to Pet rim 1.86e 
13 
— » Pfizer 64 
33% +1% Phelps D 2.10 
52% +1 
«hila El 1.64 
«2% + Vi Phil El p fl.75 
'33% — A* Phi! El *17.15 
3 1% — % phu h pf7j|o 
14% + % ' Phil El pf7.7S 
p .¡laEl pf 7 
Phil El pf4.68 
- % Phil El pf3.80 
- V* PhilaSub 1.20 
PhUMorr 1.27 
Philip Ind .20 
Phil Ind pf 1 


120 103 
■4 29 
*21)0 
29 


192» M 2» 


91% 
89% 
82 
15»* 
16% 
18% 
24» 
27’* 
17» 


+ 1 


+ % 


'28' 
3 2 » 
68 Vi + 
138'* 138» i + 5 
8% 
17 
25% 
1 2 » 
51% 
9 9 » 
I lto 
15%. 
16»* 
17» 
24»* 
27% 
16-% 
62» 
3:1% 
13» 
72% 
44% 
18% 
81» 
25% 
18 
73% 
30% 
12%, 
22"* 
1 7» 
144* 
13 
32% 
51% 
62» 
33% 
34% 
14» 
16% 
110 
17% 
33» 
14 
23% 
33% 


12% 
2(1' s 
17» 
12% 
15% 
17% 
4 0 » 
42 to 
15» 
94% 
52% 
43% 
82 
23» 
32% 
25% 
4 4» 
25% 
22» 
18% 
zin 90» 
8 
11 
11 
16 11% 
17!» 
8 
21» 
12V* 
43% 
35 
15% 
35» 
22% 
13» 
19» 
43% 
3 » 
10%, 
9%. 
91 Vi 
26% 


18(1 
92 
33 
79 
173 
01 
5 
35 
106 
70 
14 
8 
115 
56 
110 
131 
M7 
110 


21 to 
12 
19% 
17% 
12% 
15» 
17» 
39-% 
42 
15 
33% 
52 
43'* 
81» 
22» 
32»* 
25V* 
44» 
25% 
22» 
18» 


28» 
12V* 
20 
17V* 


+ to 
+ %: 
+ V* 
+ % 


Safegrd tod 
Safeway .1.35 
SUocM 1.50 
St Jo* LP 1.11 
StL SaF 2.5® 
StR egtsP 1 60 
SalantCp 30b 
SaoDGa* 1.20 
Sanders Asm 
Sangam n .43 
ftonJtian Rae 
Sa Felnd 1.60 
SFe Ind pf.50 
SanFelnt .30 
SarWelSci .30 
SavanhE 1.12 


Saxon Ind 
Schaefer Cp 
ScherPlg .96 
ScblitzBr .56 
Schlm bg .50 
SCM Corp 
SCO A tod .60 
ScntLFds ,5ft 
Scott F ell .84 
S eed For .6® 
Scott Pap ...50 
Senvill Mf .75 
Scovtl p(2.5® 
Scud Duo Vst 
Scuddr pf.53e 
SbCI. to 2.20 
Sh'WAIr ,734 
Sea grave .ill. 
Sealed Po .72 
Searl GD 1.3ft 
SearsR 1.40a 
S eatrain Line 
Sedeo Inc .08 
Servm t .52b 
Shakspre .24 
Shaped .10 
Shell Oil 2.40 
ShellTr 1.25c 
Sire H e rd .56 
ShcUGl p fl.40 


2% 1 to ' ShellGI pfl 3S 
Sherw Wm 2 
15» — to 
17% + V* 
40% . 
42 
% 
15 
. . . 
34 
52% + to 
43% — V* 
*2 
.. 


73 
161 
162 
967 
372 
115 
28 
4 
5 
122 
29 
120 
271 
72 
58 
199 
129 
Z390 109 
z220 104 


Sher W pH .40 
SiegelH .IOe 
Sierra P ac .86 
StgnaK b -60b 
Signal pf'2.2# 
Signal pf 1 
Sign ode 1.14 
Si m m Prec 
Simmon ,80a 
* Sim pPat .30 
'»• SingerCn 2.40 
» Singer p fl.50 
%; SknggCo .40 
% Skelly Oil 1 
S H Corp' .90 
» Skyline .24 
+ Sm ith AO .74 
V* Sm ith Inti JO 
Sm ith 
KF 2 
Sm ithsTr .40 
Sm ucker .70 
20 » — Vi .sola B as .50 
11% — % Sones ta 
43 
— % Sony Cp .00# 
34"i — » Sony In.06# 
15% — V* SooLine .62h 
SOS Cons .50 
» SCarEG 138 


23» + 
32% + 
25» + 
44%. + 
25 » + 
22% . 
18% + 
90'» 90» 
U » + 
11 A* 
17» + 
7% — 
to 
11'* 
17» 
7% 
20» 
11%. 
43 
34» 
15» 
35% 
XX» 
12% 
18% 
42%, 
3 
9 » 
9to 
1 0 » 
26% 
109 
109 
103» 103 V4 — % 


17 
110'* 
18 
3 3» 
14 
2 3 » 
333* 


35» 
22V* + 
12% — 
% SC EG pf2,50 
18% — 
% so Jertn d 1.52 
43V* +1% southdw n Inc 
3 
........ t Sodwn pfl.W 
10» + % SftecalB'k: .73 
» » 
.. SoeastPS 1.28 
W » + » SoCalEd 1.56' 
26% 
+Vi South Co 1 30 
SoulnGE 188 
SouNGas 1.50 
zSOO 
61Vi 61 
61» 



SoNEuT 2.72 
*110 
60 
60 
60 
SouPac 2.16 
74 28% :27% 28% + %. 
1 M l 
4 
26%: .26% 26,»* 
;Soui By pf.50' 
234 
27» 27% 27"* 
— » SouUCteft 1 30 
32 
39% 39» 39» 
- % Southing .24b 
37 
11% 11% 11% 
+ » sw sA irm .37* 
112 
38» 38 
38» 
+ » Sw stFor Ind 
75 
88» 88 
88% 
+ » SwstPSv .78 
107 
34% 33% 34% 
+ % Sparton .2» 
87 
36'« 35% 36% 
+ % Sperry Hut 1 
12 
19» 19 
19» - % S perry H pf 3 
.30 
31 
29'* 38 
+ 
V* Sperry R .60c 
4 
76% 7 6 » 76Vi — 
» S prague El 
103 
X I» 28 
28» + 
» SprlngsM .60 
1 
56"* 56» 56» + 1 » 
SquareD 1 
27 
22» 22% 22» + 
% Squibb 1.56 
665 
43» 41» 42% 
+ » staleyM f 1.40 
7® 
37» 37% 3 7 » 
St B rands 1.66 
322 
23% 23% 23% 
+ » StdBrd pO.50 
114 
+ % s t B r P aint ,22 
+ 1 » Stdlntl .40 
+ » Std KoHsmnn 
SI Oi 1C a I 2,90 
StOillnd 2.39 
StdOilOh 2.70 
Std P ress 
S tPrudent .66 


110 120» 119» 1 » % — » Phil VH .40 
266 
29 
21 
28 
19 
31 
62 


5 9» 
23 
22» 
14 
31» 
24» 
55» 


57» 
.22% 
22 
13» 
31 
24 
53% 


9 9» 
■22% 
72 
14 
31 Vi 
24 V* 
55, 
4 137» 1.35%. 137» 
+ 3 
34 
32, 
31. 
32 
+ Ai 
34 
18» 
19%. 
llto - to 
194 
17% 
16» 
1 6 » — to 
X 
63 A, 
63 
63% — to 
9 
60» 
6 0 » 
60» 
- % 
83 
30% 
30% 
30% — » 
43 
X » 
X » 
X » 
— % 
90 
3 6 » 
37 
.37% — A, 
61 
23» 
23 
23% + to. 
160 
1,7% 
17 
17% + to 
14 
32» 
32%, 
32% +' Vi 
484 
32» 
31» 
32 
+ % 
40 
88 
84s , 
88 
+JA4 
X18 
19 
18", 
19 
+ to 
165 
16» 
16% 
16» — to 
20 
27% 
27% 
2 7 » 
296 
32» 
31% 
32 
+ Vi 
193 
19» 
18%' 
19% + % 
4,93 
13 
1 1 » 
IX» + 1% 
61 
•to 
•to 
4 » 
- % 
6 
13% 
13», 
13% + %. 
5 
32''* 
32 
32 
— %. 
10 
28% 
28% 
28% + % 
224 
30V, 
29 
3 0 » 
+ A, 
12 
X » 
X % 
XV, — to 
39 
43 
42» 
42» — Vi 
123. 
8% 
8 
•to 
64 
17% 
1:6» 
17% •+ .» 
573. 
« to 
6 0 » 
60% —lto 
7 
16 
15» 
16 
— to. 
3 
45% 
45% 
49% 
296 
27% 
26% 
27% 
+ Vi 
1344 
41% 
40% 
4 1 » 
+ % 
174 
9% 
9 » 
9% — to 
2711 
271* 
26 
26 
— to 
2 
99 V* 
99"« 
99'., — A, 
12 
17 
16% 
17 
+ 
187 
34» 
,33% 
3 4 » 
+ lto: 
252 
11Vi 
18 
18'* f- 
*190 
53 
52% 
53 
+ 1 » 
*30 
49% 
49» 
49» 
+ » 
18 
18% 
18% 
18% 
+ » 
491 
17 
16» 
16% - % 
114 
55% 
54% 
54% - 1 
189 
69» 
68» 
6 9 » 
+ 1% 
23 
23%. 
22% 
23%. + to 
1 
45%. 
4.5%, 
45% — % 
15 
19» 
19 
lfto 
+ % 


+ * 
1 Pickwick Int 
PledNC* 1.24 
— % Pilla bury 1.52 
+ » PkinNGas .84 
PilneyB .68 
Pitt For* 80b 
+ 1 * PiltFlW pf 
Pittston .Mb 
Plan Resrch 
Playboy .12 
PiessyLtd ...12 
PlessyL fn.12 


Porteclnc .80 
PortGEl 1.42 
PotlalchF 1 
PoiomE! 
1.08 
Petra. pH. 04 
Pol El pO,44 
PPG Ind 1.50 
Prem ier I .30 
P rem r 1 pf-90 
ProctGm 1.56 


American Stock Exchange 


NEW YORK ( APt-Wednesday"'* «elected Cdn tttpcrtM l 
Vmertran Slock Exchange price*: 
C ana«erl Ini 
Sale* 
Net CbNtM UMu. 
I hit».) High l.nw l’kn» d ig . 
— A—A — 
I 
1% 
1 » 
18 
4 
1 » 
M 
3 » 
18% 


34» * 
19»-* 
24'» 
10% 
19» 
26, 
29'% 
'65 
41%' 
15» 
57% 
10» 
32% 
42 
49» 
I I » 
31% 


- % 
+ V* 
34» 
an 
+ % 
24% + » 
11% + % 
19% — % 
:M% + 'to 
90 
....... 
85' 
. . . . . 
41% —1 
15% — % 
57% + v, 
10% + % 
ISA* - to 
42 
- I 
49% 
% 
19% ♦ » 
31V* - to 


Acme Prec 
A rronca Inc 
Alaska Air I 
Alba Waidsn 
Alteghy Airl 
MleghyCp wt 
Allied Art 
Altamil Cp 
A Israeli .36# 
Am P etr 1,10# 
Anal» Co Ltd. 
Anthony llnd 
AO Indust 
Argu» Inc 
AriiCeloLd C 
Ark Best 
32 
ArkLGa* 13® 
Asamcia Oil 
At on Chem 
Alla* Cp wt 
Austral Oil 
Automat Rad 
A VC Corp 
A A EMC .10 


Bald DH Wth 


30 
'26' 
95 
30 
121 
31 
«73 
24 
15 
109' 
142 
f 
.30 
35 
171 
107 
11 
159 
101 
at 
t 
69 


4 
18» 
10 
5 » 
7% 
19» 
31 
2» 
1 4 » 
1% 
2 » 
3 1 » 
20% 
25» 
14 
1% 
1» 
M i 
5 » 
6% 
I f l S f l 
- B—I» — 
11 
360* 
36» 


5 
7 » 
0% 
30% 
3 » 
24 
1» 
2 
20» 
20» 
35% 
13% 
TV* 
1% 
19» 
SH 


C arnal 1 20a 
C ertftm c p 
C ham p Hum 
1%. 
+ to c h e rry B J* 
“ 1 * Ctoirtlam C tn 
««i “ i2 O nernm n 
3 » - » c u r u ca b le 
l*to 
C lam s I at 
9 » — to C[0 p ,y 
05c 
Cnil inti 
C»lam an .4® 
Colon Smd .30 
CnmPS 1.50 
CMMW'grptt 
Corn'llrd Fab 
Ceetiec Corp 
Cun Oil Gas 
Consyne Cp 
* Cant M ater 
to Cook Ind 
O n tf tV 
8i)a 
*• Cardón Int I 
„ C raig Corp 
to CreoW P XM 
• 1 C rest ntonl 
- 
Crystal! Oil 
Cubic Cp a>* 
C utler A .44 
3S>« — % C utterB 
44 


5» 
7 » 
®*s 
It 
3'to 
24 
1%, 
2» 
21V» 


25% 
13% 
1% 
1% 
XBto 
5% 


— % 


•to t 
■ to 


9 V* 
8% - % 


D - F 


52 
Mto 
Sito 
51% 
+ % Damon Corp 
181 
66" 4 
61% 
66 
29 103 
1021, 
102% 
Dan River 
118 
i t » 
10V* 
10% 
51 
13% 
lito 
13% 
+ % Dana Cp l.M 
71 
•40'* 
39+» 
4® 
1 
19% 
1.9%, 
rato 
D art ted .Mb 
137 
49% 
47A, 
49% 
1422: 
,!•% 
lito 
17 
—ilto 
D art lad pt 2 
7 
9ft 
I» * 
SO 
41I 
37 
u to , 37 
+ » DavcoCp 1.14 
31 
17% 
i? » 
ITto 
53 
10 
9% 
9 » 
— % 
Daylin ...24 
88 
i»to 
M » 
1.7% 
16X 
25"'* 
24% 
25» 
. 1 
DaytnHud .54 
270 
26% 
X » 
36% 
1082 
10% 
•V* 
19 
— » 
D avtnPI. 1.66 
124 
25'* 
24% 
24» 
2 
7% 
7% 
7% 
» 
D P L p fE 7,70 
*70 104 
103» 104 
3 
27% 
27V, 
27» 
+ 
to 
D eanW tr ,30t 
34 
21» 
20% 
20*4 
215 
Mto 
29% 
29» 
+ 
% D eere Co 1 08 
1146 
17*.j 
46'-j 
46.» 
215 
37». 
:M». 
37» 
». 'te lm a fP 1.12 
466 
17% 
17%. 
17», 
6ft 
•to 
6 
Cto + 
to 
i v i K ate 1..to 
•1 
2,3% 
a 
33% 
38 
.}»'* 
sato 
S I» 
+ 
V, *.%«:•: Ato*' .to 
428 
60 
59 
59%: 
*320 
1 U to 
115 
US 
Deitec tilt 
37 
9%, 
9 
9 
IM 
18» 
17% 
17% T 
to: Dettec tet In 
1 
1% 
ito 
ito 


+1 
1 
♦ V* 


Bald Sec 31e 
2 
6 » 
8% 
8% — to 
H am ster Cntl 
510 
32% 
31% 
32.» +1 
B a ro n Eng 
1 
1 » 
8 » 
8% + %, 
Barn"» el Ind 
1: 
•to. 
9 » 
'Ito 
Barry Wr .39' 
I 
1 1 » 
II'to 
U to 
1% 
— 11 
Baruch Foetr 
9 
1% 
ito 
Beverly Ent 
«9 
4% 
4% 
4% + to 
Bow m ar In* 
302 
16V* 
15% 
16 
+ 
v. 
B rad Ragan 
64 
22% 
21», 
22 
— % 
BrnlAirA .J9Í 
66 
16% 
16% 
16% 
%< 
BratH-anlJ lb 
85 
30% 
90 
20 
— 
BwnF B . toto 
11 
33 
3 2 » 
33 
+ 
% 
Bulle* Gk Oil 
133 
25% 
25-% 
23». — 
■; 


+ % 


11 to 
- to 


C atdor tSr 
Calcomp 
CampbC.tib 
Cdn Exp GO 
Cdn Homestd 
CdnJavIn JK 
Cdn M ar .lo t 
("da Merrill 
Cdm O cddetl 
Cdn Merrill 
I Cdn O ctldntl 


— 
■:..f* 'Mae 
101 S 
20'« 
111 
O4» 
9 » 
57 5 11 19 
Sto 


2% 


Da itch .ifie 
D ata Control 
D ata Prod 
'Delta Cp Am 
Den Tal E t 
Devon A ppar 
D illard 
40e 
Dtxilyn Corp 
Dome Pe t ml 
Drew N ati 
Dr « F air .Iftb 
Dur«Tst 
2.1b 
D yiutec .131 
22% 
9»« 
Sto—3*16 F. Syste m 3® 
73 
3% 3 13-18 1 13-19—1-16 E astern Co 1 
49 
!®to 
10»« 
I0»s - to Ec lu n a r Cp 
1% — to Edo Corp 
8»» 
I.hrea Plwlo 
7%+3*14 (Stoel Aartrt 
11» '— V* E itct Comp 
7 '» - 3-16 'E'lerim n 
'«Ob 
llto - to Etectnw pca 


9 
5%. 
42 
14 
is 
f% 
36 
11% 
15 
TV, 
36 
U to 


8% 
5* a 
f 
into 
7 
10» 


6ft 
96% 
.51» 
X to 
+ 1% 
13 
2** 
2% 
2% 
76 
7 » 
6% 
9% 
•» to 
*174 135 
132» 135 
+ 1 
17 
2% 
2 » 
2% 
581 
15» 
15 
13 
■ 
% 
2 
1.0V* 
lftto 
10% — Vi 
89 
4 » 
4% 
4%. 
75 
1'» 
I 
Xto + »,; 
4 
3 » 
3 » 
3% 
27' 
9 
8 » 
1* 
+ 
19 
u to 
n % 
11% 
+ to 
129 
16 
15V, 
19 
+ to 
24 
36» 
I*1, 
X % 
- to. 
3 
8% 
8% 
•to. 
28 
29' 4 
28» 
29V, 
22' 
28% 
27%, 
■ 
- t o ; 
f t 
4 
I 
4 
Mil 
•to 
7%; 
1% 
+ % ; 
48 
3 » 
3% 
3% 
•1 
9% 
8% 
9% 
■ + % ; 
17 
2 » 
2% 
2% 
+ to 
31 
15» 
14% 
14% — ** 
. 
» 
19% 
19% 
19% 
+ to., 
•1 
15% 
14% 
14% - a*' 
22 
3 
4%, 
5% 
♦ to 
1,20 
IS 
i n # 
IB 
+ to, | 
11 
1% 
1%, 
ito 
1ft 
11 
low 
— to 1 
M 
11% 
t i t . 
11% - % 1 
1169 
17 
lfto 
17 
+ I to !! 
13 
16» 
15» 
16» 
+ i% 
- I)—D — 


If 
7V* 
7% 
7% — » 1 
• 
3 
8*4 
3 
* ** 
39 
4 
3% 
3% — tot] 
41 
Tto 
8% 
«to —i v*: 1 
4 
55% 
55» 
55% + to 1 
17 
14% 
13% 
14 
- toll 
26 
36V* 
25% 
* 
+ to i 
• 
61» 
6% 
6% ♦ to ji 
1» 
4ft», 
40 
4®’» * * •;;! 
96 
SJ; v* 
'iPWl: 
stot 
5% - H | 
12 
12%" 
lito 
12% 
4 » 
MB 
IM , 
'14%: 
15% + H i.|, 
37 
4% 
4 
•to 
- K—K — 
83 
4to 
tto 
4% 
+ to * 
1 
18» 
19V* 
19» - t o i 
11 
Ji* 
3 
3 
____ll 
19 
7 » 
TV* 
7 » — 
1 
99 
15% 
15V* 
m t 
____ 1 
a 
3 » 
3 
3 
..........If 
1 
i n 
ito 
i » 
1 
13 
31% 
30% 
M to - t o i 
34 
Uto 
10% 
10to - to l 


1 E*>quire Rad 
19 
11% 
11» 
11% — » 
E an ei Chem 
23 
4 » 
4 » 
4% + to 
1 
— r —r — 
Falcon Sbd 
21 
10% 
1ft 
10 
- % 
Fed R ennes 
64 
2% 
2 » 
2% 
Fetm ont Oil 
43 
13% 
12%, 
Uto 
Film ways 
9 
4 
3’* 
3% 
Finl Gen .24b 
29 
14'.', 
11% 
u to 
+ » , 
FriresfLb .281 
56' 
•to 
9 
»». 
Friend F rost 
I f 
3 » 
3 » 
)% 
F rontier Air 
88. 
9% 
* 
1% 
’+ to 
— G---G — 
G abriel Ind 
3 
12% 
12» 
12% 
+ % 
Gen Plywood 
3 
2 » 
2% 
2% 
G enge. Ind 
119 
11% 
U to 
llto 
Giant Fd Via 
IT 
22%. 
3 2 » 
22V* - A* 
G iant Ye I JO 
'41; 7 ft-H 
T » 7 9-11 • 3-16 
Gladding Cp 
39 
7% 
'7% 
7%, + '"* 
' Gtaarock Prd 
22 
7*4 
t 
7% — to 
G ray Mf* 
13 
13% 
13» 
13» 
G realA m ted 
IT 
ito 
1 
1» 
+ v. 
Gt Baam Pet 
30 
1% 
2% 
2% 
Gt Lak Chem 
43 
•V, 
9 » 
8» 
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T elecor tec 
Teledyne .70t 
Teledyne pf 6 
Telex Cp 
43» + ’% Tem ple I 
28 
» % + » T en n ew 1.36 
38» + 1» Tcniiec wt A 
Tennec pl5.5® 
Tesoro Pet 
Texaco 1.66 
TexETrn 1 58 
TexG asT 1.58 
TxG as p fl.50 
•M , , I t TexCIfl'BC .60 
ix" T v * Texas ind lb 
Texaslnst .84 
TexOil Gs .01 
TexPLd 52e 
Tex Util 1 


1 
30» 
3 0 » 
X » +15 
16 
S to 
22» 
23» + 
to 
I3< 
19%, 
19% 
iftto ■ » 
12 
12 
11% 
t t 
to 
109 
36 
3 5 » 
35% 4 to 
29 
35% 
34% 
35% 1 A* 
1 
62 
62 
62 
68 
16» 
15% 
15% +. to 
X 
37» 
X % 
X % - 
•* 
77 
30% 
Mto 
20-% — to 
101. 
12 
i i » is 
Hlf" 
7» 
24% 
24» 
24%, 4 
109 
■40", 
39-% 
lftto 4 
to. 
92 
21» 
21 
21% 4 
to 
18 
19% 
lftto 
19V, 
129 
46% 
43% 
46 * - 
% 
35 
15» 
15» 
15% - 
% 
281 
22% 
22 
22% + % 
1 
78 V* 
7 8 » 
78% + 
% 
958 
6 » 
,5s* 
ito f 
to 
16 
23», 
22% 
23% — to 
536 
29 V* 
2 8 » 
M to — to. 
317 
8 
7% 
7 » — to 
24 
107» 106» 106», —lto 
144 
M to 37 to 37» 
+ Vi 
666 
38 
37 37 
— % 
92 
54to 
54 
54V, 
- A, 
1132 37 
3 36% 
260 
11% 
27 28% 


,!!* . J Tex.tr p tt.n 
^ + * Trx.tr pfl .40 
TMnlui) .40 
Thom Bet 1.12 
Thotnln , 10b 
Thom JW le 
ThriftyD g .37 
T1 C o;p 1.32 
TM earatM .5® 
Tim e Inc 1.90 
Tlm eaM lr .52 
Tim es Mir wi 
Tim ken 1.80a 
TirhR tty JOb 
T ahir P Jftp 
Tatedo E 1.84 
To«>IR«h 2 Wt 
Tool Rot JOb 
T rnne Co .9*»' 
•PransU 1.33 
Trnna W Air 
TrnW A 'r pf 2 
TrinaW d Fin 
T ra m m r .55b 
Tran*» pH.50 
Tr*n«eon 42 
T ravelr* 84 
T rav elrs pf t 
T ravL tff .25*' 
TrtCw i X.I7* 
Tr tCon pfX-M 
TriSnM 2.44a 
T rian sln d 
8® 
■ 15a 
T rtnttyln 
56 
Tropica na 
TRW Iih- t 04 
TRW pH.M 
TRW' pf'4.4# 
'TucanGE .78 
Twwnt Cent 
Tyter Corp 


76 
5 
781 
60 
125 
22 
I 
18® 
68 
12 
4 


35 
2 1 » 
36 
32 Vi 
35», 
41% 
32% 
19% 
94 
23» 
X » 
28 
12 
63 
28» 
11 
29% 
I S 
49 
22' 54% 
2 27» 
42 
42% 
8® 
23V« 
« 
1ft 
99 30% 
127 
45» 
* 
1 5 » 
35 
70» 
77 
44Vi. 
'70ft 49% 
21 
29»* 
72 
16% 
854 
X 


19 
308 
1.1 
24 
54 
l: 
38, 
19 
32 
X 
116 
X 
22 
f 
229 
210 
18 


14» 
43% 
S to 
14’* 
3 3 » 
» 
s r * 
13V* 
20» 
14» 
5 1 » 
37» 
80' 
•1% 
1C» 
11% 
1 7 » 


u 
- z 


3 7 » 
36% 
» % 
19% 
22% 
ft* 
36» 
46% 
41’ , 
40’j 
10» 
1.1» 
105 


IX 
a 
1 
97 
284 
SJ 
«3 
,236 
2 


XV* 
37 
♦ to, 
XV* 
36» — % 
17» 
17%, + » 
Mto, 
X » 
+ to, 
162» 163% + to 
34% 
J4Ai 
21% 
21% 
3 5 » 
X 
+ to 
32 
32 
- » 
34% 
35» 
+ » 
4®%; 
41 
+ to 
32» 
M » + to 
19» 
19» 
+ » 
81% 
'Mto ♦ Sto 
23% 
23% + » 
36% 
X s , 
+ » 
11% 
11% + » 
28» 
28% + » 
28% 
M 
- » 
47 
47 
- i t o 
53% 
34», +1 
S to 
Sto: 
+ %' 
41%. 
41% - %. 
227* 
27% 
4 » 
9% 
10 
+ » 
29% 
X » 
4 » 
4 4 » 
45% 4 tto 
1 5» 
15s , 
70», 
70% 
4 to. 
44 
44» 
47%. 
c m 
_ » , 
29% 
29%, - to 
16» 
16% _ to 
19» 
19% 4 » 
143'* 143» 
+ 3» 
14» 
14» — to 
41% 
42 
- 1 » 
52 
32 
- », 
11» 
13» - to' 
11 
13»; 
35 
35 
_ » 
32» 
32» - to 
15 
15» 
19% 
29 
+ to 
13% 
14 
50» 
9 9 » 
+ to 
37» 
37». 
79» 
79» 
M to 
9®% — to 
15» 
l l » 
+ to' 
10» 
18» - to 
27% 
37» 
+ to 


X » 
S 
+ to 
X 
X%. ♦ to 
22» 
23». * to 
19 * 
lftto ♦ to. 
llto 
m m , ♦ to 
9% 
•% 
X » 
36» 
♦ to 
47% 
49% + to 
47% 
48% + % 
3 9 » 
39% - to 
1:9» 
lato" ♦ to. 
18% 
M b 
+ to 
104» 
1:04» - to 
(Continuad m Page Nineteent 


New York Stocks 


(C ontinuad from Pago E i9(1 toon) 


t'n TO pfs.to 
im 
*7 
*7 
87 
+ 1 
Un E l p(4.50 
*30 
62 
62 
62 
. . . 
*40 47 
46% 46'a 
— 44 
271 
! l i 3810 38% 
+ 44 
129 
Sim 51 
51% 
+ % 
221 5i% 57% am + % 
a 
11 
10% 11 
+ 1 4 
71 
lOVi 38% 40% 
+ % 
297 
15% 15% !5% 
+ % 
*420 103% 102% 103% +1 


American 
Stocks 


I n E l pf3.50 
UnOilCol 1.60 
UQCol pf2.J0 
U» P o e Cp 2 
U nPac pf.47' 
Union* m .80 
U niroyal .70 
U m royai pf 8 
Unishop ,20p 
Unit Air 1 .» 
Unit Branda 
U Bra pi 1.20 
I'nitC p .70* 
Unit Fin Cal 
U nilG as .84 
Un Ilium 2.18 
Unit lnd .3:2 
Unit In pi.42 
U nit Inns .10 
UnJersBks 2 
Unit MM 1.30 
U l N ucir 
Unit Pk Min 
Un R ating .15 
US FidG 2 .» 
US rimt .05 
UHPdrS 3.19c 
US P rc c t l 10 
US G yps 1.60 
USGyp pi 1.80 
US Rom e .12 
US Indus! .62 
US L e asf .20 
US 
Shoe .*8 
US Steel 1.60 
US Tobac .62 
UniTel 1 
UnlTel wt 
UnTel pi 1.37 
VnTal pi 1.50 
U L e d 1.56 
Univ Oil Pd 
Univ C m ptg 
Upjohn 1.60a 
U ris Bldg .40 
U SL IFE .52 
IfSM *tp .40 
Ufa h in t .84 a 
U tahPw X t 2 
UV lnd 1 
UV lnd pf5 50 
UV lnd pf 1.26 
V arían Assoc 
VCA C orp .40 
VC A Cp pf.10 
V ender l.so 
VendoCo .30« 
VF Corp .55 
Viacom Int 
VictComp .50 
V aElPw 1.12 
V aE P pfS.64 
Va E P pi7.72 
Va E P p i7.45 
Va E&P pf 5 
Va E P pf4.20 
Vnrnado 
VS! Corp .48 
VulcM Pt 1.04 
VW.R Unit .41 
W achnva .62 
Wach p 12.20 
W achRl 2,61a 
W algreen 1 
W alkrH 1.20a 
W itllBusF .40 
WallMury .60' 
WalMart Str 
W ang Labs 
W ard Foods 
W arnaco 60 
W arnc pfl.50 
Warn Com ..25 
W irnC p i4.2.5 
W arnC pi 1.25 
W arLbt 1.30a 
W arnSwa 1 
Wash G s 1.80 
WashStl 
80a 
WashW P 1.40 
W alkin Johns 
Wayn Gos .76 
Wean U nit 
W eathr .23e 
Webb Del E 


WeitMcL .50 
,56 
16% 
16*4 
18% + % 
Weis Mkt 
46 
11 21% 20% 21% 
+ % 
Wetbilt Corp 
15 
2% 
2% 
2% 
W eltsFar 1.72 
96 56 
55% 55% 
+ 44 
WeilF M 1.86e 
38 2544 25% 25% 
+ % Reese* Telec 
W ellsRG .60' 
13 18%. 
11% 
16% 
— % R em Arm .80 
W esraF ...Ml 
3.1 » 
1,8% 
11% 
—, %, R e sm iC ll .06 
W est T ra .88 
3 14% 
24 
24% 
+ % | 'R eserve OC 
W PP 
pf 4.30 
8000 61% I I 
«3 
— 1 R p 'o r u ln tl 
A 


(Continued (rom P ap e Eighteen) 


Rath Pack 
Recrion ,20r 


«% 
45%. 
11% 
14% 
9% 
14% 
26% 
32% 
6% 
6% 
34 
56% 
22% 
10% 
1% 
20*4 
4.4 Vi 
25% 
37% 
26% 
29% 


7 
46 
— % 
1,1. %— %, 
15 


146 
7 
119 47%. 
70' 1,2. 
18 
15% 
50 
9% 
50 
14% 
101 26% 
26 33% 
29 
1% 
2 
6% 
II 34% 
15 57 
138 23% 
97 
1(1% 
4 
2 
81 
21% 
.205 45%. 
153 25% 
1.3 37% 
63 26% 
487 30% 
9 3144 31% 
68 
25 
24% 
378 22%. 21%. 
I » ' 30 
M 
37 23% *3% 
692 32% 
31% 
89 18% 
18% 
556 
24 . 23% 
79 
8 
7% 
55 
30% 30% 
52 
35% 35 
13 
31%: 31% 
313 
23 22% 
164 
10% 
944 
157 121% 119% 121% + % 
142 
14% 14 
14% + 
% 
32 
71% 71% 71% + 
% 
1(1 
lf% 18% 16*4, — 
% 
4* 
77% 76% 77% — % 
53 
37% 367* 3744 + 
% 
105 
29% 28% 29% + 
% 
1 
69*4 69% 69% + 
44 
19 
23% 22% 23% + 
7, 
17% 17% — 
% 
20' 
M 
— % 
21% 21% — % 
3144 32 
+ % 
14% 14% - 
% 
31% 31% — % 
19% 19% 
184* 18% + 
% 
23% 2344 + 
% 


W stPtPep I 
WnAirL ,05h 
Wn Banc 1.30 
Wn Pac lnd 
WnUn;I«t MO 
Wn 
Un p i I 
x 
Wn Un pft.fiO 
144* _ u W eetfEl 
94 
26% + % 
E P '3nf 
m u x u. 
Westvco 1.05 
8% I % 
Weyberg 1.20 
e% _ 14 1 Weyerhs .80a 
,4 
n ,¡ Weyhr pH .75 
37 
x ' ti i WkaJFry Job 
T ,* 4 
Wheel Pitt stl 
" 
4 
+1 
Wheel Pit pf 6 
WheelPit pf 5 
Whirlpol .55 
WhitCn .40b 
Whit C pfC 3 
White Motor 
W hittaker 
WickesCorp 1 
WiebtStr 
25b 
WillRos* .48 
Williams Co 
4 ms Co wt. 
Wins Co pf.80 
WinoDx 1.20 
Winnebago 
WisElPw 1.54 
WisEP pf8.90 
WiscPS 1.20 
i Wit CO Ch .92 
WolveWW ,36 
| Wometco .46 
Woods Cp ,48 
Woolwth 1 20 
Woolw pf2.20 
World Airwy 
W riglev 3a 
l Wurlltaer .60 


pf 4.50 
ZHOU 
153 
340 
750 
61 
3 » 
2 
5 108 
2121 
4.1 


10*4 — % 
1% 
21% + % 
44% —1%, 
*5% + % 
37%. ........ 
26% 
30 
+ 4 4 
31% + *4 
24% — % 
2244 + 44 
30 
+1% 
23.% + % 
32% + ’4 
18% + % I 
24 
+ % 
8 
+ % 
30% + % 
35%, + % 
31%. — %. 
23 
+ % 
9*4 — % 


31% 
30% 31% +1 
Resorts Inti 
B 
16% 
16 
16% + 
% Riher Maxs 
39% 
38% 39 
+ 
% RoWin lnd 
13%. 
13 
13% + 
% Rockwd Cmp 
56% 
54% 96 
+1 
Roy*1 Amer 
7J 
77' 
'77 
— '%, 5 s C Indus! 
107 
101 
+ % R«*eo lnd 
42% 43 
x 
% 
60% 60% 60% 
Sam bo R lie 
24% 
24% 24% - 
% fanitaa 
12 
31% 31% - 
% Sargent lnd 
55% 36*4 + 
% f f 'E P ' R*‘" 
55'%. 55% + %.:]*!? 
^ ■ 2 1 % - % 'S » M * 
a % + % ^ 
U0>;a P lnd 
61,^ 
Servo Corp 


2) 
2.1% 
61% 
50 
37 
2) 


zlO 
91 
12 31% 
227 
,56% 
I 
55% 
174 
22% 
58 
22% 
*20 61% 
*400 50% 
150 
37% 
294 
22% 
3 
35% 35% 
109 
14% 1.4% 
560 
8% 
S% 
105 
27% 27% 
49 
8V4 
7% 
112 
49% 
44 
321 
50 
48% 
M 
31% 30%, 
21 
45 
45 
36 
39%, 39 
275 
23% 22% 
115 
25% 23% 


50% - % Shattck Denn 
37! 
Sky City Strs 
22% + 1% So111™ 1 ® 
3*44 _ % Spert.ro .lib 
14%' X I , spencer Coe 
. . . _ ,1 Std Dredge 
27.1, x *x S tr horns 2<»a 
g i. + 7, Statham Ins 
45% +1% Sterl P re .261 
” ■* + i ' 4 Sterndent 
31%, + 1%. J J * 
■" 
is 
X, 1.» “ IP Corp .80 
70 
u Summit 
O rf 
23 
_ 1, Synalloy ,41t 
25% + % Syntex .40 


101 
18% 
81 20%. 
3 
22, 
2) 32%, 
14 
14%. 
48 32 
13 
19% 
49 
18% 
24% 


Xerox Cp .84 
Xtra Inc 
YngSIDr .30p 
Zale Corp .64 
Zapata Corp 
Zayre Corp 
Zenith R 1.40 
Zurn lnd. .28 


*150 113% 112% 113% +1% _ 
12 
18% 18 
18*4 
+ % P f * * * " 
,56 25 
24% 24% 
* 
127 
7%. 
7 
7% + %' T l r 'S n l n ! 
.29 
20 
19% 
20 
+ % t«M B iC W 8r . 
5 
16% 16% 
16% — V4 ¡ 
302 
34% 34% 34'1 
_ . 
20 
51% 50% 50% 
- % í ? ¡ ^ ,l ..T ,= 
24 
8% 
8 
8 
+ % 
9 120% 119% il9 'a 
1 
86 
19% 1®% lf% 
f % 


316 1H *146 
148% —1% Tyco L* t® 
63 
2* 
26*« 
28*4 + % 
12 
11% 11% 
11% - % 
127 
42% 41% 
42 
+ % 
62 
,32% 32*4 
.32% + % 
185 
30% 29*4 
30' 
+ % 
275 
49%, 49*4 
4:9% 
194 
.19% 19 
19% + % 


Teleprom pt 
Texstar 


T ran Lux .35 
TWA wt 
Tubos M ,25e 
I T w lnFnir Inc 


*10 114 
114 
11.4 
1.120 104 
103,'% 104 
1200 1«%. 102%. 102% 
+ '% 
170 
69% 
69 
69 
- % 
Z320 58 
57 
58 
— % 
187 
16% 
15% 
16 
-r % 
1 
23 
22% 
23 
11 
24 
.25% 
12% 
25% 
1.2%; 
25% 
1.2% 
+ % 
+ % 
152 
41 
40% 
40% — % 
2 
88 
#7% 
87% —3 
46 
34% 
34% 
34% 
+ Vi 
96 
21% 
21% 
23% — % 
2 
50% 
50% 
50% + Vi 1 
22 
21 
24% 
1:9 
2* 
11% 
24%, 
19 
+ 1% 
+ %, 1 
9 
34% 
34% 
34%, ... 
69 
27% 
2fii „ 
26% —1% :! 
26 
9% 
9 
9 
- VI 
397 
25 
23% 
23% 
23 
38 
37% 
37% 
+ i% ! 
529 
39%, 
38%, 
30% - %. 
3 134 
134 
13,4 
- • 
1 


U IP Corp 
Unam T r wt 
U nAirPd 3tia 
U nBrands wt. 
Unit. Foods. 
Un P Dy ,60 a 
US Filter 
Sales figures are unofficial. 
US Nat R src 
Unless otherw ise noted, rates of divl- US Radium 
dend* in the foregoing table are annual Univ Marion 
disbursem ents based on the last quarterly Utah IdSu .80 
or 
sem iannual 
decía rallón. 
Special 
or 
extra dividends or paym ents not. daalg- Valley Mel a. I. 
nated as 
regular are identified in the Viewlex 
following 
loot notes 
Vikoa Inc 
a—Also extra or extras, b—Annual rate VLN Corp 
plus stock dividend, c—Liquidating divi­ 
dend. d—D eclared or paid in 1971 plus Wab Mag .10 
stock dividend, 
e—D eclared or paid .In W asPostB .20 
stock We 11, co Enl 
on I W estate* Ptl 
ex-dividend 
or 
ex-distribution 
date. W hitlakr wt 
h—D eclared or paid after atock dividend Wichita lnd 
or split up. k —D eclared or paid this year. W ilaM rt Oil 
an accum ulative issue with dividends in Wood lnd ,72t 
arrears, n—New issue, p- Paid this year, W right Harg 


+ % 
preceding 
12 m onths, 
f—Paid, in st 
— % 
during 
1171» 
'estim ated 
cash 
value 


taken at last dividend 
mee ling, r—Be- I V ates lnd 
! Zim Rom .24 


1 78% 
78%, 
403. 94%. 
92% 
12 37% 37 
45 25% 
25% 
16 
18% 
17% 
19 22% 22% 
37 35 
16% 
9 10% 
1,0% 
« 
4% 
4% 
26 11% 
11 
84 
8% 
6% 


76% —1% 
93% — % 
37 
— % 
25% + % 
18 
— % 
22% ........ 
IK 
____ 
10%. + % 
4% + %, 
11 
— % 
8% + % 


dend. t—Paid in stock during 1972 esti­ 
m ated cash value on ex-dividend or ex- ltel cv7s95 
distribution date. 
IJonsL I 6%s94 
*—Sales in full. 
j Lmc Am 6s79 
eld—Called. x -E x , dividend, y—Ex divl- N EqR 3%,*68 
dend and sales In full, x-dls—Ex. distribu-! Nat Gen 4x93 
lion, 
xr—f c 
rights, 
iw —' Without 
w ar-. O mega 4%92 
rants, ww—W in w arrants, wd - When dis- R aP A 54*877 
tributad. wi—When issued, nd—Next day SUE 4%&82H 
delivery. 
vj—in 
bankruptcy or receivership or 
being reorganized under the Bankruptcy Approx total slock sales 
Act, or securities assum ed by such com- Stock sales year ago 
panics, fn—Foreign issue subject to in- Approx total bond sales 
terest equalization tax. 
Bond sales year ago 
Copyrighted by The Associated P ress 1972 
—------------------------ 


25 
7% 
7 
» 
51 
50% 
50% — % 
16 
2% 
2% 
2% - % 
11 
11% 
11.4* 
11%' 
M 
62 
60 
c m + i% 
#76 
1%. 
8 
8% + % 
41 
34* 
5% 
5%. — % 
I 
6% 
6% 
6% + 
21 
2% 
2 
I 
— % 
28 
5% 
5% 
5% — % 
82 
2% 
2% 
2*4 
22 
10'% 
9% 
»% + % 
34 
2% 
3 
2%. 
+% 
33 
3% 
3%, 
3% + % 
— B -0 — 
79 
40% 
39 
39% — % 
73 
6% 
6 
6% - % 
74 
3% 
3% 
3%. — % 
214 
16%, 
18 
18% 
+ % 
320 
14% 
14% 
14% 
1.» 
14% 
144* 
14%, + % 
74 
2 
1% 
2 
'____ 
3 
5 
5 
5 
____ 
9 
7% 
7% 
7% .. .. 
33 
144* 
14V* 
14% + % 
102 
8% 
7% 
«W 
,.l 
2 
6% 
8% 
6% - %, 
8 
• 
8%. 
1%. — % 
10 
2% 
2%. 
2% — % 
2» 
29 
28% 
29 
+ % 
43 
23 ' 
22 
23 
+ % 
52 
54* 
5% 
5% + % 
228 
17% 
17% 
17% - 
161 
17% 
17 
17'%, + % 
48 
19% 
18%, 
I t 
....... 
16 
% 
2% + 
IS 
7 
8% 
6% — i.t 
241 
73% 
72% 
73% +1%! 
— T—T — 
15 
1% 
1% 
1% .....J 
30 
9% 
9% 
9% +% 
30 
3% 
1 
3% 
. 
76 
17%; 
1,7%, 
17% + % 
584 
35 
32%, 
33% + %i 
35 
7% 
7% 
7% 
+ % | 
27 
25% 
24% 
24% - % 
104 
11% 
10% 
11% + HI 
357 
30% 
29%; 
29% - % | 
4 
2% 
2%. 
37' 
12% 
1,1.4* 
11% - % 
31 
— U 
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$1 Million Decisions Frighten Treasurer 


CHICAGO DAILY NEWS 
j 
That’s 
the 
total 
of 
the of students, to both preserve the keeping the 
endowment fund money available. One member 
SERVICE 
university’s endowment 
fund, 
university’s nest egg and at the fully invested. “We always do,” of the Dirty Dozen last year: 
CHICAGO,. 
Nov. .22—Richard 
As everyone to w s , the private saíne time to make it grow. 
he says, “when we think the Winnebago Industries,' the ^ 1071 
M. Burridge admits that there educational institutions, like the 
On the money side, Burridge general tread of the market is high 
flyer 
in 
recreational 
are times when he wakes up in University 
of 
Chicago, 
are 
looks good. up and we 
think that's the homes. It produced a 286 per 
a cold sweat at 2 o'clock in the having more 
than their share 
He has 
just turned in 
his situation now.” 
cent profit for the university, 
morning. Alter 
all, there's 
the of troubles trying 
to keep 
up annual treasurer’s report to 
the All this is not the doing 
of ABANDON IDEA 
of university trustees. It ^ covers Burridge 
alone. 
He operates 
Along 
about 
1967 
most 
¡the 12 months June 30. 1971, ^der 
direction 
of 
the universities, 
under 
continuing 
and June 30, 1972. During that university trustees and is set needs for money, got the idea 
of period, 
the 
university’s 
en up for investing very much like that they’d better abandon the 
A l t o g e t h e r Burridge, the course, under constant pressure dowment 
increased 
by 
$26,9 a 
mutual 
fund, 
management old-fashioned 
idea of socking 
treasurer of the University of from 
all 
sides. 
From 
the million, a 7.9 per cent gain, company. He works with three their money away in solid, safe 
Chicago, is responsible for the university 
trustees, 
from the Counting common stocks alone, common stock analysts, a bond bonds. Thev got' into common 
care — and growth — of more 
administration 
and 
faculty, Burridge’s efforts in the stock expert, two real estate men. a stocks, in many cases, just in 
and parents market showed a gain of 12 per venture capital specialist, and. time to be clobbered by the 
cent for the year, versus a 7.7 a man with knowledge on the 1969-70 stock market decline, 
per cent gainifor the Dow J° nes ins and outs oí trading. 
• 
| 
Burridge is not unhappy to 


“ 
, “ 
„ . atraiioKIa t 
F u F t h e t ni o t e , there’s a admit 
that 
the 
university’s 
h J dnrp in n / tho .mivitJíf» division in the university’s total money has increased 15.8 per 
h»« 
Znp 
Zpn 
L t d 
T 
fund by ir,vestment objective - cent over the last 4 4 years, 
has 
done 
even 
better. 
The the wav a mutual fund company These days he operates under 
will operate — an income fund, a trustee guideline that assumes 
a growth and income fund, and an 8 5 per cent annual return 
a go-go growth fund. 
on the total endowment fund, 
With the bulk of the uni ver- 
bonds to venture capital 
In* 


a $1 million judgment. At CONSTANT PRESSURE 
1st. 
Treasurer 
Burridge 
is, 


than $364 million. 
from, the students 
Is George C. Wallace 
Running New Campaign? 


MONTGOMERY, 
Ala. 
* George C. Wallace. 
(APT 
The campaign headquarters 


timing was a little off. Burridge 
went fully invested, putting all 
of the fund’s at his command 
into the market, in. late spring. 
whose is still functioning, with a skele- That was just as the 


One group at a time, he 
calling in the county coordina- 
Twenty-five 


meeting of the Democratic Ma- and Vietnam, 
is tional Committee. 
was A WINNER 


market sity.s money, Burridge has to vestments That breaks down to 
1 
f be 
primarily 
concerned 
with a 5 5 per cent return for the 
n ‘f1 a p r e s e r v i n g 
capital 
and university's current budget and 
letuons p r o d u c i n g 
income 
from a 3 per cent gain to maintain 
under university capital 
and 
protect 
against 
dividends. But 
policy he’s allowed 
to put a inflation. 


ers who helped him when, he 


new 
members 
But the fully invested policy portion of the fund strictly into 
as for university investments 
will be added to the national 
has been a winner recently. The growth common stocks, inside antj social issues, Burridge is 
committee, and Snider said the 
market, rally the week, before that pool, there’s what Burridge sensitive 
to 
the 
concerns, 
c 0 n 
goal of the Wallace organization the national elections was in-calls 
the 
“ Dirty 
Dozen" 
— c o n s i d e r s complaints from 
He told one such audience at is to get as many as possible credible. 
Burridge says, with smaller, 
relatively 
high-risk action groups on a case-by-case, 
ay ‘whose thinking is in tune with many of the university’s in- companies that look as if they or stoek-bv-stock basis, and is 
4 ,UMIin «Ruin- tne people.'’ 
vestments gaining 
T il ^be running 
Wallace has said the Demo- in just that week. 
cratic party lost the presiden- 
Since then the 


5 per 
cent have a real growth potential. awaiting a policy report from 
There are usually a, dozen in a 
special committee 
of 
the 
have the group because that's as far 
trustees. 
gains 
And in recent weeks he has tial 
election because it neg- been healthy and Burridge is as Burridge wants to spread the 
iade more aid more public lected 
the 
“average 
Ameri- ---------- 
ppearaitces. 
.P'fiiri 511,1 
Wallace is still paralyzed 
can/ 
'n 
Letters have been sent, from 


for 
Via.v ing for funds to pay the exist- 
the ing debt and keep the Wa I lace 
■emocratic presidential nomi- 
movement alive. The governor 
a**on' 
already has said he may seek 
But even though he may 
nev- the 
Democratic 
presidential 


Controversial Clause 
Spurs Steel Meeting 


is good and 
in 1976. 


C opyrighted by The .Associated P ress 1972 
AME XSALES 


Mutual Funds 


Selected Bond 
Prices 


associate said he believed 
the governor would run in 1974 
ííS lj 55¡|arMÍ wmWh’* hesitate 
? 
paign in a wheel chair. 
The gubernatorial race would 
be Wallace’s third. After his 


$ 2,376,000 


PITTSBURGH 
(AP>—Offt-lwin H Gott. board chairman or 
d lls of the nation’s 10 largest.; U.S. Steel, the country’s major 
“We won many victories” in steel firms will meet with m ore! producer. 
Democratic 
primaries 
this than 600 United Steelworkers 
One 
knowledgeable 
source 
year, the letter says. “We h a v e union 
representatives 
helped to change the 
cam" thinking. For the first time in a j discuss 
long time, politicians are begin- has developed among the work-, local union officers and work- 


Blue Chip 
Strength Aids 
Sturdy Gains 


NEW YORK ( AP* -Closing 
New York 
next!said the meeting was called by MarkeiEschan‘e Imle* 
... 
-26 cent* 
drift of month in Washington, DC ., to 
a joint union-management com- { ^ triat 
the controversy 
that mittee “to lav to rest fears of Tranxpu’uti<m 
" 
m .n +#j.a 
...........................43.05 +0.1® 
. . . , ............ 
85.66 —0.06 
ning to listen to the people 
ers over the productivity clause ers—to assure them provisions 


NEW 
YORK 
(API Egret G t 
—The following quo- El fun T r 
tat tons, supplied by Enter .Sec 
the N ational Assoei- Energy 
ation 
of 
Securities Equity F 
D ealers. 
Inc., 
are FD Cap 
the prices at w.iich Fairfld 
these 
securities Farm Bu 
could 
have 
been Fidelity 
sold 
(net 
asset j 
Bond 
value) 
o r 
bought: 
(value 
plus 
sates j 
charge) 
W ednsdy. j 
Sell 
Bay 
AE FG nd 
6.09 6.21 
Aberdn 
2.24 N.L. 
A dm iralty Funds: 
G rw th 
5.47 ,5.» 
lacón* 
4.44 4..87] 
ln su r 
10.9111.96 
Advisrs 
A etna F 
A future F 
AllAm F d 
A llstate 
Alpha 
Amcap 


Capit 
Contfd 
Conv 
Dslny 
Essex 
E vrst 
Fidel 
P irita 
Salem 
Trend 
4 87 
5.121 Financial P ro g : 
11.61 12.69 
14.60 N.L. 
.96 
1.65 
14.56 15.66 


14.65 15.92 Mkt Gth 
3.24 N.L 
20.70 .... j Massachusett. Co: 
6.02 6.56 
Freed 
9.02' 9.88 
12.61 N X . 
lndep 
8.70 9.S3 
10.29 11.25 ¡ 
Mass 12.89 14.13 
4.60 
Mass F inanrl: 
11.43 12.49 
MIT 
11.40 N.L 
MIC, 
G roup: 
MID 
9.72 10.62 
MFD 
M'CD 
Mates 
9.311 Mathers 
Mid AM 


13.35 14.39 
10.72 
8.91 
7.82 


E ntrp 
Flet Fd 
H arbr 
Legal 
Pace 
Shearson 
13.60 14.86 
Appre 
15.29 16.71 
Incom 
15 39 16.82 
Invest 
15.70 17.16 Sherm D 
1.6.26 19.96: sid,. Fd 


7.17 7.84 
5 44 5.95 
8.74 9.55 
7.10 7.76 
I.1.28 '12.33 
F unds: 
27.90 30.49 
19 15 20.93 
II,75 12.84 


COPHROTAN ORlODSN 
Sales 


. . . 
We’ve got our chance to °f their 1971 labor contract. 
of the basic labor agreement 
YORK (AP)—Continued 
first term he w/as succeeded by (urn this country around. Our'' 
The seriousness of the confer- are iin full force and effect. 
strength in blue chips helped 
” 
1 
indicated 
by 
the, 
The controversy involves a .the 8tock market registet stur. 
his first wife, Lurleen, 'because chance for 


Alcoa cv 5 % 9 i($m 
) " , f , , M% ?i“ * ^ 
stitutiona! amendment has re- 
AAirl cv4%s»2 175 82: 
8.1 
82 
. . . . . 
A m FP 4.80*87 
AmM Fdy 4%81. 
AT&T 4%s*5 
A rm our 5*84 
A tchT S F i 4s95 
ATO Inc 4%s87 
14.13 N.L. BirO 4%s:2010f 
9.4,2 10.32 Beaupit 4%s»0 


24 51% 50% 
I 1(W 
11» 
100 
99 
79 
78% 79 
73 
72% 73 
63% 62 
62 
57% 57% 
57% 
49% 49% 


¡moved that prohibition. 
!•**— % | 
Discussing 
the 
debt 
from 


14.14 
MONY F 
13.32 14.56 Mut Ben 
18.47 20.19 MIF Fd 
no,avail. I MIF Gth 
5.62 
6.. 14'! M OmaG 
27.84, 


Dyna 
Indust 
Incom 
Vent 
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15 92% 
51 66% 
8 98 
16 
94% 
,20 88% 
10 78% 
74 86% 
104 81% 
42 *67% 
2 58 


91% 
65% 
96 
94 
88,% 
71%, 
85% 
80 
67% 
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n 
+ 1 
'72% 
25 
____ 
101 
—3 
91% — % 
66 
- % 
98 
04 
88%, 4 % 
78% 
86,% +1 
81 
+ % 
67% ____ 
57 
... 


, 
u n 
something 
b e t t e r .jence 
w a s * . . . , ----------- 
— 
, 
W1|l 
ftinc au jv n t 
m a t nucí* t '«¿'gicii»», «ww»- 
state law prohibited him from ^ e »ve g0| 
make 
count scheduled appearance by I.W. growing concern 
among mil- ¿y ^a¡ns Wednesday in unusu- 
Net succeeding 
himself. 
A 
con- N0W ,, 
A5e! union president, and Ed-/workers that the companies in- ally heav 
trading for a pre­ 
tended to use the clause m ¡holiday session. 
s:peed 
up 
plant 
operations,; 
w:t,h the stock market closing 
while work forces are reduced. | Thursday for the Thanksgiving 
It was explained by one union holiday, investors seemed espe* 
source 
that 
workers 
have cially anxious to pick up stocif 
feared the clause ever since it jn those groups which had nd 
was first announced in detail] already been exploited in 111, 
j by Abel. 
Basically, another niarkei's month-long ¡rally, 
¡source said, 
the rank-and-rile 
‘ This is a big, broad mar* 
workers feel they will be re- ket,” 
commented 
Kenneth 
. 
r _rn 
th 
quired to work harder and that Ward, director of technical re- 
. 
. 
. 
.. 
, 
, ,TC 
their increased output will re-search for Reynolds Securities 
we re 
doing, 
the 
campaign fourth-ranked U.S. steelmaker. Jul( jn s(>mTOne e|se ,ojlng hjs Jnc 


Brokers said there seemed to 


Most of the unpaid campaign) 
debt. Snider says, involves ho- 


*,i W a l l a c e ’* h id f o r t h e D p m n r r a t 
t e ' S 0 " d m e a lS ' t r a *l s POr t a l l ° " ' 
, 5 
^ 
‘ 
Ior tile 
.. 
. 
and advertising and printing of 
-H . ic presidential nomination, the campaign uterature 
Separate 


2 » 
R 
S 
V 
S 
K 
J T S S L bur * s have been set up, he 
said — one to keep the cam­ 
paign headquarters going and 
the other to pay off the debt. 
“We have sent letters to all 


77 
75% 75% - %; Charles S. Snider, said: ‘‘We’ve 


52% 
52% S S '.// written all our creditors 
that 
14 
65 
64% 65 
+ % thev’ll get their money/* 
22 32% 30% 32% + %1 
- 
' 
32 
17% 
17 
17% t 
20 66% 66% 66% . 


Republic Steel 


Reveals Plans 


To Raise Price 


CLEVELAND, Ohio (AP) - 
The campaign owed approxi­ 
mately 
$,250.000 
when 
the our crecjitars telling them what. Republic 
D e m o c r a, 1 1 c National Con­ 
vention was over. Since then, m a t i a g e r 
continued. 
“Every- said Wednesday it was joining 


~ Ü been paíd back “and ultimately 
J 138 hf®0 
n|ce 
two biggest domestic 
pro- 
A t)e , 
however, 
has denied be some seiling, however, in is* 


“ 5 it will work itself down Wb and th*y. pat us on the back for ducers lf! raiT gI pnC8S ° n 9 
He has repeatedly told his *ue.s with high price-to-earnmgs 
what we re trying to do. We’ve variety of products. 
members that their rights un- /alios,, including' certain glam- 
had some Write off their bills 
Republic said its increases, ^ r (he clause are protected our slocks, 
as paid after getting the let- effective Jan. 1, averaged 1.9 * and we are not abcut to give 
The analysts said continued 


just going to take time.’1 


20 
159% 159*x 159% 
+% 
1 
,68%, 68% 
66% 4% 
1 ,33'% 33%, 53 
+ % 
40 
44% 44 
,44% + % 
51 
87% 86% 
86% .. 
69 
52% 52% 
52% 
+% 
20 106% 105% 106% +1% 
3 
8% 
S 
56, 
56 


M in ic o m p u te r U s e s 


P h o n e to T a p D a ta 


CLEVELAND Ohio (AP) - 


ters.’ 


Dressed Poultry 


NEW 
YORK 
(AP *— (USDA )—Dr+sxed 
7% 
7% — % Shaker Industries Teledata Di- poultry North Atlantic cariot and truckiot Joy a ftp r second-ranked 
6 
36, 
i , ¡ ' t i I « i n n 
is 
m a r k p 'tin c f 
p v . turkey m arket*. U.S. G rade A. rtady-to- 
* 
_ 
, « __ 
. , *, 
4 
64 
mariteiing 
» 
tm,K or equivalent: D*-. hem Steel Corp. said, it \ 


G rw th 
Incm e 


(ar 
rustomi 
12 ,54% 54 
54% +i. ! peri mentally a, 'portable 
min- mand 
motieraieiy 
active 
102 
9% 
8% 
- - - 
- 
" —- — J — 
7.64 8.37 vjNYC 4%2013f 
47 
8% 
8% 
9 39 *0.26 VjNYCen 4*981 
43 8% 8 
8 
+ % JMH’IIC 
IU 
l a p 
IIIIU a n y 
S lU tn rtarx mam ng price m ienngs, penuin* 
lur 
. 
. -. 
n r n r lltr>f 
IS 
3% 
3% 
3% ... 
!: ther m arket developments. O fferings ade 
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month 
by 
Democrat 
Walker. 
A 
poll of 
680 
conference 6 per cent but 
.members, 
released just '«before customers 
will 
Friedman 
spoke, showed most more, 
bankers 
disagreed 
ledonomist, with 54 


what (bank) 
pay 
will 
be 
he told the bankers who 


High 
117 II 


with 
the responded with laughter. 
per 
cent 
On the international front, he 
Low ctww 
n« saying federal taxes would rise was even more bullish because: 
i.n lo».®* + J-»]between now and mid-1973 ; 44'of our relatively low inflation 
M>'«* '332 0I -r *.<(■: 
123.37 124.11 + # 32 per cent predicting stable rates rate, the 
333.10 + 1.81 j 
to average* 


current International 
halt of 
American Leaders 


NEW YORK (A P )-S d M . c ta ia g price)»*,' stk 
No 1 futures rkwed 91 25 to 04.73 a bate and net chan** of »ie ten 
most activa 
atoe*» traded oa tba A merican Stock Ex- 


11.64 12.71 
4.,»7 
5.43 


lower than the previous close 


Dec 
Mar 
I May 


Dec 
Mar 
May 
z-bid 
61 AN'PS FOB. NIGHT 


r> 
High 
Law 
Cteaa 
C kaagr 
3 4 .» 
34.12 
33 41 
31.50 
-9 5 
33.83. 
33:80 
33.40 
«.60 
—75! 
33.65, 
31.75, 
33,31 
33.65 
33.SS 
33.13 
33.48 
33.70 
,—40', 
32.10 
33.47 
« 1 0 
>32.25 
—35 
30 99 
31.10 
30 72 Z30.62 
-3 9 
31.47 
11.47 
31.31 131 21 
- 3 * 
$31 35 
-351 


McCall OU 
—75:: C utter Lab A 
—55 Am laraeli 
,—40:'Rycel Inc 
—*5 Patosa Pet 
—3»¡R eserve OG 
Talapromp 
—23 j C ham p H" 
H aniater Cti 
Boandesga 


120.000 
116.500 
16% 
17 
— % 
+ 1%| 
Bond Averages 
«7 ¿00 
9% 
- 3 
70,000 
11%: 
- m M1 Band* 
...... ........, „, „,. 
..... T 4 J1 + M I 
69.400 
12%... ...... 
1'10 Highar grada rail* ____ ...... 54.05—J t 
67,800 
8% 
+ % I# Saaond grada raila .......... ... 87.93-0.41. 
58.400 
33% 
+ % 10 Public U tilities ................ .. 
91 40-0 08! 
58,100 
IS 
+ % 10 ladttrtnala ......................... ... 05.86 + 0 03 
31.000 
33% 
+ i% 
tnonma Ratio ___ ______ _ 
... M 30-0.05 
4OJB0 
33% 
+ i 
Commodity tu to rai todaa ., 
173 95-8.31 


Eighty one per cent of the exchange system and 
2 2o4 joc bankers felt business conditions (U.S. 
willingness to exchange 
445joo through 
mid-year 
would 
be ¡gold for foreign-heId, dollars. 
uiMMjbitter than now .and 81 per cent 
Friedman 
also 
said 
the 
said 
inflation 
would 
remain p r e s e n t British wage-price 
about 
the 
same 
or 
ease freeze would fail, the Japanese 
downward. The prime rate will yen would be floated in a month 
rise to 6 to M per cent, 79 ior two, and there is an even 
per cent. said. 
chance of a value added tax 
The monetarist economist and will be passed before Mr. Nixon 
the 
bankers 
heartily 
agreed, leaves the White House (but not 
how*ver, that 1973 would be a in 1972 ) 


PROTECT 
YOUR 


VALUABLES! 


"POET EXPRES" 


MODEL 55 


4 


I 
á 
A 


4i 
i 
i 
i 
i 
á 
á 
i 
i 
t 
á 
A 
A 
Burgtor Al»rm SyMOR) A 
Rings whar opanad, movOÍ « 
or im od/Twin Comfeliwtlan arto j 
L.oc:fc/Automa'tt'C «•«-'Qftofiln* 
¡ 
Lid Ramovahla Troy with AdiuitaWa • 
D'vtoart/Dual 
Locking 
Latchas/Doublo- j 1 
Wall Construction Salt-Locking L)d with Ad- 
fustabla Taoslon Control/Sil) and Racelpt CU»/ 
Chroma-P latad 
H ardwara/Smok* 
G r»y, 
D as*» 
Tan or Black (15%' > 11 * * " H. 


T h e S a m e That Stand* F o r Protection a n d S ecu rity 
BUSINESS & SECURITY 


EQUIPMENT DISTRIBUTORS, INC. 


*t. <23, Douglatsvilia - 313-44*1 
(«atwaan Harold Sulck * Jay Laitotl 
O P i N M O N D A Y thru P * IO A Y » a.m. tt • p.m. 


J 
f 
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HADARA" “ ! 


OPEN FRIDAY 'TIL 9, SAT. 'TIL 5 


CENTER 
% 
549 E. VINE ST., STOWE ^ 
V 


c lu cLzaJo 


C | 
A Luxurious Collection of 
0 
Youth-Dew Gifts for Christmas 1972 


The golden essence of Youth-Dew is Estée Lauder's 


4® 
personal masterpiece. And for Christmas 1972, she gives 
yP 
if a new richness, a totaI feeling of golden opulence. Each 


Sw 
fragrant gift set is wrapped in midnight-blue printed 


with rich golden jeweler's-chains. Come in today, and 


^ 
select from this treasury of Youth-Dew riches for a 


$ jt 
gift that will make this Christmas long remembered. 


THE COLLECTOR'S TREASURES 


Two delightful expressions of the same memorable 
fragrance—Dusting Powder and 
Eau: de Parfurn Spray. 10.00. 


THE RpYAL SUITE 


Good things happening in three—Bath Oil, the tender 
body soother, Cologne for a cooling after bath splash 
and Purse Spray for a billow' of added fragrance 
throughout the day or evening. 6.00. 


THE FRAGRANCE CORTEGE 


A collection of Youth-Dew that features four 
fragrance classics—Bath Oil and Cologne in boutique 
bottles, Eau de Parfum Spray and Dusting Powder. 
16.50. 


Thi* treasure trove of individually-wrapped 
Youth-Dew masterpieces offers very special 
ways to indulge her in. the aura of 
Youth-Dew. 


BOUTIQUE EAU DE PARFUM SPRAY 
or. 7.00 


DUSTING POWDER 7 o*. 8.00 # oí. é.50 


BATH OIL 1 Of. 8.00 2 ox. 14 00 


BODY SATINEÉ 4 OX. 5 00 8 ox. 8.00 
16 ox. 12.00 


CREAMY MTLK BATH S* ox. 6.50 


SOLID PERFUME: 
The Full Moon Perfume Necklace 15.00 
The Flowering Tangerine Compact 10.00 
The Carved Crescent Perfume Necklace 12 50 


TW O B U C K S W ITH O NE SH O T— Mrs. 
M argie Cline of Jenison, Mich., inad­ 
vertently downed two deer with one 
bullet while hunting near Bitely. Mrs. 


Cline hunted without success during bow 
and arrow season. This was her first 
time in the field with a rifle. (AP Wire- 
photo). 


Cadets Teaching Peasants, Villagers 


How to Combat Enemy After Cease-Fire 


By DENNIS NE ELD 
1 
Communist-led 
forces 
also 
Associated Press Writer 
are moving in small units into 
DA NANG, Vietnam (AP) — destroyed and abandoned ham- 
More than 500 officer cadets lets, rebuilding a few houses 
went out into the countryside and raising the flag to claim 
near here Tuesday to tell peas- occupation. 


ganda officials in teams of sev­ 
en to travel the countryside 
holding meeting in villages and 
hamlets. 
‘ You might describe the ca­ 
dets as South Vietnam’s own 
^ 
IK. ants and villagers that peace 
The captured 
documents, version of the Peace Corps,” 
L^m av come soon to South Viet- sources said, reveal that after said an American official here. 


• J n a m and to advise them how to a cease-fire the Viet Gong and 'They are President (Nguyen 
▼[combat the Viet Cong after a North Vietnamese planto move Van) Thieu’s propaganda shock 
& cease-fire. 
people from areas Irmly under troops, who will explain govern- 
2?v 
Captured 
documents 
have their control into the abandoned ment policy to the man in the 
fr! given the Saigon government and contested villages. 
rice paddy, and teM him some- 
¿ ^ s c m e idea of the Communists’ 
The mayor of Da Nang, Col. , thing of how' the government 
■ A plan of action once hostilities Nguyen Ñgoe Khoi, said that plans to improve his life.” 
^ fle n d . Countrywide, about 5,000 after a cease-fire, raising the 
The cadets have been In­ 
cadets will help local propa- Communist flag in government- structed at Saigon briefing ses- 
ganda officials explain them to held areas will still be consid- sions not to say that a cease- 
the popula nee and stress, the, ©red a. crime. 
! fire is inevitable. But their mis- 
need for a communal effort to 
< \ cease-fire will not bring sion indicates that TTiieu’s gov- 
counter them. 
any change in the existing laws ernment, despite its opposition 
Ctek 
' ‘As 
representatives of the 0f ‘south Vietnam.” Khoi said in to the current peace plan, be- 
central government, the cadets an interview. “When Viet Cong heves that peace is likely in the 
A -Jw ill show the people in remote f|aes are raised in areas where near future. 
7C ,areas 
that Saigon really cares progovemment 
forces 
are 
‘The first task of the cadets 
*'5 ’ about 
their 
future,” 
said 
a strong, the offenders will be will be to emphasize that cease- 
South Vietnamese official here. sejzed or driven out” 
. 
1 ^ re does not mean defeat,” 
/m 
"Bv their presence in the vil- 
<*iin villages where this might said the .ministry official. 
law s 
and hamlets the cadets no| be possible, we hope to ! 
‘After so many 
years of 
will 
demonstrate 
that 
the build up a sufficient number of shooting war, it is going to be 
people in the countryside are people opposed to communism difficult for people to adjust to 
rrot going to be abandoned to who 
will 
contest Viet Cong peace. But we have got to im- 
fljM he Viet Cong once peace is de- claims that the villages belong press upon them that an end to 
J | j clared.” 5 
to them simply because they the fighting may wily signal the 
have raised their flag,” said an beginning of a different kind of 
recently Information Ministry official. 
war — a political war.” 
Vietnam- 
South 
Vietnamese 
cadets 
The cadets will try to weld 
ese and Viet Cong units are from the Dalat National Mili- three basic institutions which 
being broken up into small tary Academy and the Nationa. play 
important 
roles 
in in- 
groups t o infiltrate government- Political Warfare Training Cen- fluencing 
the 
peasantry 
— 
¿ \ ¡ he'd areas with a view to rais- i ter are being put at the dis- heads of family groups, loyal 
m l ing the enemy flag after a posal of the five province chiefs political 
parties 
and 
the 
¡cease-fire. 
in military region 1, north- People’s Self-Defense Force, a 
Police' 
and 
military 
oper- ernmost in South Vietnam. Ca- ¡ loca! militia — into, a unified 
ations have resulted in seizure dets from other schools are force to combat communism, 
of several thousand Viet Cong being assigned elsewhere in the 
Government 
maps show a 
flags laid in for distribution country. 
picture of areas now under con- 
They will join local propa- trol of the enemy, but the situ- 
-----------------------------------------¡ation is constantly changing 
and the lines redrawn, the min­ 
istry official said. 
'i t is difficult, to imagine how 
things will t»e after a cease­ 
fire.” he added, 'i t is impor­ 
tant for us to prepare for everv 
which eventuality.” 


j clared.’ 
BROKEN UP 
Documents 
seized 
, suggest some North 


when the fighting ends. 
S? 
¡2 Army's Advertising Budget 
3; To Be Largest in History 


The 
1974 
budget, 
becomes effective in mid 1973, 
covers 
advertising 
for 
the PLACATING PELE 


CHICAGO DAILY NEWS 
SERVICE 
The troops of N.W. Ayer & 
¿rtSon will take to the trenches 
4 
_ 
f j again in fiscal 1974 as agency regular Army, Army Reserve 
HILO. Hawaii 
(A?) - At 
a for 
the 
Army’s 
recruitment and Reserve Officers Training least one visitor is convinced of 
¡L|advertising. 
Corp. (ROTC). 
the truth of a 
legend which 
52 The contract, granted to Ayer 
Schu’er said the Army mailed says the Hawaiian fire goddess 
^ la s t week, has been estimated solicitation 
letters to 88 
ad Pele will punish anyone who 
( 
a at $28 million to $36 million, agencies and received responses disturbs her home, Kilauea Vol- 
riEven at the lower figure, it will from 13. Presentations and bids cano. 


jibe the biggest Army advertising were requested from seven on 
Officials of Hawaii Volcanoes 
budget in history. 
the respondents. 
National Park 
said they re- 
[¡H 
Col. Bob Schuler, an Army 
Although there was no official ceived a small piece of lava 
\3 information officer, 
said 
last word from 
the 
Pentagon, 
it rock in the mail from the U.S. 
year’s budget amounted to $26.9 appears 
that 
the 
increased 
Mainland 
with the 
following 
million. 
advertising is part of the Ad- 
note: 
Six other ad agencies made ministration's 
plan 
to 
move 
“ Enclosed is a piece of lava 
'presentations 
for 
the 
Army toward an all-volunteer Army, 
brought back bv mv son-in-law 
' iccount, which has 
been han- 
Schuler 
said virtually 
all They returned theirs 
after 
'died by Ayer since 1967. The media 
will be used in 
the they’d had a car wreck. My 
it her contenders were Young 
& campaign. Aver will be com- 
husband fell and hurt his shoui- 
Rubicam: George A. Kibby 
It pensated on a commission basis 
der—so 
before I 
break 
my 
Marschalk Co.; McCann- for media advertising and on 
LjSrickson: Needham. Harper & a fee basis for such services 
eers and Doyle Dane Bern- as 
film 
production, 
printing 
t>ach. 
production and public relations. 


neck. I’m sending it back to 
you.” 
The signature and postmark 
were illegible. 


House, Senate Committees to Have Large Agendas 


CHICAGO DAILY NEWS 
SERVICE 
.WASHINGTON - The newly 
elected Congress doesn’t con­ 
vene 'Until Jan. 
3, 
but it’s 
already clear the House Ways; 
and Means Committee — and, 
in time, its Senate counterpart 
— will have the biggest agendas 
in years. 
Some items will be proposals 
Others will be new, up for 
which failed to pass this year, 
consideration the first tíme. 
T h o u g h 
President 
Nixon 


wants to reduce Government 
programs — to avoid new ones 
and hold down the size and cost 
of old ones — Congress may 
¡have other ideas. The Senate’s 
j liberal Democratic strength was 
increased by the election, and 
in the House, Republicans who 
unseated Democrats tend to be 
younger and less conservative 
than their predecessors. 
The Ways and Means Com­ 
mittee itself may have some 
m o r e 
activist 
members, 
Congress-watchers 
e x p e c t 


liberal Democrats to be more 
restive and more inclined to 
c h a l l e n g e the moderately 
i conservative 1 e a d e r s h i p of 
¡Chairman 
Wilbur 
Mills 
(D- 
¡I Ark.). 
Mills is thought to have lost 
some of his commanding in­ 
fluence on committee members 
of both parties by becoming an 
active 
Presidential 
candidate 
this year. In seeking convention 
delegates he talked and made 
commitments like a politician, 
In that sense, he abandoned the 


judicious, 
impartial, 
not-too-1 
partisan stance that used to 
make his word carry so much 
weight. 
With lessened inclination to I 
ow Mills’ .leadership could 
come a shift in the way the 
committee operates. It could 
show a greater tendency to! 
become 
more 
issue-oriented 
rather than solution-oriented. In 
other words, observers see a 
possibility 
that 
rather 
than 
clean up problems, there will 
be efforts to create issues for; 


future campaigns. 
Here is a rundown of major 
areas the Ways and Means 
Committee is expected to be 
working on next year: 
Tax reform. Mills promised 
sweeping action in this area — 
nothing less than a look at a'l 
major provisions of the tax code 
— to see which are unfair or 
outmoded. 
He 
will 
certainly 
hold hearings on such items as 
capital 
gains 
on 
securities 
transactions — especially their 
treatment for estate purposes. 


Sports 
Pottstown 
Mer cury 
Sports 
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Cats Seek Title in Annual Clash With Trojans 


BOB BROWN 
ERIC TUCKER 
'"•-TW 
W m K T X T :'- ' 
« « I 


By M IKE SIMAN 


Mercury Sport* W riter 


Owen J. Roberts and Potts- 
town bring down the curtain on 
the 1972 football season at 10:15 
this morning on the' Wildcats’ 
gridiron. 
The 15th game in the series 
has 
all 
the earm arks 
of 
a 
television rerun. For the third 
consecutive year the two teams 
will be involved in a game that 
will 
decide 
the 
Ches-Mont 
Football League championship. 
In 1970 both teams were tied 
for first place going into the 
finale. Roberts took that game 
and the title. 20-8. 
Last year Pottstown went into 
the Thanksgiving game with an 
8-0 record and needed a win 
to take the championship. It did 
on the basis of a 6-0 victory. 
The Trojans won on a tackle 
eligible play early in the first 
period in a game played in 
bitter cold, rain, snow and mud, 
The same teams meet this 
morning but with their 'roles 
reversed. 
The 
Wildcats, 
7-1,, 
seek the crown or a share of 
it, 
while Pottstow.'n,, 4-4, will 
play the part of the villain and 
hope to foil Roberts’ plans. 


LEADS SERIES 
With Pottstown leading the 
series, 7-6-1 the Wildcats go into 
the game a slight favorite based 
on its winning record and its 
home field. 
The intense rivalry between 
the 
two 
schools, 
attitude, 
| weather, breaks of the game, 
I turnovers 
and 
mistakes 
will 


TIM RUPE R T 
Starting Lineups 


POTTSTOWN'S OFFENSIVE TEAM 
No. 
Pos. 
Player 
Ht. 
Wt. 
CL 
81 
LE 
Bob Ludy 
6-1 
200 
12 
75 
LT 
Doug Ambruch 
6-2 
190 
10 
84 
LG 
.Ray Holloway 
6-0 
200 
12 
51 
C 
Bill Holloway 
5-9 
170 
11 
63 
EG 
Mark Scherer 
6-1 
210 
12 
76 
RT 
Reggie Nixon 
6-3 
240 
12 
42 
RE 
Mike Hansford 
6-2 
175 
11 
10 
QB 
Tim Rupert, 
5-7 
140 
11 
40 
HB 
Bob Brown 
5-9 
165 
12 
44 
HR 
Lew Green 
5-8 
160 
12 
41 
FB 
Dave Fox 
5-9 
165 
12 
POTTSTOWN'S DEFENSIVE TEAM 
81 
LE 
Bob Ludy 
6-1 
200 
12 
66 
LT 
Ed Wilkerson 
6-0 
175 
10 
76 
RT 
R eggie Nixon 
6-3 
240 
12 
75 
RE 
Doug Ambruch 
6-2 
190 
10 
41 
LB 
Dave Fox 
5-9 
165 
12 
63 
LB 
Mark, Scherer 
6-1 
210 
12 
64 
LB 
Ray Holloway 
6-0 
200 
12 
11 
LB 
Larry Martin 
6-3 
,200 
12 
40 
HB 
Bob Brown 
5-9 
165 
12 
34 
HB 
Phil Brown 
5-8 
150 
10 
44 
S 
Leg Green 
ROBERTS' OFFENSIVE 
5-8 
TEAM 
160 
12 


80 
L E 
Dave Berger 
5-9 
165 
12 
78 
LT 
Gene Reiner 
58 
170 
12 
60 
LG 
Dave Wyatt 
5-9 
170 
12 
51 
C 
Dennis Lincoln 
5-11 
IRQ 
12 
65 
RG 
Greg Hess 
5-9 
170 
.12 
74 
RT 
K ai Pedersen 
6-2 
1,95 
12 
82 
RE 
Randy Ireson 
6-0 
160 
11 
10 
QB 
Eric Tucker 
5-8 
160 
12 
23 
HB 
Bob Peiffer 
5-8 
155 
12 
43 
HB 
Alan Strubilla 
59 
155 
12 
34 
FB 
Reed Reish 
5-11 
160 
12 
ROBERTS' DEFENSIVE TEAM 
84 
73 
LE 
John Schwenk 
5-10 
150 
10 
LT 
George R andolph 
6-1 
185 
12 
34 
LG 
Reed Reish 
5-11 
160 
12 
«0 
74 
RG 
Dave Wyatt 
5-9 
170 
12 
RT 
Kai Pedersen 
6-2 
195 
12 


82 
RE 
Randy Ireson 
6-0 
160 
11 
33 
LB 
Kevin Sehlicter 
5-11 
175 
11 
42 
LB 
Terry McNeil 
5-6 
145 
12 


23 
HB 
Bob Peiffer 
5-8 
155 
12 
22 
HB 
Rich Rosen 
5-6 
140 
11 
43 
S 
Alan Strubilla 
5-9 
155 
12 


plav a, big part in determ M ng; inexperienced lines but a trio 
the winner. Past records and of veteran backs, 
performances will mean nothing CAPTURED 
when the two teams line up for 
But as each week went b\ 
the kickoff. 
and the Roberts’ victory total 
R o b e r t s 
faces 
a 
must climbed, it appeared that the 
situation. The Wildcats are tied lines had matured and helped 
for first with CoatesviUe. The make 
the 
Wildcats’ 
offense 
Red Raiders face Dowoingtown function and defense operative, 
today and are heavy favorites 
Hank Bernal, W ildcats'coach, 
to win, 
admitted that his team would 
If 
both 
R o b e r t s 
and not have gone as far as it did 
CoatesviUe win or tie today they ¡¡without the play of its lines. 
“ They were a surprise to us. 
AAAAAAAAAAnAAAAAAAAfU 
OWEN J. ROBERTS (1-1) 
Upper Perkiomen 
Wilson 
Boyertown 
Phoenixville 
CoatesviUe 
Great Valley 
Spring-Ford 
Downing town 
West Chester 
PottsgroN* 


0 
13I0 
35 
30 
21O'70 


he said. "They did a real good 
job and didn’t make as many 
¡mistakes as we expected them 
to make. 
"The boys madfe up for their 
lack of size with speed, hust'e 
and desire. 
Every 
team we 
played outweighed, us but, they 
did" the job. Their play had to 
will share the championship.^ A definitelv be the reason for our 
Roberts’ victory in combination SUccess.” 
with a Raider loss or tie w.ll 
Roberts will be going into the 
give the Red and White the j ame against 
Pottstown out- 
*i^e* 
weighed once again. 
CoatesviUe 
can 
grab 
the 
The Trojans have a line that 
league 
crown 
on 
a 
victory averages 198 pounds while the 
■combined with a Wildcat loss Wildcats’ forward wall, averages 
or tie. 
173. 
If 
'both 
teams 
lose, 
the! 
Slated to start on the of- 
ehampionship will be shared by fensive 
team 
will 
be 
Dave 
three teams. West Chester, its Berger and Randy Ireson at the 
season finished, is in third place' ends. Gene' 
Reiner and 
Kai 
with a record of 7-2. 
Pedersen at the tackles, Dave 
Pottstown. 
defending 
cham- Wyatt and Greg Hess at, guards 
pions, with a sub-par season, and Dennis Lincoln at center, 
will play a significant part in 
Pottstown. rated one of the 
the scram ble for the flag and j possib’e contenders at, the start 
faces the surprise team of the‘of the season, has had a below 
season. 
(average year. Although its line 
At the start of the year the,is big, it has not played con- 
Wildcats were reputed to have | sútemly. 


Coach Bill Rogers, in his first 
season at the helm, has had 
his problems. 
UP AND DOWN 
I 
“ So much 'Of our 'potential, 
depended 
on 
our 
line,” 
he 
revealed. “ But its attitude' has 
been up and down. When the 
boys did their jobs of hitting 
and blocking we could, beat any 
team in the league. But when 
they didn’t teams stopped us." 
Rogers went on to point out 
that the Trojans’ showed an 
increasing 
boost 
in 
m ora’e 
during the week of practice 
prior to today’s game. 
“ W’e were coming along each 
day and, picking up in spirits,” 
he" said. “The team is healthy 
and is looking forward to the 
ball game. 
“ This will be it. You can 
forget, records and past per­ 
formances. 
If 
we 
can 
stop 
Roberts we will consider it a 
good season.” 
Pottstown’s line will include 
Bob Ludy and Mike Hansford 
at ends. Doug Ambruch and 
Reggie Nixon at tackles, Ray 
Holloway and Mark Scherer at 
guards and Bill, Holloway at 
center. 
Bernat agreed that the rivalry 
bet.ween the two schools gives 
added incentive to the game. 
“ This 
is 
the 
Thanksgiving 
gam e,” he stated. “ A lot of 
things can affect the outcome. 
And let’s not forget the weather 
“ We have had a very wet 
season. It has left our field soft. 
Lack of proper footing could 
affect, both team s.” 


Footing is important to the 
Wildcats and the Trojans for 
both teams, play a ball control,! 
ground game. 
The Wildcats make use of the 
power I with Pottstown running 
the strong off tackle and option, 
plays. 
Roberts 
has 
gained 
2,162 
I yards on the g r o u n d while 
giving up 1.221 yards to op­ 
ponents. Pottstown has rushed 
for 2.004 yards while yielding 


PO TTSTO W N (4-4) 
| : 
0 
Wilson 
4 
f! 
(Forfeit) 
6 
West Catholic 
1* 27 
0 
West Chester 
21 * 
28 
Pottsorove 
0 
IS 
Downingtown 
14 
3S 
Boyertown 
A 
14 
Pohenlxvllte 
6(1 
CoatesviUe 
1» 
12 
Great Valley 
20 
21 
Sprint)-Ford 
22 
lu uin nm nju uuun 


1,331. 


games and has rushed for 1,003 
yards. 
The Trojans a.!so will start, 
Tim 
Rupert 
at 
quarterback, 
Lew Green 
at halfback, and 
Dave Fox at fullback. 
Today’s game will be the final 
one 
for 
32 
seniors, 
19 
for 
Roberts and 13 for Pottstown. 
Wildcats playing for the last 
time will be Tucker, Peiffer, 
Theodore Jeffries, Robert, Fries, 
R e i s h , 
Terry 
MacNeiE, 
Strubilla, Lincoln, Mark deadly, 
Wyatt, Keith Miller, Hess, Scott 
Dim mitt. 
Pedersen, 
Reiner, 
Berger and Randolph. 
Pottstown’s seniors include: 
Larry Martin, Dennis Motko, 
Jim Shollenberger, Brown, Fox, 
Green, Scherer, Ray Holloway, 
Ken 
Wilhelm, 
Mark 
Patrizi, 
Nixon. Ludy and Bob Brightbitt. 


Blue Hens Win 
2nd Top Rating 


By THE ASSOCIATED PRESS 
Delaware is the No. 1 college 


The Wildcats have scored 194 
points in 10 games and have 
given up 102 points. Pottstown 
has tallied 191 points in nine 
gam es and given up 149., 


LEADING RUNNER 
Roberts’ offense is based on division football team in the na- 
tbe 
running of Bob 
Peiffer,1 tion for the 
second straight 
leading 
scorer 
in 
the 
area. 
year. 
Peiffer has tallied 124 points 
The 
10-0 
Blue 
Hens, who 
while rushing for 1,565 yards. 
dominated 
The 
Associated 
Others in the Roberts’ back- Press weekly poll by topping it 
field include Eric Tucker at all but twice during the season, 
quarterback, Alan Strubilla at | received nine first-place votes 
half back and Reed Reish at and 272 points Wednesday from 
fullback. 
| a nationwide panel of sports 
Senior halfback Bob Brown is 
writers and broadcasters, 
the spearhead of the Pottstown | 
They also amassed nine No. 1 
attack He is second in the area votes last year, when they fin- 
in scoring with 92 points in nine ¡i«bed with a 9-1 record. 
Radio /hack 
MOST STORES OPEN LATE EVERY NIGHT TILL CHRISTMAS 
A 
CHRISTMAS GIFTS THAT KEEP GIVING 


SAVE 


$ 5 0 . 0 0 
SA V E 
14% 
SA VE 
$79.40 


31-2048 
40-1980 
42-2935 
31-2044 
40-1981 
42-2596 
25-WATT CHRISTMAS SAVER SYSTEM 
90 
SALE 229 
95 


¡Realistic* system so great in value we’re featuring it on nationwide 
TV! Our STA-18 receiver has meter for center-channel FM and signal- 
strength for AM tuning. 4-speed automatic turntable with cuing and 
pause control, custom base, and stereo magnetic cartridge. With two 
matched full-fideiity walnut speaker systems. 


19-WATT CHRISTMAS SAVER SYSTEM 


REG. SEPARATE ITEMS 
PRICE 192.90 
SALE 


Idea! system for the budget minded. Our Realistic* 19-watt' AM/FM 
stereo receiver includes magnetic or ceramic phono inputs. FM/AM 
tuning meter and walnut cabinet. 4-speed automatic ¡record changer is 
complete with custom base and stereo magnetic cartridge. With two 
Realistic* walnut speaker systems.164 


31-2035 
40-1969 
42-2937 
82-WATT CHRISTMAS SAVER SYSTEM 


REG. SEPARATE ITEMS 
PRICE 459.35 
SALE 37995 


Our STA-65C receiver boasts main and remote speaker selector and. 
Glide-Path™ volume1 controls. 4-speed automatic turntable with ellip­ 
tical diamond stylus and custom base. Two Optimus I speaker systems 
in oiled walnut wood cabinetry. 


12-2024 
STEREO 8-TRACK CAR TAPE PLAYER 
Listen to enhanced 4-channel, sound 
■ ■ 
from your present stereo tapes or 
switch instantly to 2-channel. 


STEREO PHONO IN ALL 
Realistic* stereo you’ll be proud to 
own or give. 4-speed phono plays any 
size record and shuts off automat­ 
ically. 
13-1191 


13-1148A 
STEREO PHONOGRAPH WITH TWIN SPEAKERS 
2-speed manual portable has a 7" 
platter that plays all size records. In­ 
stan t-on operation, built-in 45 spindle. 29 
95 


POCKET 
MULTITESTER 


K c o u h t 
7,IS 


• trm gntttO G C OtWJM 
• Cotor-cod*! states !w eisy 
• flffiil in*#. I#1 NkkmhS 
• 
-, r i 1 ' 
is 
• Big ldD-!ype manual 


pair 
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«tar . 
7 
9 5 
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ComoieftsNi M s and binary 


a Mem ifc Level ConM 
a tout Nr MMh* air rat: 'Wig 
a WHS miiee, ■arpnona, tañera*. 


• ten rwenf pmps luna 
am)1 ymk 
a ’ 
. - • 
y 
a SnrMr.ite ipetkir art mil» 
*rei>ent 


< Tiii-wswwiwt»!'* mat 
> Tetneef mg inteiM, M f 


- witn m m », cNoim i t 
O's'art 


UNIQUE GIFT-RADI0S FOR 
EVERYONE ON YOUR LIST! 


A. 6-BAND PORTABLE RADIO 
mice 
Features UHF PuHce, Hi/La VHF, VHF* 
Q Q 9 S 
Aircraft, AM aid FM too. 
O i j 


B. “ LOVE” MEDALLION RADIO 
rmce 
AM: radio with neck Cha»? and separat# 
4 
A 
t i 
stand. Other radios—' Keep It Green’' 
■ ' ' 
and “Naca'*. 


We rasen» the right to limit quantitm, 


Ask tor your tree 1973 catalog. 


C. AM BIKE RADIO 
AM' radio with J* safety reflector and 
pushbutton hem mounts on handlebars. 


D. REALISTIC WEATHER ADIO* 
Prt-tumed. pre set to national weather 
service broadcasts. Not operable m all 
cities. 


E. AM DESKOBE RADIO 
Handy "play-bar1"' on/off control. In 
Mroutated rosewood cube. 


F. A M FLAVOR ADIOS 
Mod radios Hi six delicious favors: 
Plum, pistachio, strawberry, arinca, 
blueberry and lemon. 


G FMDESKUBE RADIO 
FM radio eves instant music, news or 
aparta. Telescoping antenna. 


H. AM/FM DIGITAL 
CL0CK-RADI0 
Oock-ndio with lighted dial and wood- 
grun caoinet, 


EACH 


chmstmas m u x 


CHRIS IMA'S PRICE 


1 5 ” 
’ 


CHRIST**! PRICE 


9 ® 5 


HE 5,IS IACN 
4»7 


CHRISTMAS PRICE 


1 5 “ 


CHRISTMAS PRICE 
4 2 » * 


— - 


i' 
, 
I 
s w 
l 


12 i m 
F- 
E. 12-175 


12-1494 


NORCO MALL 


Radio /hack 
H A TANDY CORPORATION' COMPANY 


RTS. 724 & 100 
POTTSTOWN 


HOURS 
DAILY TO-9 
SATURDAY 10- 5 
ALSO BERKSHIRE MALL and 
MADERIA PLAZA, READING 
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Rams Tangle With Bears in 18th Came of Series 


By MARK RADEL 


Mercury Sports Writer 
ween the teams,, and this one 
should be no different.” 
. 
“ It has seemed that one team 
Spring-Ford hosts Boyer town was up for one game, then the 
morning at 10 a.m. in the next year the other team got 
18th game of a rivalry that is Up neither team has dominated 
as even as a series can be. the series.” 
The overall record is 8-8-1 and 
^he game will be the last high 
in Merle Bainbridge s five year sch00I grid contest for 36 senior 
Merle Bainbridge s five .-v^ r players, 24 from Boyertown and 


The 5-10, 180' pound senior is 
the captain of the Ram squad, 
and operates from the tailback 
position 
in 
the 
Spring-Ford 
offense. 
Haldeman tallied 70 points in 


tenure as head coach of the 12 Rams. 
Rams both teams have won 
twice and tied once. 
HALDEMAN'S FINALE 
B a i n b r i d g e commented. 
One of those wrapping up a 
“ Thanksgiving 
D ay 
games fine career for an area school 
reflect the team’s whole tern- is Spring-Ford1’s Jim Haldeman j 
perment for that season, there who is seventh in Ches-Mont 
Is nothing to look ahead to,, I scoring with 50 points on, eight 
nothing to make up for, both touchdowns and one two-point 
teams should get a, real good j conversion, 
effort from every player.” 
Haldeman, 
who has rushed 
Boyertown coach Nick Noel for 124, 190, and 161 yards in 
countered with, “ It has teen a , his last three games, missed the 
good rivalry, a lot of good annual clash last year with a 
games have teen, played bet-1 hip injury. 
i 


B U Y E R T'OWMI (3-4) 


13 
Upper Peerkiomen 
4 
7 
Owen J. Roberts 
13 


8 
West Chester 
28 
42 
Pottsgrove 
O' 


4 
Pottstown 
35 


IS 
Downingtown 
19 


0 
Phoenixville 
34 
4 
Coatesville 
41 


20 
Great Valley 
12 


his junior season on 11 six- 
pointers and two conversions, as 
well as being the Rams’ leading 
rusher and one of the top pass 
receivers. 
“ He has been a good, steady 
player for three years for us, 
we have been real pleased with 
h i s 
performances,” 
said 
Bainbridge. 
Phoenixville Anticipates 
Tough Tilt With Patriots 


While Haldeman’s opponent 
today is a Boyertown team 
coached, by Noel, his father 
played football and baseball 
under Noel at Spring City High 
School in 1949. 
Both teams are coming off 
upset, victories, with Spring- 
Ford edging Pottstown 22-21 and 
Boyertown 
tri.mm.ing 
Great! 
Valley, 20-12. 


RAMS STAND 4-4 
The Rams’ victory evened j 
their 'Ches-Mont record at 4-4,,! 
and their overall log is 5-6 
counting, a forfeit win over! 
Upper Merton. 
Boyertown 
is 
2-6 
in 
the 
league, and carries a 3-6 overall ’ 
slate into this game. 
The Bears have totaled 117 
points this season in nine games 
'while yiekpng 188 points, and 
Spring-Ford 
has 
scored 
143 
markers in its eight league to carry it into this game. 
games and given up 168 in. the 
same span. 
Boyertown opened Its season 


town, 19-15 to Downingtown, 34-0, this year, 22-21 to 
to Phoenixville, and 41-6 to Roberts 
and 
20-6 
Coatesville. 
The 20-12 victory over Great 


Owen J. 
to 
West 
Chester. 
The last two weeks the Rams 
Valley followed, and Noel said, have relied on the running of 
“ Our morale is high, we hope ■ Haldeman and the 'passing of 
quarterback Lance Viola and 
won 41-6 over Pottsgrove and 
22-21 over Pottstown. 
Spring-Ford’s 
explosive 
of­ 
fense, 
in 
addition 
to 
field 
general 
Viola 
and 
tailback 
Haldeman, 
contains 
fullback 
Kurt Clemens and flanker Jay 
Feairheller. 
Alan Lewis and Dave Hesler 
are the ends, Steve Ketner and 
Ron Urn stead" man the tackle 
slots, Jon Danner and Boris 
Radi,sic are the guards, and 
Jerry Hoff is the center. 
Noel noted, “ The* have good 
size, their quarterback (Viola) 
throws well, and they have fine 
receivers. 
“ And 
they 
also 
have 
non- Haldeman, who is a very good 


BO YER T O W N O F F III 
Fes. 
Player 
L E 
Dean Fink 
LT 
Gary Keyser 
LG 
¡Brian Baver 


C 
John Losh 
RG 
Dave Dochney 
RT 
Eugene Flicker 
R E 
John 
Priest 


Q B 
Date Moser 
H B 
James Palmer 
F B 
Paul Myers 
¡HB 
Lee Draper 


SPRIN G -FO RD 
O FFEh 
Pos. 
Player 
L E 
Alan 
Lewis 


LT 
Steve Ketner 
LG 
Boris Radi sic 


C 
Jerry Hoff 


RG 
John Danner 


RT 
Ron Umstead 
R E 
Dave 
Hesler 


Q B 
Lance Viola 


H B 
Jim 
Haldeman 
F B 
Kurt Clemens 
F L 
Ja y Feairheller 


have put together a good of­ 
fensive effort in each of the 
games this year, although they 
lost 
'some 
of 
them," 
said 
Bainbridge. 


SPRING-FORD (4-4) 
1 
Upper Merton 
0 
(Forfeit) 
7 
Muhlenberg 
30 
14 
Phoenlx\4lle 
21 
4 
Coatesville 
42 
14 
Great Valley 
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19 
Downingtown 
18 
21 
Owen J. Roberts 
22 
4 
West Chester 
20 
41 
Pottsgrove 
14 
22 
Pottstown 
21 


Boyertown has exhibited a 


By JIM POTTER 
passing attack,” stated Marlon, most of his two complete squads 
Mercury Correspondent 
Originating 
that 
attack 
is c o n s i s t 
of 
juniors 
and 


- — 
• » 
£ ■««“ ' “ 
« "2IXgsSASfK 
realizing that fact, the coaches! 
aL* f* 
, 
man; split end, Dave Goodrich, 
of 
Phoenixville 
and 
Great 
rfw two worst breaks we and linemen, Gary Marquette 
Valley are carefully drilling had , this 
>ear*” 
explained and Craig Elters. 
their 
squads 
in. 
the 
fun- Tomko, ^‘was the injury of 
Marion concludes, “ I think we 
damentals of basic football. 
hme,r^ ln our 
' have a good chance against 
“ You can throw the 
records 
game and 
the loss of phoenixville. We will be piaving 
right out the window on Thanks- lierko lor the past three weeks, 
at home and that may be some 
giving,” 
said 
Paul 
Tomko, 
Emery is now back with the kind 
of 
an 
advantage 
on 
P h o e n i x v i l l e head coach.'1 team but it is still uncertain|Thanksgiving. 
“ There’s something about the if Ferko will recover from his 
Even though the Patriots have 
holiday that produces a real hip point injury in time for the won onjy two league games 
tough ball game no matter how 
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P H O E N IX V IL L E (7-3) 
Morristown 
Upper Merlon 
(Forfeit) 
Spring-Ford 


Owen 3. Roberts 
West Chester 
Pottsgrove 
Pottstown 
Boyertown 
Downingtown 
Coatesville 


G R EA T V A L L E Y 
Solanco 
Conestoga 
Coatesville 


Downlngtown 


Spring-Ford 
Owen J. Roberts 
West Chester 
Pottsgrove 
Pottstown 
Boyertown 


( 2 1 


well or how badly a team has 
done previously.” 
Great Valley 
mentor, 
Bill 
Marion 
agrees, 
“ There’s 
a. 
saying in football which goes 
‘Any given team can win a 
game on any given day’ and 
Thanksgiving 
is 
that 
given 
day.” 
Morale will be a key factor 
with, the Phoenixville team who 
is coming off a devastating 44 
to 16 defeat by Coatesville last 
week. 
“ We are a relatively small 
ball team, and we have inex­ 
perience in some positions,” 
explained Tomko, “ but we won Thanksgiving 
game. 
“ He 
is 
seven ball games because these working out with the team now, 
boyd have a tremendous overall and I hope he will be ready 
attitude and. they want to play'for the game because I think 


12o 
14 
21 
140 
1400 
44 


14 
28 
44 
14 
14 
44 
49 


8 
12 
20 


Tomko is not overlooking their 
ability. “ They have a good well- 
balanced team and our team 
will have to have its high spirits 
to teat, them.” 
A Phoenixville victory would 
insure the Phantoms at least 
a fourth place in the league — 
a position which Tomko admits 
is a lot higher than he expected 
before the season opened. 
“Judging 
from 
what 
we 
looked like this summer when 
we had the smallest turnout in 
my ten years of coaching, I am 
very much surprised at how far 
the team has. come. These boys,, 
all of them, deserve a great 
deal of credit.” 


| Ferko is one of the best if not 
receiver in the entire! 
hard hitting football.” 
HIGH SPIRITED 
j the best 
Marion explained that his league.” 
P a t r i o t s r e a l i z e that 
When the Phantoms take the 
“ Phoenixville is a high spirited, field Thursday 20 of the 36 
team with an explosive offense¡ members listed on the squad ¡ 
— especially its halfback (Joe) will be wearing the purple and 
Brewer 'who has the speed to white for the last time, 
go all the way once he has a 
phantom seniors are, quar- 
little running room,.” 
^ tcrback 
Bruce 
M!a.eLdl,and; 
Sophomore Brewer who is defensive backs, Ernie Kelly 
described bv Tomko as ” very and Roger Sfecz; running backs 
good for his size and he should | steve putz, Gerry Thornton and 
be bigger and stronger for next gin McConaghy; ends, Ferko, 
.season.” 
Emery, 
Ed 
Valen teen, 
Bill 
“ Our biggest job will 
be Keota and Tim Deffer. 
s t o p p i n g the Phoenixville 


Liberty Bell 


Entries 


T H U R SD A Y 


PR 
N on* 
jockey 
¡First Race (111 
Purs* *3,500 


Mdn 2 Y O *5,000 Six Furlongs 
1 Ky Hermit 
Tlchenor 
2 III Red Sailboat 
Kortg 
3 Intent N Purpose 
Moseley 
4 Back Fire 
Baltazar 


,5 Sunshine's Prid* 
Gabriel la 


4 Beebon 
7 I'm Dangerous 
Fromin 
B Flyin Witch Doctor 
Griffith 
Aril,fon» 
Tlchenor 


— Classified D ;splay — 
Good Luck 
Wildcats! 


RT Motors Of Bucktown 


Rt. 23 & 100 


mm 
9 Wise Potomac 
10 Night stride 
11 Feeder Road 
12 Crazy Native 
C a r m a n ■ m a n h iae)3 Citation Deb 
u d.ra ía n ,, g u a ro s , ¡ M j 4 sandv's Peddler 
Pat Jacobs, Jay 
orbit n win 
Bob 


Center,, Jim, 
Skip Beitler, 
Belcher and Bob Stancavage, 
and 
tackles, 
Sid 
Wheatley, 
George 
Schenck, 
Pat 
Mc­ 
Dermott and Chris Saunders. 
SMALL LOSS 
The Patriot coach said he will 
lose only 12 or 13 players since 


Kotenko 


THI PERFECT GIFT... 


CO M PO N EN TS 


® Scott « SVC • Harmon Kardon 


SALES ir 


LAY-AWAY NOW 
• Portable Radios 
• Clock Radios 


• AM/FM Radios 


SERVICE 
KEENE’S STEREO CENTER 
900 N. CHARLOTTE ST., POTTSTOWN 
Ph. 326-9900 


p u r THEM ON 


Second Race (1) 
3 Y O' $3,500 Six 
1 Pla's Charm 
2 Quick Flame 
3 Come Collect 
4 Warrior"'* Duty 
5 Weedy Rough 
4 Mr. Cobblestone 
7 Scenic Sky 
A Olos Blond 
9 Gran pa Am i* 
10 Forty Five Carats 
11 Flammable 
12 Scotch Flame 


a*13 Gunner's Salute 
ae!4 Worth My Weight 
aelS Easy War 
I ael4 Anticipate 


! Third Race (3) 
Purs* 


Mdn 2 Y O *10,000 
1 
1 Oemme Atom 
2 Waltz My Way 
3 Angel Skin 
4 Contatina 
5 King of Action 
4 Vee's Delight 
7 Threatened 
8 Hi N Fast 


Fourth Race 110) 
Purs*' *5,000 


F & M 3 Y O & up S7.000-S4.000 
i Mile and 70 Yards 
t You Can’t Tall 
U vato 
113 
2 Kail ola Hill 
Baltazar 
114 
3 Mod In 
Moseltv 
114 
4 Crossed Swards 
Neff 
108 
5 To The Starboard 
Gabriella 
113 
4 Quean Beth 
Ley,at© 
11# 
7 Blasphemy 
TOP 


Purse *3,700 
Furlongs 
Spindier 


Hernandez 


Neff 


Thomas 
Welpert 
Turcotte 


Nett 


Neff 


Aragon 


Gabriella 


Moseley 
Tlchenor 


Neff 


Patterson 


Barrera 


14,700 
Mile 
Neff 
Naff 


Katie! 
Aristón* 


Turcotte 


112 
1)2 
107 
112 
no 
112 
107 
112 
no 
112 
113 
112 
112 
107 
112 
112 


113 
113 
118 
115 
MS 
118 
11) 
118 


Fifth 
3 
Six 


TH/S CHRISTMAS 


A ll FAMOUS BRAND 


TOP QUAUTY EQUIPMENT... 
• Yamaha • Zebra 


S K I S 


B IN D IN G S 


B O O T S 


P O L E S 


S K I 
W 
E A R 
AND ACCESSORIES 


SKI ENGRAVING, INSTALLATION 
I ADJUSTMENT OF BINDINGS . . . 


A S A V IN G S UP TO $20 


ON YOUR EQUIPMENT PURCHASE 


BILL’S SPORTING GOODS 


" S T O W E 
S K I S H O P " 
411 GROSSTOWN ROAD 
326-0710 
STOWE, PA. 
Í 
• OPEN DAILY 9 to 9 
• FREE PARKING 
\ 


Race (2) 
Y. O 14,250 
1 Soda Pop 
2 Stofon 
3 Scoobally 
Is John 
5 Needavar 
4 Majestic Walk 
7 Trinculo 
8 l*m Slick 
9 Plav It By Ear 


Purse $4,700 
Furlongs 
Barrera 


Thomas 
Hinojosa 
Moseley 
Kailai 
Welpert 
Aristón* 
Murchison 


(7) 
Purse *4,500 
up *12.500-110.500 
70 Yards 


Sixth Race 
3 Y O & 
1 Mile and 
1 Lost Idol 
Tlchenor 
2 Variant 
Baltazar 
3eGreek Pagoda 
Spindlar 
4aSky Village 
Spindier 
S Busy Bob O 
Kalla! 
4 Enoc-A-Nee 
Aristón# 
7 Sing Gold 
8 Henry My Son 
Hinojosa 


a—D. Lasater Entry 


Seventh Race (4) 
Purse *5 500 


F & M 3 Y 0 A up Allowance 
Six Furlongs 
The Glen Hope 
1 Sky Piper 
Aristón# 
2 Total Commitment 
Turcotte 
3 Self Mad* 
Lovafo 


4 John's Mam 
5 Crowned Aboard 
Maag 
4 M ark's Diet 
Nett 
7 First Princess 
Tlchenor 
I Calle Royate 
Barrera 


Eighth Race (A) 
*20.000 Added 
3 Y O A up 
Six Furlongs 


The Garrison Handicap 
1 Swift Gold 
2 tntensltiv© I 
3 Real Note 
4 Mo Bay 
5 Master King 
4 Barnabas 
7 Rollicking 
I Jalkyi 
9 Crobeau 


TO Specialized 
111 Raia Baba 
12 Raisa A Bid 


f 
iuercio 
arrera 
Aristón* 
Barrera 


Neff 


Splndler 


Pas inner* 
Thornburg 


Peters 


Brock leba nk 


Spindier 
13 Marshua'sDancer Menganelio 
14 Tap The Tree 
Turcotte 


112 
117 
112 
112 
112 
112 
110 
11,2 
112 


120 
113 
114 
1» 
114 
120 
114 
113 


110 
110 
111 
110 
110 
105 
112 
110 


114 
113! 
117 
113 
110 
112 
115 
114 i 
no! 
110 
Till 
112 i 
120 
117 


Ninth Race (*» 
Purs#' *3,700' 


F & M 3 Y O A up S3.000 1 A '9 Miles 


1 Mini Midi 
Cotero 109 ! 


3 Countess Barton 
Turcotte 112 


3 Jennifer Douglas 
Tlchenor 112 
4 Reprint 
112 


J Little See Shell 
Thomas 
1111 


á Trljugate 
7 Laced Coffee 
G abriella 10* 


• Big Mika’s Honay 
Peterka 112 


Spring-Ford 
dropped 
league encounters to Wilson and back.” 
Muhlenberg after the Upper 
with a 13-6 victory over Upper Merion forfeit win. then opened powerful running attack this 
Perkiomen, then suffered two its 9 les'^o° J t season with 21-14 year 
headed 
up 
by 
junior 
straight Ches-Mont setbacks, 13- a ® d . 
reversals 
to fullback Paul Myers and senior 
7 to Owen J. Roberts, and 28-8 Phoenixville and Coatesville. 
halfback James Palmer. 
to West, Chester. 
The Bears came alive in their ™ ° S™ A,CHT 
« ^ 'S T E N T HUSHING 
next 
league 
game, 
beating 
The Rams won two in a row 
•■They 
have 
managed 
to 
Pottsgrove 
42-0 
as 
Noel’s over Great Valley (14-81 and establish a consistent rushing 
charges could do nothing wrong. Downingtown 
(19-18) 
before game in their games this year, 
The next four games brought losinS their only other contesto! they work hard at running and 
Boyertown losses, 35-6 to Potto- 


“ We hope to limit their bail, 
control offense and put some 
points on the scoreboard,” he 
added. 
Boyertown’s starting badtfteld 
includes 
junior 
quarterback 
Dale - Moser, Palmer, Myers, 
and right halfback Lee Draper. 
The Bear ends will be Dean 
Fink and John Priest, Eugene 
Flicker and Gary Keyser start 
at tackle, Brian Baver and. 
Dave Dochney are the guards, 
and John Losh is the starting 
center. 
Boyertown’s 24 seniors are 
Randy Conrad, Wait Zaw.as.kl, 
Palmer, 
Dave 
Horn, 
Mark 
, Conklin, 
Keith 
Landis, 
Ray 
Rusinski, 
Randy 
Kauffman. 
Rick Weller, Kenneth Specht, 
D o c h n e y , Brian Schlegel, 
Flicker, Dave Richard, Draper, 
Priest, 
Jeff 
Moyer, 
Wayne 


Keeler, 
Perry 
Hunsberger, 
Charles 
Mest, 
Todd 
Lorah, 
Larry Solomon, Mark Knepp, 
and Randy Boettner. 
Spring-Ford’s 
1 a s t - y e a r 
players are Jay Weidenbaugh, 
Randy 
Moses, 
Tony 
Attilio, 
Haldeman, Jack Jeffers, Rick 
Z u n s k i , Umstead, Richard 
Williams, Kent Bainbridge ,Joe 
Vanderslice, Hesler, and Dennis 
Hood. 
Bainbridge concluded, “ We 
have been pleased with the way 
the team has matured and 
improved this season, it has 
teen successful to this point, 
we want to finish .500' (6-6 
record).” 
Last, year’s game went to 
Spring-Ford, 20-7, in mud, rain, 
and. .snow at Boyertown with 
Viola passing for two touch­ 
downs. Rick Pennypacker, a 
Ches-Mont League selection at 
linebacker and now a freshman 
at 
the 
University 
of 
West 
Virginia, was the star of that 
game as he scored a touchdown 
on an tackle-eligible pass play 
and also 
made 
a 
key in­ 
terception in the second half. 
Clemens was the Rams’ top 
rusher with 68 yards: on 18 
carries 
and 
Viola’s 
passing 
statistics showed 
nine com­ 
pletions in 14 attempts for 102 
yards. 


TODAY S SPORTS 


FO OTBALL 


Pottstown at Owen J. Roberts, 
10:15 a.m. 


Boyertown at Spring-Ford, 


10:00 am . 
Phoenixville at Great Valley, 
10:00 a.m. 
Upper Perkiomen at Souderton, 
10:00 a.m. 
Pottsgrove it St. Pius X, 1:3® p.m.. 


A DAY AT THE RACES 


EVERY DAY FOR DURATION OF MEET 


LIBERTY BELL 
l.v. 10:15 a.m. 
Pottstown— $3.00 


For 
Information 
Call 


WERNER BUS 


PENN NATIONAL 


Lv. 5:45 p.m. 
Pottstown— $4.50 


933-7735 


Phoenixville 


ELLIOTT’S CAR RADIO REPAIR 


Motorola Sales and Service On All Makes 
Linfield Road, P a rk er Ford. Penna. 


Off 724 at the Traffic Light — Just Over the Railroad Tracks 
OPEN 9.00 A.M. To 9:00 P.M. 


WITH THIS COUPON $10.00 OFF 


Any Product Over $100—or Worth $5.00 Over $50.00 


TAPE DECKS, AM-FM RADIOS, SPEAKERS, ANTENNAS 


,COUPOO Expi-aS D#C. 10, 1972 


Sears 
90 


36 MONTH GUARANTEE 
SEARS BATTERY 


55 


High Voltage 


StraighMhroatth-the-partition eel! ronnee. 
tors deliver more initial starting power 
than an otherwiee identical battery with 
up in d over eel! eortneetor*. 
r w P B 
9*?F> v*>v 
y\.... 


t, h, 
old 
battery 


. R e g u l a r 
8 2 1 . 5 5 
C h a n g e d 


The replacement battery designed 
for most p o p u la r ap p lication s. 
Equals the original equipment bat­ 
tery in most automobiles. 


4 V O L T 
$20.55 V.W. Battery . . . 16.55 
wHh « batf#ry 


1:2 VO LT 
$21.50 V.W. Battery . . . 17.50 
wi,h old battary 


Guarantee 


Free replacement within 90 day* of purcha*e if bat­ 
tery prove* defective. After 90 day* we will replace 
it with a new battery if defective, charging only /or 
the period of ownership. Your monthly charge* for 
ownership will be computed by dividing the current 
•elling price lew trade-in at the time of return, by 
the number of months of guarantee. 


6-A m p B attery Charger 
Sears Precision 


for 6 or 12 -V System s 
Dwell Tachom eter 


Penske DC-Powered 


T im in g Light 


R e g . $ 1 3 . 0 0 
3 9 
Reg. 


$ 2 4 . 0 0 


SHOP AT SEARS AND SAVE 


SatiifmtwH. Guaranteed or Yam M oney 3 


SEARS, ROEBUCK AND CO. 


9 9 
Reg. 


$ 3 1 . 9 9 


S 3 « I f 


AuLa Cantor 


Norco Shopping Center 


Rts. 724 and 100 By-Pass 


Phone 323-0600 


Open Friday 9:00 a.m. to 11 p.m. 


New Christmas Shopping Hours: 


Daily 9:30 a.m. to 10 p.m. 


Falcons Looking to Future in Finale Against St. Pius 


By KEN M U R R AY 
Mercury Sport» Writer 
played their best 
game of the year 
plus they do 
size. We feel 
throw against 
Stewart is a 


A Pottsgrove victory at St. j "It’D, be a tough ballgame, 
"They 
Pius would ease the pain of a! a very rough, physical game,” defensive 
Ken Harclerode. Pottsgrove 1-9 season so far for Harclerode. said Harclerode. 
against Owen J 
High football coach, prefers not But it figures to be an uphill I Mich feels likewise. 
have real good 
to look at today’s game against fight. 
! "Pottsgrove should play Its they’ll want to 
St. Pius X High as the last The host Winged Lions will best game of the year, 
and us, and (Mike) 
0» 1972. 
put the wraps on another ¡we’re going to have to play our'good thrower. He's got a strong I 
He’d rather view It as the winning- season today, entering hest game of the year to win,” arm.-’ 
first for 1973—a step in the * he finale at 7-2. While the Mich offered. 
Pius, Mich said, wants to 
direction that holds promises Falcons labor under a nine 
’I*1 a traditional game, if a "mix it up.” 
for his youthful squad. 
game losing streak, the Lions ¡team isn’t up, something’s 
The Lions are coming off a 
"We’re hoping to take off for have won their last four — an d wrong with that team,” Mich 30-0 rout of Marian Catholic in 
’73,” 
Harclerode 
said, 
ex- by shutouts in the last three. 
I continued. "In a traditional 
a mud-battie that limited their 
plaining his outlook on the 13th Probably 
one of the few j ®a2?e’ ^ything can happen. 
attack to basics, 
meeting of the Thanksgiving things Harclerode and Pius 
?s 
¥.. a 6-4-2 edge 
Mich wants the ball in the 
Day rivals. 
I Coach Jim Mich have in in the senes’ Wlth vlotones m w thouSh. And he’ll have a 
"Everything we do right will common going into the game lthe past two sea5ons* Last ; sophomore quarterback doing 
be on the plus side for 1973.” 
| is their expectation for if. 
! -vear’se F 22, tnutmPh came 
¡ *he throwing in Tom Ziemak. 
one of the closest games in the 
Ziemak, who injured a knee 
series that started in 1960. in practice, replaced Mike 
Today’s game starts at 
1:30 Socnko halfway through the 
p.m. 
| season, allowing Sochko 
to 
"The whole thing boils down) return to tight end. 
to doing what you do best,” said 
It was in last year's 


return to quarterback if Ziemak at tackles', and Pat Colatostie 
has knee trouble. 
a t 
middle 
guard. 
The 
Tailback Dave Fisher and linebackers are Lomnyczuk, 
fullback Mike Dvkie make up S t e v e Owsiany and Jim 
the Lions' rushing game, with Covaleski. Halfbacks are Fisher 
the threat of a Ziemak run on and Steve Craner and the safety 
an option. Flanker Chuck Hurst ¡ Tom Skokowski. 
The Falcons, plagued with 
injuries throughout the year, 


Nettles, Boyer, Stavrou, Dave Owsiany, John Ball, Lorn- 
Levengood and Mark Smith. 
jnyczuk, A1 Giest, Jenschke, 
The senior Winged Lions are J o h n P r i o t te , S e d e r , 
S o c h k o , Fisher, Covale ski. M a i g 1 11 o c h e 11 i, and Rocco 
Kopystecki. 
Dykie, 
Craner. I DEmilio. 


Classified 
Display 


Midi, who was Impressed by 
j the Falcons in Pottsgrove’s 20-b 
loss to Owen J. Roberts. 


game 
at Pottsgrove that Sochko made 
his quarterbacking debut, and 
passed for 111 yards. He could 


POTTSGROVE OFFENSE 
Pos, Player 
LE 
Bob Rilmer 
LT 
Steve Stavrou 
LG 
Rob Boyer 
C 
Todd Fry 
RG 
Kevin 
Levengood 
RT 
Barry Strogus 
R E 
Glenn Kusiyfc 
GB 
Mike Stewart 
HB 
Don 
M entier 
HB 
Dave Weller 
FB 
Barry Gresh 


ST. PIUS X OFFENSE 
Pos. 
Player 
TE 
Mike Sochko 
LT 
Larry Seder 
LG 
Mike Maqliochettl 
C 
Brad Macy 
RG 
John 
Lomnyciuk 
i f 
Tom Calvario 
SE 
Chip 
Kopystecki 
QB 
Tom Ziemak 
TB 
Dave 
Fisher 
F B 
Mike Dykie 
FL 
Chuck Hurst 


1480000 
18 
8160 


33 
18 
670 
Jt18 
73 
30 


POTTSGROVE (!■») 
Exeter 
West Chester 
42 
Downing town 
3? 
Pottstown 
* 
28 
Boyer town 
42 
Phoenix villa 
40 
Coatesville 
48 
Great Valley 
38 
Sprlng-Ford 
41 
Owen J. Roberts 
20 


S t. PIUS X (7.21 
Reading Central 
A 
Archbishop Carroll 
0 
Notre Dame 
7 
Pottsvilte Nativity 
0 
Lansdale Catholic 
15 
Holy Name 
17 
Archbishop Kennedy 
0 
St. Thomas More 
0 
Marian Catholic 
0 


Indians Seeking Points 
In Final Game of Year 
Upper Perkiomen coach Bill [contest by coming from behind 
Keeny figures his football team ¡in the fourth quarter with seven 
will have to do one Mg thing L,,inte ,0 ^ 
14.12. Stevei 
in today s season-ending game j Edwards and Mitch Francis 
with host Souderton at 10 a.m. 
six-pointers while Jeff 
— acore. 
I porjan booted two extra points Í 
"We will have to put points for Souderton’s winning margin, 
on the scereiiW'ST'Cl.f otii* 'defcflse :i U piper PeTlkiO'iTri-e.ii l,ls sc o re s j 
has been sound this season, we were made by Todd Cashatt, 
just need to score more points,” jon a two-vard'run and a nine-' 
said Keeny. 
J yard pass to Earl Clevenstine. 
"Over the years, we have not, 
h 
d Clevenstine werJ 
scored much against Souderton,'th juniors then and wi„ be| 


I860 
1W1 
W62 
1963 
1964 
1965 
1966 
19*7 
19*8 
1969 
1*70 
1971 


Series Sfaddings: 
St. Pius X 
Pottsgrove 


6O' 
20 
1977 
13 
310 
120 
22 


140 
13 
1319 
21 
130 
32 
6as 
25 


6-42 
4-6-2 


UPPER PE R K IO M E N (4-5-11 
0 
6 
40 
6 
216 
27 
30 
146 


Owen J. Roberts 
Boyertown 
Perkiomen Valley 
Pennridge 
Hatboro-Horsham 
Quakertown 
Central Bucks East 
North Penn 
Central Bucks West 
Wissahitkon 


20 
130 
210 
3412 
8 
34 
6 


back in the Indians’ starting 
¡lineup to try to avenge that 
defeat. 


«mice uktmv 
iw® have 1)00 Mentzer and 
bCK 165 HISTORY 
... .. 
. 
* 
1 
1 * 
pomgrovt 
st. Pius x Dave Weller starting at half- 
jbacks for the first time since 
their Ches-Mont League opener 
against West Chester. 
Fullback Barry Gresh and 
'Stewart fill out the backfield. 
Bob Ritner and Glenn Kuszyk 
. are the ends, Steve Stavrou and 


1 Barry Strogus (he tackles. Bob 
Boyer and Kevin Levengood the 
guards, and Todd Fry the 
center. 
rounds out Pius’ starting back- 
Pottsgrove’s defensive ends 
field, 
will 'be Kuszyk and Mike Wolf, 
With Sochko at tight end. Chip with Keith Rhoads and Stavrou 
Kopystecki will be the split end. at 
tackles. 
Jim 
Williams, 
Tackles are Larry Seder and Stewart, Mitchell Scott and Fry 
T'om Calvario, guards Mike are the linebackers and Gresh 
Magliochetti and John Lorn- Greg Hayes and Marc Nettles 
nyezuk, and the center Brad are in the deep secondary. 
Macy. 
j pius graduates 15 players 
Defensively, the Lions have from this year’s team, but 
Magliochetti and Sochko at Pottsgrove only five. Falcons 
ends, Steve Jenschke and Seder playing their last game are 


FREE 


CHRISTMAS 
STOCKING 
from 
HONDA. 


HONDA'S 
FROM 
*179 


Now until Christinas you can get a giant cloth Christmas stocking 


absolutely free when you purchase a small new Honda. Either a 
QA 50 or Mini Trail* 50 for the youngsters. Or the CT-70 for older 
teenagers and grown-ups. The crazy giant cloth stocking will be 


fin this Christmas and many Christmases to come. The Honda 


will be fun all year long. Come in soon. 


lOVEi D9 not stand ■•twcfcle on onl Mip both *Ia*As mi f*« p m l. 


Select Now On Our Christmas lay-Away Plan! 


CYCLE CENTER 
18 High St., Pottstown 
- 
Call 326-1260 


2 8 4 5 Rid go Pk., Trooper 
— 
.Call 5 3 9 -9 4 9 0 


Hours: Mon. t Frl. 'til 8 PM . Tuts., Wed. Thurs & Sat. 'til S pm 


7WW\AAJ\AAAAAAAAAAAAAA/ 


CREDIT AVAILABLE • INSTACLATION SERVICE 
w 
Wickes 
Lumber 


ALL QUANTITIES SUB} EC T 
TO PRIOR SALE 


PoHsvillo Pika (It. 61) 6 


Warron St. Bypass 


Phono (Area 215) 921-0*06 


Monday thru Thursday 8 to S 
Friday • A .M . to • P.M. 
Saturday • A .M . to 3 P.M. 
Also S. Whittord R tf., Exton PHONE 163-9559 


and have won only twice .in the 
last twelve years,” he con­ 
tinued. • 
Those victories, In 1963 and 
11966, came in championship 
seasons for Keeny, and Upper 
Perk has dropped the last five 
contests, 
including a 
14-12 


j setback last year. 
The Souderton grid team, 
I which also has the nickname: 
Indians, has dominated the 
. Thanksgiving. Day rivalry since i 
Upper Perk came into the But- j 
¡Mont League. 
TWO WINS 
In 1963, when the Indians tied 
for the Bux-Mont championship, 
they beat Souderton, 21-0, and 
in Upper Perk’s championship 
year of 
1966, 
they dealt 
Souderton a 21-12 reversal. 
"Even in our championship 
seasons, wre didn’t score a lot 


j of points against them, but 
should have,” Keeny com­ 
mented. 
Upper Perk is 4-5-1 on the 
year, and carries a 4-3-1 Bux- 
Mont mark into the game. 
Souderton, after winning four of 
its last five games, has a 4-6; 
overall record, including a 4-4 
Bux-Mont slate. 
Souderton wron last vear’s ! 


HELD OVER — LAST 2 DAYS THIS YEAR 
Mt. ARNOLD’S 
ELECTRIC SHAVER SERVICE 


SUNBEAM 
REMINGTON 
NORELCO 
SCHICK 


By A Bonded Representative. Parts 
Can Be Replaced While You Wait. 


FRIDAY 12 to 9 P.M . 
SATURDAY 10 A.M . to 5 P.M . 
$188 


Your Shaver 
Will Be 
• CLEANED 
• ADJUSTED 
• LUBRICATED 
• Latest Feature 
Ultrasonic 
Cleaning for 
Razor Head 


T H IS 
LOCATION 
ONLY 


NORCO 
M A L L 


TRADE-IN 1 
Electric Razor Sale! 
ALLOWANCES 
• FOR ANY OLD ELECTRIC RAZOR • 


*7" OFF ANY RAZOR over $19 - - MEN’S or LADIES' 
*5 OFF ANY RAZOR under *19 - - MEN’S or LADIES' 


SILICONE SPRAY CLEANER 


Available for a Smooth Shave 


Cleans & Lubricates 


I bankAmericaro 
Kssm 


NORCO MALL 
RTS. 724 & 100 


ÍS¿'»T 
SNOW 
TIRES 
SAVE 


OS 
* 1 1 
PER 


to *20 
7 1 


'Ymbwlaaa A ST 
I 
l a a a Tíaaa 


•la c k wall 
I at. T u . 
■taatram ll 
2 n4 T .r« 
Whit «w all 
lat. Ti»• 
WMt *■wall. 
2 nd. T k a 
Pina. r X-T. 
mm C a e * T V * 


IC 7 8 - 13 or 6.50x13 
2 3 .2 6 
11" 
2 6 , 2 6 1 
13" 
$1.90 


1 E 7 8 - 14 or 7.35x14 
2 7 .5 7 
13» 
30.57 
15“ 
* 2 M 


I F 7 8 - 1 4 or 7.75x14 
2 9 .8 0 
14» 
32.7 9 
16” 
*2** 


| G 7 8 - 1 4 o r 8 . 25x14 
32.90 
16" 
33.90 
17" 
*2~ 


| H 7 8 - 1 4 o r 8 . 55x14 
36.02 
18" 
39.02 
19s* 
*2** 


| 
5.60x15 
27.61 
13" 
31.65 
15" 
8} m 


| G 7 8 - 1 5 o r 8 . 25x15 
33.7 2 
16w 
37.80 
18’4 
*27* 


[h ? 8 -1 5 or 8.55x1 5 
37.38 
18" 
41.42 
20" 
ig« 


WHAT A PRICE FOR 
SNOW TIRES!... FAMOUS 
SNOW CRUSADER TIRES! 


171-13 «8.50» 13 
I l # % S S 
Tnbeless 
Blackwall 
e f a a f l . i l 
r-c.r. 


8 BOP A T 8KARS AND' SA VE 
Sdufu/dKrifAoat Ci 
mi mm* amp* JkfwRMpy jBoca 
SMAMtSy ROEBUCK AMD OCX Sears 


WHITEWALLS AND OTHER SIZES 
A VAIL A BLE A T SIMILAR SA VINGS 


Norco Shopping Center 


Rts. 724 and 100 By-Pass 


Phone 323-0600 


OPEN FRIDAY 9:30 A .M . to 11 P.M. 


NEW CHRISTMAS SHOPPING HOURS: 


D AILY 9:30 A .M . to 10 P.M. 


t4—The Pottstown Mercury, Thursday, November 23, 1972 


T h e r e 
O 
u g h t o 
H e 
A 
L a w ! 


Business Guide 


B y 
H 
a r r y 
S h o r t e n 
B u ild in g —C o n tra d i 0 9 
19 


Employment 
Employment 
Employment 


Ha Ip W a n fe d -F am ala 
32 
BOOKKEEPER- " 


Employment 


KENNETH WADE, 320-3193 
b u il d in g — Alterations — 
Rooting & Siding Estímales 


PAINTING—low prices. Also stuc­ 
co brick & block wk. Roofing, 
. 
paneling, ceiling tila, ate. 754-7610 Experienced. Full charge of books 
' + 
additional 
duties. 
Excellent 
company 
be net its, 
salary, 
vacation & holiday*. Apply 
D & B KITCHENS 
1494 
N. 
Charlotte St. 
An Equal Opportunity^ Employer 


15% In tin e ' toys & gifts. Have 
a 'Toy 
Ladies Party. A great 
line to choose from. Dial 326-4115 


BILL KARNISH 
Remodeling, 
additions, 
roofing, 
siding & spouting. Call 
323-9317. 
HAAS” WATER PROOF ING 
Leaky 
basements. 
» years ex- 
par ienca.. Call 123-0944 attar 5 pm 
W ILLIAM L. M40FFSTALL 
Generel Contractor 
Remodeling, Concrete work, Rec. 
rooms. Garages, Roofing, 323-4060 


H e ’p 
W a n te d —M a la 
33 


CHEMIST — 
Large 
concern 
Is 
willing to pay up to 412,400 tor 
degreed 
person 
w/minim um 
or- 
qanlc experience in lab. Physical 
paid chemistry 
a must. Call 
Beverly 
Newton today, 323-1710 


H e lp W a n te d —M a la 
33 
H e lp W a n te d - M a la 
1 3 


FIDELITY 
G riffith Towers 


CLEANUP 
MAN 
Used car lot man. Must be la ml- 


SHIPPER 
Steady work. Experience helpful, 
but not required. Apply In person. 
GUDEBR0D BROS. 
SILK CO. 
Stowe, P i. 


MOORE & KERNS 
REMODELING - Siding - Roofing 
Spouting. 323-0620 or 323-3175 
j 


CHAMBER MAID 
HOTEL SHULER 
131 High St. 


lst-2nd-3rd SHIFTS 
OPERATORS 


H A U L E R 


¡ Reliable person with dump bed 
¡truck to make deliveries for 84 
,| Lumber. Apply In person to Terry 
Ellingstm, 
84 LUMBER CO. 
Route 61, Reading, Pa. 


.lia r with all types of used cars 
Emp Agy i plenty of work, full employment. 


neun.li,, 
experienced. Good pay 
ritirem entrunitorm s, holiday (Wf. | lent a ra ta M "* FiP* * prJj c w 
v 
Contact, on ions, 323-5790 after * p .m .___ 


|Don* medical pay, m ajor medical, | 
unarm 
¡excellent 
apport unity, 
service manager at 
WILLIAMS PONTIAC Co. 
Boyertown 


AUTO MECHANIC 
c T t 


Glass 
20 
poTTsTOWN 6 LASS CO. 
1 
! Experienced only meed 
Reynolds and York Sts., 323-3178 No 
experience 
necessary. 
w i,L 
HA®Ju^ AN s ARC 
WINDOW and PLATE GLASS 
train. 
Paid 
vacation A holidays. 
M irrors 
— Furniture tops. 
Alum ¡Complete 
insurance, lift, hospitei- 
storm windows and screens 
re- ,zation, 
surgical, 
sick 
benefits, 
paired. 
Windshields and. 
safety Apply In person to: 
glass installed in car. 
(GIVE US YOUR BREAKS I _ 
A ^ 
ER|C A (Sj 


—In 
last 


PARTTIME 
Employment Opportunity 


IMMEDIATE OPENINGS 
Stinger Molders 
Labor 
Greaser 
First or Second Shifts 
Full Time 


FULL TIM E truck driver. Btne- 
¡ 
fits. 
Apply ¡n person bet 1:30 
A 5, dial 324-5257______________ 


AUTO MECHANICS 
lis t A 
2nd class. Top wages 
+ 
all company benefits. APPLY: 
M r. Lloyd Graver, Jar. Mgr. 
Springfield Dodge 
1340 High street, Potfstown 


D ressm aking—M illin e r y 
21 


¡in v is ib l e 
re w e a v in g 
a n d ; 
m e n d in g . Mrs.. Robert Moser, | 
KNITTING MILLS, INC. 


131 5. Church St., B .liy, Pa 


Student or shift worker tor main-1 Good pay, Incentivas, 9 paid holl- 
tenance work, 
6 am to 
10 am, dayj pension plan, up to 5 weeks 
5 
day 
week. 
Apply 
In 
— — 
Personnel Dept. 
SEARS, ROEBUCK & CO. 


KITCHEN 
....... 
, 
DESIGNER SALESMAN 
person, paid vacation, excellent hospital»- , E 
nence<J salesman only. Draw 
plan including dependents, E. vm 
comm|&s-on 
excenlernt Co.. 
disability benefits and life 
1 
f|j,s 
Leads furnished I 
Permanent and steady 
IL-e" a's 


sat Ion 
weekly 
insurance. 
furnished by com* 


1/ n. fth Ave.. Roverstord. 94MM3 An Equal Opportunity Emp.oyer 
E^ .T ° o S ^ 'r tu X * 'E m p lo y e r 
A¿P'y 
Personnel' O ffice,' 7 P«*r. 
APPLY 
B 
x:____on 
- fo 3:30 p.m. 
~ 
„ r, 
u i t r 


IT'S 
EASYI 
Dial Direct 


3 2 3 - 7 


Place Your 


Announcements 


Thank You Motas 
2A 
Legal Notice 
11 
Business Guide 


TODAY'S LEGAIS 
TV-Radlo Service 
17 


WAN! 
AD 


AJ ID 
A p P P F fl A T ID M 
I 
' 
" 
I LEDO TV and 
ELECTRONICS 
U U K M r rK C L IM I lU lv 
ol PnM.,« *n _ 
_ ’ 00 
N. 
Charlotte 
St., 
Pottstown 
And 
many Thanks to the Fire- 
pfDinina Commission 
(Sales A Service, 323-3455, Hrs 10-5 
man, Neighbors A the Ladies who 
c ®"” " 
- 
woke us A. turned In alarm S u n - 1 S c h o o l s —Bids — Buses 
day Morning for fire at 674 Wal­ 
nut St. We sore think the involve- 
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Rooting" Problem?' 
Amazing new 
product T‘* thick, from Dow Chem­ 
ical. insulates A seals roof. Very 
low cost. 15 yr. guar. 49S-6681. 
H I N T Z, 
Plumbing 
A 
Heating. 
Home remodeling A repairs. No 
job too small. Call 48M691.__ 
CUSTOM ROOFING 
Work guaranteed. Dial 
948-4974 
ROOFING A. WATERPROOFING 
JOSEPH PERRY A SONS 
East Coventry, 495-7416 
ROOFING; 
h e a t in g 


Sewing Machine 
Operators & Trainees 
Tractor Trailer Drivers 
The Eastern Foundry Co. 
Spring A. Schaeffer Sts 
Boyertown 
367-2153 


D & B KITCHENS 
1494 
iM, Char Ioffe 
St. 


PAINTER 
Wanted 
Must be experienced. 
Call 582-2064 bet. 5 A 8 PM. 
_ - mmn,. 
Need full 
or parttime exp'd men 
On men s underwear. Company 
f0 deljy€r hM vy fu€) oj, 
benefits Include: 
« Regu|ar shift hour, 
MANUFACTURING 
PLANT 
in ------ 
íftíí1 / 
I u 
equal to # Good Wages 
Reading 
area 
has 
challenging 
skill A ability 
¡ a Guaranteed increases 
¡opening 
for aggressive supervls- 
2. Good earning potential 
i # Co pa¡d health A welfare 
ors in assembly, welding, fabrica- Per 
____ 
_ 
3. Steady year round employment # Co paid vacations A holidays Hon. Full range of company paicl. hav« car A professional camera 
4. 7 paid holidays 
# co discounts on home fuel otl, benefits inc'udlnq salary centinua- Good Day 
Call 419-4145. 
................................ 
ition, 
prescription j zZzz. !? .9' 


PHOTOGRAPHERS 
wedd I ngs - 
w «ke nds., 
Mi us t 


ment of everyone saved our home 
from fire damage. 
MRS. ANNA AUMAN 
ROY AUMAN, JR. 
474 Walnut St., 
Pottstown, 
Pa. 


SHEEÍ M E IA L 
w o r k 
_ 
r n n u n u m [All kind- of roofs—a whole new 
ALBRIGHT & SCHW0YER j roof or 
TV Color Specialists. UHF A V H F [No 
¡antenna installation. 
Ph. 323-1384 


5. Company paid vacation 
4. Individual blue cross coverage 
—company paid 
7. Individual 
blue 
shield cover­ 
age—company paid 
8. Individual 
major 
medical 
— I 
company paid 
9. Individual 
lire 
Insurance 
— 
company paid 


sories. 
SWANN OIL, INC. 
Sassamansviile, 754-7811 


SEALED BIDS w ill be received 
at the Office of 
the Secretary 
W o Can Do It 18 
of 
the 
Boyertown 
Area 
School 1 
_ 
J 
D istrict until 10:00 a.m. prevail- SNOWPLOWING—Show 
me 
your 
¡.mg 
time, Friday, November 24, | 
driveway 
now, 
so 
when 
It's 
______________________________ 
1972. 
Bids 
w ill 
be 
opened 
and covered, i'll know where to plow. 
Personals 
7 publicly read in the Board Room Walks shoveled free. First 
calls 
___________ ___________________of the Senior High School at 10:00 w ill get first 
service when the 
FLOOR SHOW AVAILABLE FOR a.m. of the same day two {2)l*n o w i come. Call 324-5831. 


DEADLINES 
Dial 582-4216 
Ads received before 2:30 pm will j AT TEND Free Skin Care A Make- 
appear the following day. Lost A 
up Classes at i N. Hanover St. 
Found 
Death 
Notices. 
Cards o f|: Phone 323-5445 or 326-4189 tor appt. 
Thanks up to 5 pm for the follow- -|H y ^ o fis t- Kerur.th~G— EÑtws_ 
Registered Hypnologist 
Dial 324-9391 


HOLIDAY PARTIES A M EET- j school buses. 
!NG5.__Dia! 933-0994. ___________________Specifications may be secured 
Need ride bet 12 noon A 2 pm from !by applying at the Business Ot- 
Birdsboro to Mt Penn D rive-In., flee at North Monroe Street, Boy 


ing day. Classified display up to 
5 pm two days before publication. 


LOCAL CLASSIFIED 
WANT AD RATES 


Hospital 
Beds — Wheel 
C h a i r s - , ot l , 
Crutches, Walkers, Sale or Rent. ¡ 


ertown, Pennsylvania. 
The Board of School Directors 
of 
the 
Boyertown 
Area 
School 
District reserves the right to ac­ 
cept or reject any or ell bids. 
Each 
bid 
must 
be 
SEALED, 
marked "B id for School Buses," 
and addressed to: Gerald H. Wei- 
ja ile r. Secretary, 
Boyertown, Penn* 


CANNING'S DRUGS 
LEGAL NOTICE 
Rug~installation. Binding, 
Clean-1 
BOROUGH 
OF 
POTTSTOWN 
r | „ t • 
n 
p W a s h e r ! 
staff 
¡na Exoert service Call 323 9210 
Notice 
is 
hereby 
given 
of 
a C lttL II IL K d fig e o* V VdM lcl 
by this area co. They are staff 


hole In your roof. 
. 
p±ILxm . n, 
job too- small. 
Dial 948-3931! 
' Retirement program—company 


2 
pTeLanoRAve. WSEPnEnq City 
^.^ a in in q .^ p ro g ra m with quail- 


25 12- C<ean, 
|| 
difions. 
Conveniently 
located In Gilberts­ 
vllle, ¡ust 7/10 milla from Rt. 100 
(bypass. Boyertown exit, near Zerns 
Auction. Apply 8 to 4. 
DIENER 
INDUSTRIES 
1237 E. 
Phi la. Ave., Gilbertsvllle 


DAY SHIFT 


Moving—Storage 


MOYER'S 
LOCAL MOVING WITH 
Experienced A dependable men 
Pnone 948-8050. 


P a in tin g —IP a pe rin g 
PERK-FAB, 
INC. 
3-423 
German­ 
town Pike, Col lege vi lie. Pa. 19424 
Sheet Melal Fabrication, heating, 
ventilating, air conditioning, resi­ 
dential, 
commercial, 
Industrial, airless spraying. Lowest rates, best 


2(6I LADIES — Show Fashion Frocks. 
No Investment. No delivering. 
R. POWELSON A SONS, Painting, 
No collecting. Free fashions 
A Contracting. Rooting, guf»ars,|call 
495-4947 9 - 5, 495-4301, 4 - 91 


Dial 272-7532. 
Ya~ L Ittlla Old»7 C a bimat maker. Cab­ 
inet work, Carpentry A Formica. 
Call 327-0474. 


work. Free «St. 234-4732 or 234-8581 


We have several openings In our 
plant for persons in good physical 
condition, Steady iobs. good work- 
pieasant working con-¡¿*R conditions, good benefits. Apply 
‘ Personnel Office. 
SPRING CITY 
KNITTING CO.* 
Main A Poplar Sts., Spring City 
Dial 948-9400 
TIR UC K D IR IIVE R tor fuel oil de­ 
li ver ¡es. 
Experienced 
preferred. 
Call 347-0025, Moyer's Heating Oil 
Co ..B oyertow n, 
PROGRAMMER — BAL^To *13,- 


cmploymenr 


RUBBER STAMPS Made to Order 
H , 
W a n te d -f« m a t* 32 
Business, professional or personal 
w________________ _ 
use. A ll kinds and sizes, FAST BAR MAID & COCKTAIL WAIT- 
5ERVICE. 
MAR DAN 
RUBBER} 
RESS. Apply bet 3 A 5 p.m.— 
STAMP 
CO., 
323-2542. 
I RED CARRIAGE INN. 
paid 


ing. 
IF PAID WITHIN 10 DAYS 
tor 3 lines or 12 average words ¡FENNELL'S CARPET 
7 da vs ................... *5.36 
5 days 
.............. 
*4.44 
4 days ....................... *3 90 
J days ........ 
*3.21 
2 or 1 days 
. . . . . . . 
*2.55 
(Minimum charga .. *2.55) 


N otice 


CIRCULATION DEPT. 
Open 8:30 am. to 5 pm. 
Monday thru Friday only 
No- Saturday Hours 


Expert service. Call 323 9210. 
. „ 
' -------- SHOP 
public meeting to be held by the 
- 1 Planning Commission of the Bor­ 
y a lough of Potfstown on Thursday, 
_________ November 30, 1972, at 7:30 o'clock 
P.M. in the Council Chambers of 
the 
Borough 
H a l l , 
Potfstown, 
Pennsylvania, for the- purpose of 
considering 
certain 
amendments 
to the 1963 Pottstown Zoning Or- 
Copies of 


NOW OPEN 


BUSINESS OFFICE 
Open 8:30 am. to 5 pm. 
Monday thru Friday 
No Saturday Hours 


New Factory Outlet Store 
970 High St., Pottstown 
All 
stvles pantyhose, 
ladies 
pjs, dinance as Amended 
_ 
nightgowns, scarves A tarn 
sets, the proposed amendments to the 
sweaters. 
Zoning 
Ordinance 
are 
available 
• f e n ? » * !• * • * . 
* * 2: 2 at Borough Hall, ¡Pottstown, Penn- 
• AVI nude pantyhose 
52c 
• Opaque 
pantyhose 
“ 
s/ivania 
Knee-high stockings 


Situations 
wanted 
and 
Not 
Responsible ads must be paid 
for In advanve. In Me mor I a ms 
32C per line. Service charge for 
box numbers *1.00. Low monthly 
rates on request. 


For a Mercury Ad W riter 
Dial 323-7000 


All other Departments 323-3000 


Richard D. B u ckw a lte r 
A Sons 


Custom Ha-Roofing. 
Roof Repairs. Insulated Alum. 
Siding. White Alum. A Galvan­ 
ized Gutter Work. 
Carpentry 
Work, 
601 Walnut St., Royersford 
Phone 94AI980 or 666-7719 


H í !¡sylv*nt 
hinh 
* i» , 
Thomas S. Webber 
. Jr. Petite a* nude pantyhose 49c Chairman of Planning Commission 
COME IN & SAVE 
ON M ANY MORE 
OPENING SPECIALS I 


I w ill not be responsible tor any 
bilis unless contracted by myself. ( 
Mrs. Judith A. 
F ryer1, 
1498 N. Adams St. 
j 
Pottstown, Pa. 
( 
HORST AUTO TAG SERVICE 
Reg. A Bonded Messenger, Notary 
1010 Hale St. 
Dial 323-4883 
A TTENT1 O N O E E R HUN T ¡E1 S, 
Deer 
processing, 
cutting 
and 
wrapping, 
*14. 
Call 
754-6039 
or 
754-6239 or 287-8672. 


Repairs. 
Parts. 
Expert 
service. I ing *1* enilre_dept, Any experience 
PAUL_PRIOR. ,1 E. 2nd. « e iC T |w j¡ ftr ¡ ¡ d . C jll, 


FIDELITY 
G riffith T o w ers_______ Emp Agy 
Student or Woman for COUNTER 
WORK in dry cleaning atora at 
North End Shopping Center. Satur­ 
day, 8 to 5. Apply 
PHILA. DRY CLEANERS 
Madison A Cross 
Sts. 


TAXIDERMIST 
Small and big game mounting— 
tanning-gloves-mocassins A custom, 
made lackets. W trt/ S. Hartman, 
Jr., 
Joanna, 
E Iverson, 
R.D 
2, 
286-5862. 
_______ 


VENETIAN- BLINDS, Cleaned A 
repaired. 
Free 
est. 
323-3363. 
RELIABLE WINDOW CLEANERS 


Lest and Found 
10 


FOUND black female dog—spaniel 
A 
Ratriever mix, 
Gilbertsvllia, 
RD h dial 323-6016 ___________ 
MERCURY WANT AD~PAGES - 
Greatest 
supermarket 
of 
all 
im es. Buy, .sell, rent or swap.. 


D a v 11 m a Babysitter, ¡Pottstown 
area. Good pay for right person. 
Call 489-2101. 
AVON CAN HELP YOU fight In­ 
flation with axtra cash weekly. As 
an Avon ¡Representative you can 
earn money to clean up bills, buy 
new clothes or furniture. Call now: 
light D istrict Sales Manager, 
323-0442. 


Stenographic- 


Clerical 


Support Personnel 


Gilbert 
has 
Immediate open­ 
ings for individuals with these 
skills: 


Secretary — work directly with 
departmental 
m a n a g e r . 
Knowledge of 
office proce­ 
deres 
e 
necessity. 
Must 
possess excellent typing skills 
end stwrthand ability. 


M(T/ST Operator — Must have 
fam iliar! tation 
and 
experi­ 
ence with M T/ST equipment. 


Clerk/Typist 
— 
Conscientious 
individuals with good typing 
and Wing system skills. 


Varttype Operator — Experi­ 
ence not necessary. Oppor­ 
tunity for an Individual who 
It willing to lenrn. Accurate 
typing skills required. 


Accounting Clerk — Bookkeep­ 
ing and general office pro­ 
cedures 
experience 
helpful 
but 'net necessary. 
Respon­ 
s ib ility Include potting and 
accounts 
payable 
functions 
Including typing and vouch­ 
ers. 


Library Clerk' — Knowledge at 
Internal 
library 
operations 
mast 
desirable. 
Individual 
must ba capable of working 
in 
a 
service 
organization 
without constant supervision. 


Call Marga Folitz 


GILBERT ASSOCIATES, 
INC. 


Engineers and Consultants 
P.O. Box 1498 
Reading, Re. 19601 
CHS) 775-2600 


An Equal Opportunity 
Employer 


CLERK 


Exparfancad In figure work. 


M inimum typing m itred. 


OOOO COMPANY 


BENEFITS 


Apply In person 


Between 9:30 am A 4:40 pm 


RAND0 
INDUSTRIES 


Dlv. Randolph Metal Works 
Lincoln Ave. A Morgan Sts. 
Phoenlxville, Pa. 


Easy Ways 


To plact 
your Classified Ad 
in The Mercury— 


By Phone— 
Just Dial 323-7000 


By M a il— 
Write 
Pottstown Mareury 
P ottsto w n 
By Person— 
Mercury Offic*,. 
H ano ver and K in g Streets 


Your Credit IS Goodl 
Just Dial 323-7000 


N U R S E S A I D E S 
A L L SHIFTS 
. 
■- 


Expansion training program In prog res*. We 
w ant steady, dependable people, interested in 
permanent position*. Excellent com pany benefit*. 
Call D.O.N. 
PHOENIXVILLE MANOR 


833 M a in St., P h o e n ix v illa , 
9 3 3 -5 8 6 7 , M o n d a y th ru F riday, 10 to 4 


RUG SHAMPOOING, 
Floor Cleaning A 
Polishing, etc. 
_ 
_ 
CaM 367-84*’ 
ELECTRICAL CONT RAC TING 
A Repairs — fast, courteous serv. 
Reas, rates, free est. 
PRAGUE 
Electric Corp. 323-6829 or 327-0333 
Larry 
Meeker, 
odd 
jobs, 
hauling, 
house 
painting. 
Reas 
rates. Free 
est. 
Call 326-5886. 


ip A PER H A NGi NG 
A iso"wal ipa per! 
p* |r» nn«111 J f fi 
Petts, 
removed by steam. 
RiCHARD M?® _ ° r 
KITCHEN HELP 
TRASH 
HAULING 
W ill trade services (or usable 


DIETARY 
AIDE*— 7 A.M . 
to 3 
P.M. full time, N o rth 'D lv., Ap- 
Mem. 
East Dlv. 


Items. Phone 754-74M. 
Cleaning 
Repairing 
Heaters, Fireplaces. Ducts A Reg 
Power Suction Cleaned. 
323-7741 


Chimney 


evenings 
per 
week. 
Dial 323-982:3. 


BACK HOE A DUMP TRUCK 'work 
MICHAEL L. SABO 
RD 
1, 
Gilbertsvllle, 
754-7978 
JOE SIMPSON'S 
Custom Kitchens & Vanities 
Frac est. RD 2 Boyertown. 347-4267 
AIR CONDITIONING A REFRIG­ 
ERATION A appliance repairs. 
Car-Home-Mobile. M. 
L. DAVID- 
HEISER. 323-5445 or 324-4119. 


EXPERIENCED 


SEWING MACHINE 
Operators & Learners 
also 
EXP'D OPERATORS 
4 to 9 p.m. 


Apply 
In person. 
SUNSET MFG. CO. 
24 Moser Rd. 


L E A R N E R S o r 
experienced 
MACHINE OPERATORS 
tor men's trouser factory 
Steady 
Employment 
Union Benefits 
¡Paid Holidays 
Three Weeks Vacation 
Apply 
OSAN MFG CO. INC. 
320 S. Washington St. 
Boyertown, Pa. 


CARPENTERS 
gasoline 
A 
automotive 
acces- tion, 
hospitalization, 
prescripnon: 
drug plan, disability benefits, re- j 
firemen*, 
life 
insurance, 
educa-!. 
tionel 
refund, 
stock 
option ¡pro- Alterno» Construction 
Co. needs, 
gram. Contact R. H INK EL, Bur-1 
skilled 
carpenters 
A 
working 
eau of 
Employment security, 15¡foremen. 
Experienced. 
Steady 
S. 8th 
St., 
Readinq, Pa. 
Phone 
work. 
Good benefits. Apply 
1166 
215-378-4308, extension 
24. 
DeKalb Pike, Center Square, or 
An 
Equal 
Opportunity 
Employer 
4|( 277-3300. 
____ 


M FfH A N If 
MASONS 
m C L O M IT IL 
BRICK A BLOCK LAYERS. Year 
r 
t ? X £ ER' E*NCED 
r 
around work in Norrisfown-Lans- 
To work in Buick Agency Garsge. dal# area 
vocation pay, hospifali- 
beat 
of 
wqrk'BQ' Ia,fl|i(m .benie,fifS available, pension 
Bbneflts.j bian. Call for appt. bet. 8:30 A.M . 
High 
earnings 
conditions, 
excellent 
Apply— 
HAROLD BUICK 
Rt. 
422, 
West, 
Pottstown 


D R IV E R S A L E S M A N 
for established route. Salary plus 
commission, 
vacation, 
insurance, 
5D0 4- fee pd. 
Reading based: steady work. Apply: 
Company with ra.I jrpwin «HaJ 
W 00DS0N DAIRY 
flat offers excellent starting salary 
plus 
advancement opportunity to 
person with at least 1 year ex­ 
perience 
in 
BAL 
programming. 
Call Mike Mattes, 1-376-8486, WEIR 
EMP. 
AGCY.. 
24 
¡N. 
4th 
St., 
Reading, Pa. 
COOK — Dietary Dept7T0T30~jLM. 
to 4:30 P.M. Full time. North 
Div., 
some 
knowledge 
of 
large 
quantity cooking A food prepara­ 
tion required. Apply personnel of­ 
fice, 
Potts, 
Mem. 
.Med, 
O r., 
East Div. 


Main St., Red H ill, 479-9273 
PHARMACIST —~Reg'd 'f o r ” high 
Rx volume drug store w/mgmt 
ability. 
Recent graduate 
accept­ 
able, Salary to SI7,500 fee nego­ 
tiable. 
Phone 
Beverly 
323-1710 
FIDELITY 
Grtfftth_Towers 
Emp Agy 
PU M IP S IE R VICE MA N —expd. For 
installation and » rv ic e work or 
_______________ 
exp'd 
drill rig operator or drillers 


S A N T A - C U M » - " * , « w 
n 
BROS.', 


F A C T O R Y W O R K E R S 
Steady work. High rate of pay. 
Good fringe 
benefits. 
Immediate 
openings. 
Call 
489-7211 
for 
ap 


to distribute wonderful gifts to 
families in the area. If you couid 
use *500' tor your Christmas bud­ 
get, call Mrs. Claus, 324-2646 bat. 
5 A 9 p.m. 


A 5 P.M. 699-3377. 
_ 
Wanted—E LE C 
BASS' PLAYER 
for commercial trio. 
Ovar 20. 
Union 
member. Vocal preferred. 
933-64B4. 


PORTERS 


New and used car clean up. 
Contact Mr. Lloyd Grover 
between 9 am and 5 pm. 
Springfield Dodge 
13.401 High Street. Pottstown, 


BURNERS & LABORERS 
To work In scrap processing yard. 
Union wages A ¡benefits. Apply in 
person. 
Mayer Pollock Steel Corp. 
s. Keirn St. 


Man with car for Am newspaper 
delivery. Approx 4 -6 am, *40 point ment 
per wk, every 4th week off w/ 
pay + bonus 489-3972 after 5 pm. 


Tractor Trailer Drivers 
Greater 
Phi la 
area, 
all fringes, 
must be over 25 w/one year ex- 
i parlance. 
Apply 
in 
person 
be- 
— tween 3 A 5 pm or Sat. 8 to noon 
(ask for M r. Hoff. 


All shifts. Steady work. 
E D W . J. S W E E N E Y 
Alii Benefits. Apply in ¡person. 
¡ 
Í . CPlMQ 
IM f 
GUDEBR0D BROS. 
m,sV .„ 
S IL K CO . 
PomiowF. p .. 


Old 
Reading 
Pike, Stowe 
' An Equal Opportunity Employer 


MACHINE OPERATORS 


BURNS SECURITY 
Over 21, Full time. Call 324-7224. 
KITCHEN WORKER 
Looking for someone with a job. 
who desires to work an extra 2 
or 3 days per week, 8 to 3. 
HOTEL SHULER 
138 High St. 


RETIRED M AN 
Parttime. Work when work avail. 


Auto Salesman 
Experienced 
only 
to 
sell 
New 
Buicks and quality used cars. Best 
pay plan around. Mo ¡phone calis 
please, apply 
HAROLD BUICK 
Rt. 
422, 
West, 
Pottstown 


SEW IN G 


FU LL o r P A R T T IM E 


Sewer 
systems, 
black 
topping 
hauling, axcavatlng. Fleck Bros., 
495-4804 or 933-4119. Free ast. 
Employment laws ¡prohibit employ 
ers from advertising for help ape 
clfylng age lim its of 18 to 30, or 
25 to 60 veers, etc 
SEWING MACHINE REPAIRS 
In The Home Service 
_ _ 
Dial 323-3146 
_ 


Your Trash May Be 
Free estimate 
Dial 469-9571 


LIGHT 
HAULING . 
. 
. 
Basements 
and 
attics cleaned. 


Wanted — WOMAN 
as companion 
for 
middieaged 
woman. 
Call 347-74*7. 
__ 
COOK—Dietary Dept. 10:30 A.M. to 
4:30' P.M. Full time, North Div., 
some knowledge' of large quantity 
cooking 
& 
food 
preparation 
re­ 
quired. 
Apply 
personnel 
office, ¡ 
Potts. Mem. 
Med. C tr.^E a st 
Div ¡ We wit, feach 
LEGAL SECRETARY— Fea 
paid operation In the making of men's 
'underwear. 
Excellent earning po­ 
tential. Flexible working hours on 
either day or e van ing shift. Start 
message as jate as a pm in the evening. 
Apply at Personnel Office 


RETIRED! IN DEBT! 
SAVING UP! 


$4700 up—blut chip co needs qual­ 
ified individual w/good skills. 
Advance your career. Call Jane 
Atkiss anytime, leave a 
323-1710 
FIDELITY 
G riffith Towers 
Emp Agy 
WOMEN 
For second shift In small electron­ 
ic* 
plant. 
Good 
working 
condi­ 
tions it. fringe 'benefits. 
Call tor 
appt., • am - 5 pm, 495-7172. 


Spiring City Knitting Co. 
Main A Poplar Sts. 
Spring 
City, 948-9400 


We 
can 
provide 
some' of that 
I needed extra cash If you are witl- 
! ing and able to work part time on 
unn tn «»« one a regular basis. Arrange a sched- 
you 
to sew one y|e 
yoy(. conv#nifnc# „ |0|. 
lows: 
WEEK DAYS—ALL SHIFTS 
SATURDAY & SUNDAY 
— DAY SHIFT 
If you are a janitor, laborer, ma­ 
chine operator, 
plumber, electri­ 
cian, etc., we have a task for you. 


Pennhurst State School 
and Hospital 
has need tor 
3 UTILITY PLANT 
OPERATORS 
Experience with fabricating weld­ 
ing & hard facing. Dial 275-2970.! 
Modern plant. Good working con- 
Minimum 1 year experience In 
difions. 
Pairttime 
5 
to 
10: ¡boiler p la n operation. Fires boi!- 
p.m. 
Sanitation 
Dept. 
Apply ««’1, and maintains proper steam. 
SWIFT DAIRY & POULTRY, Lin-'pressure and water levels. Make 
coin Rd., Birdsboro, Pa. Dial 582- minor repairs. 
2726 ask for Mrs. 
Edna 
Ireson. 
An 
equal 
opportunity 
employer. 


CLERK TYPIST 


Call 3234)164 


Cesspools Cleaned 16A 


DAN'S LANDSCAPING 
Tirites Topped, Trimmed 
A 
Removed 
Wa Plan Before We Plant 
All Kinds of Nursery Stock 
VISIT OUR NURSERY 
Spring City, 9.40-3042 


ROGER 
F - RICHTER.... 
Cesspools A Septic Tanks 
Dial 287-7164 


WAITRESSES 
Must 
be 
experienced. 
Apply 
HOTEL SHULER 
138 H ¡oh St.________ 
WOMAN 
to ~ do' 
m bcollaneous 
Cleaning 
Blossom 
Restaurant. 
323-9732, jsk for Mrs. Drumheller. 
FOLDERS Wanted 
For men's fee shirts. Day shift, 
7 am to 2:30 pm. Evening 


YARD MAN 
ALSO COUNTER MAN 
Apply in person 
PETER LUMBER CO. 
270 W. Ridge Pike 


Plant Openi 


Limerick, Pa. 
PRODUCTION 
SUPERVISOR 
Second Shift 
Excellent Excellent opportunity tor the right 
C a lf us to see how we can help earning potential. 
We w ill train person. 
Must_ have 
supervisory 
you to help yourself. 


Starting 
Salary — *270.50 
Bi­ 
weekly. 
Excellent fringe' benefits. Includ­ 
ing 
free 
¡Blue 
Cross 
and 
Blue 
Shield 
Coverage, 
Apply — Pennhurst State School 
and 
Hospital, 
Personnel 
Office. 
Daily 8:30 a.m. • 4:00 p.m., Spring 
City, 'Penna. 
Phone—948-3500, 
exf. 
455, 
'for 
further information. 


Needed at onca for various offica 
dot its. Order processing. 
Typing 
i» 
r 
Accounts Receivable work. Must 
worth c u n ¡ ^ accurate In Typing 
A figure 
work. Excellent memory also im­ 
portant. Will train. Only experi­ 
enced office workers considered. 
Hospitalization, Ins., Profit Shar­ 
ing. Apply in person. 
CLOVER LAMP CO. 
First Ave., 
_______ , Royersford, Pa. 
STENOGRAPHER—*95 — large co 
needs 1 w/good skills A typing. 
Good spot to grow with, call Jan# 
Atkiss anytime, 323-1710 
rirs c I T V 
EMPLOYMENT 
advertising 
is 
r i l / L L i i I 
placed under 
male or 
female 
G riffith Towers 
Emp Agy ¡headings for 
the convenience of 
SHORT ORDER~COOK — Full « rH 
re * ^ '. . This I. ^ 
because 
pa rtti mg. 
A p p l y 
F LOW IN G K 
J f * * ®2n 
SPRINGS INN, Rt. #100, Pugh-!10 P*r*< '» 
or*« *«* *»•** 
town, 449-9981. 


d i'ft, 
4 pm to 10 pm. Union benefits 
Apply — 
SIRC0M KNITTING CO. 
16 ¡E. Bridge' St., Spring City 
Phone 944-4811 


NAME 
IN CLEANING 
Since t f l t 
Septic 
Tank 
Cleaning^ 


449 *445 
469 4558 


H. C_KULP^9'4«-4593 or 948-3218! 
R0MIG BROS. 


NEED woman for 
i 
2 days a- weak, 
call 385-3773 


housec lean Ing 
Tues A 
Fri, 


the 
other. 
VARIOUS state and federal law* 
prohibit discrimination in 
em 
pioyment 
because of sex unless 
sex 
is 
a 
bonafide 
occupational 


If you have no industrial experi­ 
ence we will train you. Applicants. 
,, 
, . 
, , 
, , 
,, 
of any age, sex, or race will re- ,F jl| 
jobs on 3 to II, or' ll 
ceive equal consideration lor all 
to 7 shifts. Tending machines tha 
job openings. 
*n 't 
V«rn 
into 
cloth. 
Excellent 
- 
Tig potential. We w ill tram person. Must 
have 
you. 
Must be able to work 6 day ¡ex¡peHenea. 
Excellent 
company 
week. Apply at Personnel O ffice.. paid benefits. Apply to Personnel 
Office. 
The Eastern Foundry Co. 
Spring A Schaeffer Sts. 


SPRING CITY 
BLEACH & DYE WORKS 
SPRING CITY 
KNITTING CO. 
1 Main A Poplar Sts., Spring City | Boyertown 
Dial 948-9400. 
367-2153 
DIVISION OF DIENER 
INDUSTRIES* 
M' EAST BRIDGE STREET 
SPRING CITY, PA. 
P H O N E 948-4300 
R O D M F N 
________ 
* The 
fastest 
growing 
manufac- 1 
l i s 
, 
k in T ir c 
turer 
of 
men's 
underwear 
in Por survey corps. King of Prussia 
IN U I I I I 
the country. 
¡company. 
Some 
travel. 
D rrveH sjj0 salts-minded persons. We are 
An 
Equal 
Opportunity 
Employer license 
necessary. 
Call 
265-2700 


Ha Ip—Mala 1 Fa mal a 34 


LOCAL FUEL OIL 
TRUCK DRIVER 


for applications. 
DRYWALL — Openi 


expanding 
our 
counselling 
staff. 
| Full or parttim e, if you are over 
for ex-125 V « f* 
o» 
age 
and 
seek 
an 
DRYWALL — Openings 
for ex- “ 
on 
perienced 
hangers. 
Top 
wages !f 
A excellent benefit program. Call 
5 Í) L w iJ 
program 
¡234-4915, Mr. Cas»!. 


Must be over 25 and know local RODMAN for field survey corps, 
area. All fringes. Apply in person 
No experience necessary. Must 
between 3 A 5 pm or Sat 8 to be over 18 yrs. 287-7856 bet 9-5. 
noon, ask for Mr. Hoff. 
EDW. J. SWEENEY 
& SONS, INC. 
1500 
Industrial 
Highway 
Pottstown, Pa. 


An ¡Equal Opportunity Employer' 


Sewer systems cleaned, installed, 4pm. Consumers Auto Buying Ser 
A 
repaired. 
Pare 
tests. 
Lowest! vice, Inc,, Davis Rd. A Oak wood 
rates. Call anytime. 
¡ Lane, 3rd fir. Valley Forge, Pa. 


home 
We pay *15 per thousand UNLESS the advertisement itself — - 
For interview, apply bet. Ham A 
specifics one sex or the otfier. 


GUARDS 


mine your qualifications. For per­ 
sonal in tervie w , call 495-6232, M r, 
M o s te lte r.___ 


HAPPY~THANKSGIVING 
from the staff of 
SANDS PERSONNEL 
G riffith Towers 
Emp Agy 
Bartender or Bar Maid 
Call for appt. 495-6921 
IF 
YOU 
ARE 
SERIOUS ""about 
ei’inning 
money 
parttime, 
Call 
323-5465 o r 326-6189.. 


Brehm's Cesspool Service 
PHONE 941-3055 
Sewing Machine 
Operators 


that 
iob seekers should assume 
the advertiser 
will 
consider 
pilcams of either sex in com pi i |(2 !f^!^ 
ante with the lews against dis 
crimination 


Full and parttime 
positions now 
available 
with 
national 
security 
agency. Training A uniforms fur­ 
nished, Co paid benefits, hospitali­ 
zation, life ins 
A co paid vaca­ 
tion. Apply In person, 274 E. Main 
St., 
Norristown, or call 
277-0415,¡ n r . p w it u 
tw p 
paiuiii v p x 
Tractor Trailer Driver 
,hru s«’ •*,er ’ • m 
p e n s e s ¡n a stimulating 
¡oó 
Short and long hauls, immediate 
SECURITY GUARD'S' 
h0urs’ 
ApD’T 
opening. Call '489-72.1 
________ L „ & 
P h p # n i E *. 8/ p « ® 
DYE PLANT 
ceiient working 
conditions. 
Must 


St., 
Potfstown, 
I I 
to 


Helo Wanted-Mate 


T L M m 
hav€ Pa operator's license, dean W g n tp d * 
C h u rc h O r o a n is t 
P R O n iJ fT IP N W P iR K F R S 
P«'ice record A 
be 21 
or over. 
, 
r K U U u l ! ILÍN 
VVU Kr\C Ko 
Fr)M § 
benefits. 
For 
Interview,! 
Ludwig * 
Corner, call 458-5675 
3 3 
• 
i i w . i 
o v n i t C K u (Fringe 
________ 
m 
___ 
____________ 
— 2 2 2 Í Í L ■ flülh 
» » °'r 308"' pe*' ' Organist-Choir" Director. 
Cedar- 
c . l? r « n » ! ^ t ir S v 
1 *"m '' 4 2 p' m " 
l! 
vi,,« 
U nil*"<1 
Methodist 
Church, 
'm g plan:. Guaranteed steady year- — 
— 
i r x ii u u r 
i . m . 
u t ( a i 
employment, 
Opening's 
P P fi ! P f T 
F M H IN F r P 
449-9407.___ 
- 
. . . 
w 
on all shifts. Job train- 
r f t U J L L 
L ix o lix c c r L 
Hu<;nANr> 
i w ip p tp a s * 
product 
w ith 
no 
style 
changes. Only 
truck 
drivers 
need 
apply.¡ing provided 
Ichem eng w /m in 3 yrs process A 
■ ? . 
varieties, 
planted 
A and otter steady w ork year round Phone 349-1400 for appt. ¡between'Company paid benefits include: 
'design exp A able to function on 
* 
- A * 
p « t s 2 l 
2 A 4 pm only. 
_ ^ 
t 
( l i Seven paid holiday s. 
¡team 
k« 
a a m, 
f m bunoing. 
A pt 
supplied. 
Dunes 


f n m n lf it P Tt f P S p iv ir c 
Men's tn lt tee shlrta. AH opera- 
_ 
, 
_ . 
Lera, líen rem o«T,our ioerlattv ' ,l0ni 
00 pi#C< WOrh * nd W r| 
T rU C K D ílV e f 
F « r coiuteout u rvice at re a l 
4t»ve¡2, y*a rl of age or older ,0 m akt roúnd 
.... .. 
onabie 
rates 
323-1426 
326-0119 
p.*r 
a staple deliveries within 40 mile radius, available on alt shifts. Job fra 
OnBDffc 
rates, 
it. | 
with nn 
ttvUi 
rhannaa ln¡ii 
I.:-.— 
TREES, all 
guaranteed 
POWERS A 


R N 


3 to 11:30 CHARGE NURSE 


Full time position in inodoro E.C.F. Every other 
weekend off. Good company benefit*. Call Direc­ 
tor of Nurses. 


P H O E N IX V IL L E M AN O R 


833 Mein St., Phoenixvilla, 


933-5867, Monday thru Friday, 10 to 4 


pm only. 


MAN 


to thrive. 
326-4801J Day 
¡shift, 
7 am 
to 
2:30 
pm, 
SIMON Landscaping:1 Evening shift, 4:30 to 10 pm. 
------------ T r i r r 
SIRCOM KNITTING CO. 
TREE WORK 
20 E- Bridge St., ^Spring City 
j f 0 wprll parttim e mounting Fire- 
Reesonabie 
rates. 326-0912 
D ia l 
___ Hone tires 
Morning, afternoon A 
... v 
...... ■ 
— ■ EXPERIENCED 
prefer red, 
b u t : Saturday.. 
App I y in ¡person.. 
Sewer System* Installed 18E 
*»» neces'iary tor waist band' 
FIRESTONE STORE 
---------- gals 
f o r .men's 
knitted 
briefs 
SEWER 
SYSTEMS 
Steady 
40 
hour 
week 
work 
¡n¡,il4 Hiph 51 
Installed — Repaired — Oeaneo .small plant located in Engles villa. 


(11 Seven paid holidays 
I 
(21 Liberal vacation pay 
basis needed by 4A co. Fee 


erage 
iiv lt 


paid... *14,000 U l Roberts 324-6300 
cov- knelling Emp Agy, First Fed Bldg, 


Pottstown, Pa. 19444 


ROMtG BROS.. 449 9445, 449 4558 


R E C E P T I O N I S T 


Good look* and personality will land you thi* job with ono of Penn­ 


sylvania's loading growth companies. Cong o nial people to work with and 


salary at $450 to $600 per month. Call Connie at 363*7100. 


ALAN I. W. FRANK CORP. 


Exton, Penna. 


Bui Id i ng~ Contracting 
1 f 


DON'T MOVE - REMODEL 
Quality Work 
WM, CARNAHAN, 349-1102 
Home Repair A Remodeling; A lio 
Dry Wall A Spec killing,. No job 
too email. Cali 449-6903. 
Paneling. 
Ceilings, 
Basements, 
Rooting, odd Jobs. Free estimate. 
WAYNE LAUSER. 495-4862 after 6. 
ROOFING A OOD JOBS 
installation and Repair 
BOB mMES, 326-6033 alter 4 pm. 
S A S 
General 
Contractor 
Additions, Rooting, Paneling, Vinyl 
Floors, Tiling, Paint ing... Freo estí­ 
meles. Call' 489-7122. 


Call 347-2398 bet. 8 am A 4 pm. 


WAITRESS 
CONTRACT MINERS 
I Required tor shaft sinking A 6e . 
velopment work In Allentown, Pa, towrv-Phoemxvtile areas 


allow- 


11- 7 em shift 
Part or full 
r ^ s ^ A benemi; 
available. 
Apply— 
DEMPSEY'5 
Family Restaurant 
High A York 
Sts. 
WAITRESS 
Day 
work, Apply 
tn 
person 
CRYSTAL RESTAURANT 
149 
High 
St., 
Pottstown 


BUILDING - REMODELING 
Over 30 Yrs.—Saflslhtd Customer* 
RON FIEN I, Gen. Contractor 
Free Est i m* tes. Call SM-AST* 
BUILDING 
A 
ROOFING 
CONCRETE WORK 
DENNIS 
G. 
SHANE R, 
323-2827. 
ALL- TYPES IPLASTERING "'Work 
- " - S i C T T 
Green Stamps. BUD MILLER, 369- ***!.«? ,ry.. B o * 
____ 
1088 before 7:10 A.M. or after 4| 
SECRETARY 


Thanksgiving 
Is the day 


MIDDLEAGED WOMAN for house Full 
tima. 
¡keeping 
A 
babysitting 
for' 
3 
w y . 
Full 
* c non i -e ged children. Must 
Itve-ln. 
¡ t|!°n' 
* jcafton. pens ion, lift insur- 
Douglass vine arse. Cell etter 3:343 
A* ^ Y M person • am to 12 
o m , 324-5047. 
or l to i pm. 
UNICAST 


(4) Individual 
Blue 
Shield cov­ 
erage 
(5) Individual 
major 
medical 
coverage 
(6) Individual life insurance 
(7) R etirem ent program 
(8) Liberal 
safety 
shoe 
ence 
(9) Shift differential 
Near public transportation to Potfs- 
"n-Phoenixville areas. 
YOU WILL BE THE MOST 
IMPORTANT ASSET AT 
SPRING CITY 
BLEACH ft DYE WORKS 
DIVISION OF DIENER 
INDUSTRIES* 
20 EAST BRIDGE STREET 
SPRING CITY, PA. 
PHONE 948-4380 
1 The 
fastest 
growing 
manufac­ 
turer 
of 
men's 
underwear 
in 
the country^ 
No experience neees-!An 
Eguel 
Opportunity Employer 
benefits. 
Hospitalize-j 


0WNER-0PERAT0RS 
Tandem tractor w /sleeper required 


limited. Writ'e ¡Mercury Box W-42. 


MACHINE OPERATORS 
& ASSEMBLERS 
to haul refrigerated food products.1 F ir 1st A 2nd shifts In pharma- 
Operation within 600 mile radius, clal packaging plant. Clean work- 
C0X 
CORP. 
Phone 1-679-711.7, 
Mein St,., Pennstourg, Pa. 


Experienced minors preferred, but 
: training to suitable people can be 
! given. We a rt an aqua' opportuni­ 
t y employer. 
Call aiMVMSSQ. 


EXP. BRICKLAYERS 
& LABORERS 
Cali 254-8442 after 4 P.M. 
Help Wanted 


324-5047. 
_ 
COCKTAIL WAITRESS 
— 
BAR 
MAID. Apply bet. 3 A I pm, 
Red Carriage Inn. 
T Y P1 *T — P*rtt ime., 
Apprex. 
12 
hours per week. Evans burg are*. 
Call 539-8700. 


AUTOMOBILE 
. SALESMAN 
Opportunity for aggressive pro 
test ¡one I 
type 
salesmen 
to be­ 
come 
associated 
with 
a 
test 
growing Chevrolet dealership. Ex- 
Experienced 
with 
shears. 
Pressjew'fti« 
business 
with 
unlimited 
— nir 


6th A Washington Sts. 
■overi'own, Penna. 


SHEET METAL MAN 


MRS. SMITH'S PIE CO. 
Needs Experienced Mechanics 
For Maintenance Department 


Ueten Shop — Alt benefits, Vacations, Pen sien, Uniterm», etc. 
Variable shift». Bakery experience preferred but net essential'. 
APPLY TO PERSONNEL OFFICE 
Charlotte ft South Sts., Pottstown 
An equal opportunity employer 


. 
. brakes A Wiedemann Presses. E x - 1 M rn'nS*- Contact Bob Sugg at 
" K Ü S 
CS L Í C.IW w w n , 
W M 
SUGG CHEV. Inc 
elderly 
(live-ln), 
lady In 
Pot tig rove 
tre e. 
'Write 
S C A L E 
2nd A Washington Sts.., Boy ertown 


P.M. all dav Sat. A Sun. 
Im m ediate Opening 
ROBERT L 
SWAVELY. JR., 
. menxsgiving 
ia ine nay 
to be 
3 to 11 S h ift 
g e n e r a l" CONTRACTOR 
¡'Nonktul1 tor tttl* top eppty. Tyg* m Knitting Plant, weighing cloth 
Call 469-4543 
:|,n,9' 
httng, 
phene, 
figure 
work. | a keeping 
records. Must be 
in ¡ 
— — — 
- 
—— ' *580, 
ceü 
Gale Adam», 
324-4300 good 
physical 
condition A 
have 
Building A Alteration*, Concrtto, sneiling Emp Agy, First Fed Bdg.(legible handwriting. Must be able 


CARPENTERS, Exp. Only 
Need apply - 
933-0439 


ESTIMATORS 
beckhoe work. Paul J, Gower 
'General Contractor, 948-4413. 
to work Saturdays. 


DIAL DIRECT TO 
PLACE YOUR WANT AD 
DIAL 3 2 3 -7 0 0 0 
FOR A D TAKER 


DSSSSSSSSt! 
li 
APPlY f ® P*r«8nnal Office 
I Did anyone ever 
toll you what1 
SPRING CITY 
a "tem porary" is? CaM us 
i/ M i T T m r rr\ 
ELAINE HUGHES ASSOCIATES 
K lM IM IN u 
L U . 
Tanor Soloist 
w ill 
audition 
Emp Agy 
3344430 Mein A Poplar Sts., Spring City 
Messiah or Church Soloist posi- 
1 
Dial 9'4l-'f'400 
, tion,. 32:4-4224' etter S 30 pm. 


ALTEMOSE CONSTRUCTION CO. 
has 
0'ipenings 
tor 
ESTIMATORS 
¡Experience preferred. Setery com-., 
mensúrete 
with experience. 
Call;, 
277-3300. 
Ext 10 tor 
an appt. 


tor I 


SET UP MAN— Molders 


WIRE STRAIGHTENER— Set up & opente 


WIRE WINDER-Set up & opente 


NIGHT SHIFT FOREMAN— Mechanical background 
ASSEMBLERS—Trainees, mala or femalt 


TOOL MAKER— 1st class only 


Day shift. Seme night shift Ister. Profit sharing, hessttaltia- 
lian, meior medical, vacation, paid holiday»,. 
N W CONTROLS Inc. 
Vemfteltf, Pa. Dial 181-7871 


Employment 
For Sob 
For Sob 


E m p lo ym en t A g e n c ie s 3 4 A 
A rtic le s fo r Sate 
4 6 
TARGET, 323-4000 
Man'* suit, size 40; Lady’s (tresses, 
size 9, 11-12; 20 Ceramic plant- 
EM PLO YM EN T 
A G EN C Y 
lers; Train set w/small platform; 
21S High St, Pottstown, Pa. 19444 misc. items. 324-8021. 
; ¡ 
». 
... 
. 
. 
_ 
i 
PRE-SEASON S A L E -1 Week Only 
S itu a tio n s W in t X M O W Iila 3 / 
(Mon.-Set.)—10% on greenware. 


State 
approved 
& 
licensed 
day 
t ? u 
care home. Child care by hour, f ™ ? * 
Phoenwviiie, 
day, week incl. 2nd shift. 326-9C?51 Lessons-Pirlng-Greenwara-6m|ue 


R E L IA B L E WOMAN 
Desires steady housekeeping 
job. 
Cal) 326-5143. 
L - O 
- O 
- K 
W ill do Baby sitting in my home. 
Day or evening 
shift. 
Mini bikes, go-karts, snow blowers, 
Dial 326-6064. 
Mother will baby sit in her home. 
Royerstord area. 
Cal'l 948-9033. 
children, 
W ill 
watch children, 
any 
5 days per week. 
Call 326-6763 


age, 


Instruction 


I n it ructio n 
39 


fully 
assembled, 
reedy to go, 
guarantied. Lay-away now. Small 
deposit will 
hold 
your 
selection 
■til Christmas. 
SPECIA L P R IC E S on Bronceo 
Go-Karts with or without engines 
RAY'S 
Lawn Mo war Shop 
Rte. 73, Gilbertaville 
Dial 367-2071 


Musical Instruments 461 


G U ITARS FDR CH RISTM AS 
from 119.95 
S & S 
SCHOOL 
OF 
MUSIC 
N. 
Kelm & 
Buctort 
Rd. 
Allen Theatre consola organ. Exc. 
for 
beginner 
or 
advanced. 
A 
beautifuil piece of furniture. An 
excellent gift. Dial 326-5127 after 
3 p.m .__________ > 
30 to 60% DISCOUNT 
Peevey amplifiers — mini moog 
All name brands on tale, 
Very good guitars 
.......... 
14,95 
Pearl snare drums ______. . . 
19.95 
Fender guitars 
............ . 
95.00 
4 drum drum sets 
______ 129.95' 
Electric pianos, kustom, shure. 
CREST MUSIC CENTER 
37 N. 6th St., Allentown, ,433-1904, 
RENT A BALDWIN PIANO j>, 
for only S3 a week 
ECKERT BROS., INC 
Rt. 
222, 
North of 
Reading 
Dial 3264930 


Farm and Garden 
Estate — 
Estate — 
Real Estate — Sab 


Farm Eq u ip m e n t 
53 
U n furnia hod A p artm en ts 68 


Hava you seen the new Interna­ 
tional 
3200-A 
Loader 
Tractor. 
True hydrostatic drive with infinite 
speeds 
from 
0 to • 
miles 
per 
A Y . 
hour. Stop In , . slse It . . TOD 
ERB & HENRY IncJ 
New IBerlinville 
Celt 
Established IBM _ _ _ 
C. 
J. ' WON SI O LE R 
BROS. 
— 
A LLIS 
CH ALM ERS 
SA LES 
& 
S ER V IC E. 
A C . 
190 
X T 
Diesel 
Tractor, A.C. D-17 Series III Trac 
tor, A.C. D-17 Diesel Tractor, A.C. 
D-14 Tractor w/new loaoer, A.C. 
WD-45 Tractor, 2 J.D . 2010 Trac­ 
tors, 
J.D . 
'40 
Tractor 
w 3-point, 
hitch, J.D . Modal A Tractor, J.D , 
Model LA, Tractor w/'t-row culti­ 
vator, M F 
65 Diesel Tractor, I 
F arma 11 
BN 
Tractors, 
MM 
M2 
Tractor, J.D . 1-row Corn Picker, 
A.C. Gleaner C It Combine w /lt* 
rain & 4-row com heads, 2 Brady 


A m ity G arden 
APARTMENTS 
Oouglassvllle 
„ 
New 1-2-3 Bedroom Unit* faatw ttfi 
367-1,1»» private entrance*, fully aquí piped 
kitchen*,, 
wall-to-wall 
carpeitng, 
■individually controlled heat A air 
conditioning, 
swim 
clut, 
many 
more modern convenience*. 
Sam 
pla apt. open from 11 A.M. 
to 
6 P.M . 
Dial 3B5-3071 
Largest in area — Living room 
with balcony, dining araa, full 
appliance kitchen, 
2 bdrms, tila 
bath, 
laundry facilities. 1180 mo 
+ electric. Heat A h. water Incl. 
COCCI, 323-1096'., 
____ 
___________ 
Small 3rd fir apt., prefer single 
elderly 
person 
NO 
PHONE 
50 
bo. 
Menure 
spreaders, 
— CALLS. Apply Bowen Really. 
Special deals on Snow Plows A TWO BEDROOM—Ranch Duplex 
^al* 
53a-1935 
or 
ah appliances furnished. Amity 
M*-7523 
’ Gardens. *'90 mo. Call Ed A L E X , 
Steel Roller 24"—Wooden roller—¡323-0924 or 3263645. 
cutter bar — SO' rolls of snow 
fence — large 3 blade rotary tor 
!jra 
........ .............. 
P.M 
A built to list!!cutting,grass:or field. Dial 499-SI4S■ Mod»irn L N 
« « . ftmplWd »1«|*TO W e “ 
f t ? * 


_____________ If you have slippery problems see — 
T EA C H ER W ILL, TUTOR, 
us tor Ice A «now salt or calcium. 
Upright Pianos fit your budge! 
all 
subjects 
K-6 
¡chloride. 
with good tone A built to last 
Dial 469-6301 
’ 
: 
POTTSTOWN R O LLER M ILLS 
-We 
Buy—Sell—E x inanqe— H n a m tlalt. 5 
South A Hanover Sts. 
323-8620 Lower than any bank or toan col ------ 
H EN N ESY'S DRIVING SCHOOL 
“ D 
A 
O 
k | \ / r 
New used I 
Leem to d m . the sate, 
easy A 
A R E Y O U IN T E R E S T E D 
B 
U 
D 
N 
Y 
l 


in buying 
3 
r®°%* ®i. 
j Open Mon. thru Fri. til 9; Sa;"'to 6 
Spanish, or Ea rly A m y can turn- Pomt#wn _ i2S High St, 327-0155 
■fur# at tremendous savings? We Reading-326-30 N. 9th St. 377 7332 
are 
forced 
to 
sacrifica 
11 
un- 
* 
claimed la ya ways from' our ware­ 
house, 
for 
the 
unpaid 
balances 
trout *333 to 
*199. 
Each g ro u p ____________ 
consists 
of 
a 
completa 
living D RUM S—3 Ludwig 12"x15 
room, 
bedroom 
and 
dinette 
in- 
drums 
In 
blue 
A 
gold 
pearl 
eluding 
lamps, 
tables, 
springs, finish, 
3 
Swing*rland 
12" x 15" A RE YOUR PETS preventing you 
mattresses, and many other extras, header drums in gold pearl finish ! 
,rorn 
going on 
a 
vacation or 


Modem 3 bedroom house 


House* for Sete 
78 


^CLOSED 
UNTIL MONDAY 
On 
T h i s 
THAN KSG IVIN G 
we 
pause 
with 
heartfelt 
thanks 
tor 
our 
priceless 
blessings 
and 
the 
privilege of serving you. 
HERBERT J. BELLAIRS 
REALTO R - M LS 


Let Us All Give Thanks 


As We Celebrate This Day 


H o u m i to r Sale 
78 


R. d 7 SHEPPARD 
R EA L 
ES T A T E - Dial 1977175 


The PBttatown M ercury, Thursday, November 2,3, 1972—25 


Real Estate — Sab 
A u t o m o t i v e 


H ouses fo r Sale 
78 


Marl# cT’ VoL’ng, Associate O ro ^ NEW LWTIN® M Y ER S F O R O - 
691 Mam 
St., 
Schwenksvilia ^ ^ ^ ^ M ^ I^ S o u b la ^ ^ e d r o o m . 


RO N R IN C K 


REALTO R Multi-Llstad 
920 Washington St. 
3769121 
Reading 


DAVID L„ 
G IL B E R T 


Real Estate 


yr. 
IV* baths, stair equipped w auto 
chair 
elevator. 
Perfect 
tor 
Im­ 
paired 
or 
aidarly. 
Call 
early I 
Won't last long at *26,900. 
Woodling Real Estate 
Main St. at 3rd Ava., Roytrsford 
Call 948-3150 
Insurance and Notary Public 


economical way. Special aftenho» 
to 
the nervous students. 
Home 
pickup. Dial 326 7677 or 935-9200 
Learn 
to 
become 
an 
O PTICA L 
TECH N IC IAN., 
Can t ral 
¡Pott a- 
town. Dial 323,-1565. 
We CAN teach YOU to drive. 
G AZZILLO 'S 
DRW NG 
SCHOOL 
O V ER 4700 S A F E L Y 
TAUGHT 
STU D EN TS. Ages from 16 to 60 
I t 
Years 
teaching 
experience 
Home pick-up. 323-1290 or 733 9451. 


Financial 


Business Opportunities 43 


Pets — All Kinds 


PART T E R R IE R puppies— 
2 males, 1 female, *5 each. 
Dial 287-9380. 


TROMBONE 
A 
T R U M P E T 
CASE A STAND. S70 EACH 
DIAL ,385-3147 


j 
ENGLISH S E T T E R P U P P IE S , 
purebred, *45. 
Call 323-5319. 
__ 
' 
_ 
AKC rag. sm all miniature Dachs- 
hund pups. Leroy Hoffman, H uffs 
tnar* Church, Harlem'' Rd. 1 -845-2739. 


POTTSTOWN 
Rancher, brick 
A 
alum, 
siding, 
3 bedrooms, garage. Nice lot. Fine 
¡loceliom. *27.900. 
OLD FARMHOUSE 
Completely 
modernized, spacious, 
3 bedrooms, 
see 
thru 
fireplace. 
I car garage. 
5V* acres. 
Pond 
_____________ 
¡Road frontage. Montg. Co. Asking 20 acres, stream, woods. 1100 ft 
BOYERTOW N - w T IT S c h a e ffe r W*'000 
frontage. Excellent value. *31,500 


m Im i ' ^ S T ’cBTTS.i'SiL J 
0USE PLHs hi PTS' 
or 754-4139 after 6 p.m. 
¡4 bedroom home, IV» baths, recrea- 
—. , 
, . 
. 
. flan room. Three 2 bedroom' apt* 
twin 4 iqe bed- j car gdr*ge A, car port. Oil hot 
DAVID 
A. 
SWIINEHART 
»M"fl 
rm. 
.dining 
rm. wat#r 
CMS„ ron 
bHttoerd 
heal. 
— Quetn St. A Moser Rd* 324M9B72 í j l Í5T 
basement, large let, ¡ w attr ¿ 
¡Everything per- 


54 
YO R K SH IR E APTS. 
N. A. SALAMONE 
,#ct> 
ONE 
BEDROOM 
and 
2 
BED Realtor 
Multiple Listinq' 
C a ll 3 6 9 -1071 
ROOM apt available Immediate- CoHegeville 
499-3077 
! ly. No pets, no children. Dial 326 
— 5777 weekdays after 5:30 p.m. 


*195 


Lott and # c ria g t 
81 


J- ?©” 4 A CRES Woodland, Am ity 
Twp. 
900' road trout age, 
1200* 
creek frontage. Unique A, exclu­ 
sive. 
Minii-eittta potential, 
1-779- 
5 5 1 8 . __________ ___________________ 
ELVERS0N RD. 


HOFFMAN-HOUCK INC. 
Phoqnixvillt 
Dial 933-1000 
R. M. BAUMAN, Realtor 
LO TS 
— 
In 
C h ,st,r. 
B .r k , 
& 
Montg. Cos., ranging from 1 to 
6 acres 
Call 
754-7611 for area salesman. 


Campors — Trailers 
90E 


HOUR 
CHANGE 
Effective 
11/27 
for 1 week only. Closed Nov. 22 
to 29th. Nov. 30 A Dec. 1, 69 pm. 
Dae. 2, 10 am - 6 pm. 
BETTY & JIM'S 
TRAVEL HOMES 
Rt. 100, N. of Rt. ¡3D1, Exton, Pa. 
Phone 363-6999. 


Anytime Weekends. 
DOUGLASS GARDENS 
AND 
FARMINGTON WOODS 


* n *, r n m 
t m 
i 
» 
, 
HOBSON & K R A IJSS. InC. 
Miscellaneous »®r Sal* 
82 
R. N. G 0 T T S H A L L — R e a lto r T6M E 
Puna 
Av#„ Gltberfsviile 32 x SO' store + apt. on 2 level 
i College villa 
499-9303 RMi _ Estate 
Broker—Eye's 
Call [ 
acres. 
Room 
for expansion — 


N-E-W H-0-M-E-S 


.................... 
_ 
Rent* Starting at 5110 
First come, first served, limited | interested parties* can" inspect & holiday? Leave your pets in. ,h * E ffiCi4ncy, 1 bedroom, 2 bedrooms 
quantities. Term s available._Phone submit 
bid 
in 
ths 
Spring-Ford ^ u rlt^ of their 
home 
environ- 
r)^y|[) A SWINEHART 
435-9666 tor 
appointment. Out of Senior High School, Lower Lewis 
To care for your pels, we 


Snap -On To o ls 
D ealership . 


Opening 
in 
local 
area 
for 
mechanically oriented man to 
te ll I,.00® Heim tool'eqpt. line 
on dlract-fo-user basis to pro­ 
fess ¡¡one! mechanic trade. Full 
sales- business 
training. 
Dis­ 
count/bonus 
plan 
producing 
$15,000 and better average in­ 
comes. No tees. Require mo­ 
dest cash investment for 
in­ 
ventory. Phone or write, Bert 
Snyder, 1-215-765-7400. 


SNAP-ON TOOLS 
1710 Falrmoumf Avenue 
Philadelphia, Pa. 19130 


For Sale 


Garage Sales 
45B 


Due to the great success of our 
last sale, we are having another 
sale 
SA T,, NOV. 
25 from 
9 »3. 
1128 Meadowbrook Rd., right off 
of S. Keim St. We will be having 
new collectible items, depression 
glass, 
china, 
glassware, 
books, 
good bottles, old post cards, tike 
new clothing, baby furniture, other 
items. Please look tor signs. 
G A R A G E SA LE?” 2ryr~ co llectio n 
of 
oddities 
incl. 
motorcycle, 
bricks, auto parts, new A used 
toys A article* too numerous to 
mention. Nov. 24, 25, 26. Ha ¡de- 
man Rd., off Rt. #73, down from 
Red Fox inn, 287-989.6. 
G A R A G E SALE —” Fri~NovT~24, 
8:30 am-5 pm. 
Rain or shine. 
On Sweinhart Rd, off Rt 100, next 
to Good's Furniture, 367-2713. 
Garage 
Sale — 
Riding 
Mower, 
Washer, 
Garage 
Door, 
Misc. 
Item s. 
F r i., 
Sat., 
Sun. 
550 
E . 
Vine, Stowe. 


Articles for Sale 
46 
CARPETING 
ROLL MILL ENDS 
A LL P E R F E C T Q U ALITY 
% P R IC E 
W ALL-TO-W ALL 
OR 
ROOM, SIZE 
Only $2,88 Yd. Up 
KEPNER & R0MICH 
FU R N IT U R E 
139 High 
St. 
323-2244 


Maytag 
auto, 
washer 
A 
dryer, 
Suds Saver, *150 pr; Underwood Do-It-Yourself Headquarters Lum- 
otc typewriter, *50; pr tires 810-15 
ber-Tools-Hardware-Paints 
w/'w, $20. 933-6900. 
i North End Bldg. A Supply Center 
V ,- .n -------¡T—_ 
----------I ! 
867 N. 
Hanover 
St. 323-5600' 
Children s Desks., $8 up 


New 
Exciting 
SCHWINN 
B IK E 
ACCESSO RIES — speedometers, 
lights, horns, locks, m irrors, bas­ 
kets, 
etc. 
D IEN ER'S, 
King 
A 
Wash , 3263861____________ 
Modern Living room Suite 
2 
pc. 
Reasonable. 
3:23-5413. 
J 
¡BRAND NEW K IR B Y S W E E P E R , 
accessories A many extras, $300. 
Dial 948-9125 ____________ 
New 
Mágnavox 
stereo 
consola 
Record Player, *98. 
O V ERH O LTZER 'S, 34 High St. 


town call collect. 
BERMAN BROTHERS 
734 Hamilton. St. 


j R d., 
Royarstord, 
Pa. 
Awards to 
; be made to the highest 
bidder, 
¡ December 7th, 1972. 


will make as many visits as you Queen St. 
desire. 
For 
Information, 
call 
"Servants 
¡For 
Pets", ¡323-7235. 


DOG 
G R OOMIN G 
SB 1 VIC E S 


POTTSTOWN 
Two 
and 
three 
bedroom 
duplex 
homes, *22,900. 
BOYERTOWN 
Under construction! 
2 A 


R , D. Hobson. Broker, 754-7410 
¡busy highway location. 
Excellent 
Real 
Estate Salesmen: 
¡for 
restaurant or 
auto, 
agency. 
R obe rt L lit la 
2811-92701C ■ ¡II now 
to ins pec I t h Is 
c ho i ce 
John Harley 
349-1213 property. 
Priced! at *59.000'. 
Darvin Wadsworth 
369 1 260 SU B JR B A N R E A L T Y E X . 499-3041 
Walter 
P. Krauss, 
367 6375 ; 


H U N T E R S 
Year end Bargain Hunters— W# 
have the units priced to sell 
TEN T T R A IL E R S 
Nimrod Riviera (2) ....... *495 
Nimrod, stove, sink, Icebox *595 
Coleman, Stove, sink. Icebox *595 
Wheelcsmpar, Church Wagon ser­ 
ies, loaded. 
*1099 
Wheelcamper, 
9 sleeper, 
loaded. 
1972 demo _________ 
*1199 
Viking, 
6 
sleeper, 
loaded, 
list 
price, *2049, sell 
. . . *1299 
PICKU P 
CAPS 
100 or more In stock 
Check our quality, colors A prices 
R E P P E R T S 
367-9953, Rt. 100, Boyar town 
~ WINNEBAGO “ 
MOTOR HOMES-TRAILERS 
CAMPERS 
73 Model Introduction 
Now during November, see Wmne- 
bago, 
America's 
finest 
motor 
homes, all on display in our giant 
H r " »’ j '■ m— ¡ p , . 
. ¡ I indoor 
showroom. 
See 
the 
new 
A LEX A N D ER SMITH A SONS 
W e n to d -R e a l 
Estate B 4 Braves, 
Indians, 
Chieftains, 
the 
Realty 
Auctions va/m , 
m iv 
m n 
h o m p s 
in fabulous new Minnie Winnie and 
Devauit. Pa. 
Dial 215-933 33711 
„eed of repairs 
Private nartv lhe 
"Do-It-Yourself 
D-27 
Motor 
3 bed- W# add Immediate marketability c 
W rlté"‘Mercury' ' box Emoo! 
Moser Rd., 326-0872 room 
Townhouse home 
with the; with auction sales exposure to your 
latest 
In 
convenience 
and 
com-¡realty or estate- 
¡sm all 
fort, on 13 tree studded acres with 
One .bedroom, 2nd floor, I.ncludes 
11 BJHBIDaKBViaJBSE Jfltte «W4I. 
«■«•** ventmi ■« "*** 
» "»««• * 
AI lllen town. Pa... 
DOG G R OOM IN G 
SE R VIC E 5 
reno v atedi. Ava i 1 able I immediate ly. 
mirñZ..'»rmm7 Í Í 7 " 
yet» 
¡B lu e |L U M t I U I t / V ir L t Or o A V C ! Cat. 
1959 
(AH 
breeds groomed) sijg mo. 
326-7711 mornings. 
trail, ptenic areas, etc. 


Farm , 
also 


NO1 
regret, 
the 
best 
. 
Lustre cleans carpets beautiful- Gibson, 
Martin, 
ly. Rent «lee. shampooer *1. Don Sunn< 
Traynor, 
Guild 
g u itars.1 For app* 
Charlotte Jay, 326 7363 
AMITY GARDENS 


PORK LOINS — Hams or sides 
Choice of prime beef in quarters 
or 
s i d e s . 
Boyertown 
Lockers, 
267-7438 or 
120 
E . 
Phil*. Ave., 
Boyertown. (rear). _________ 
lave "jMoney— Buy used Heueetwtd 
Goods at Lord's Used Furniture, 
12 Washlnqton St. 3264145._______ 
HOMEMADE B R E AD A C 00 KIES 
for Thanksgiving A Christmas. 
Dial 6*9-9494. 


of 
band 
instruments 
and 
acces Rhone 367-2763 
sories. 
ECKERT BROS., INC. 
Rt. 
222, 
North of 
¡Reading 
Dial 326-4930 


and silver miniature; a'so write. BIN D ER 
A G EN C Y. 326-5420 


| F R E E 
dog, I year 
¡broken. Call 948-5613. 


367-2989 
CHESTNUT S T ., Pottstown-Brick 
, 
townhouse, 4 bedrooms, kitchen, 
Townhouse — *215. 
I 
1 
' 
living room, dining room A TV 
Apt. - *100. 
ROY RANCH S T Y L E T S bedrooms with room v#ry flood condition. *12 500 
19 ACRES — Development a roa.. 
Glibertsville. 
sewerrd 
ir65 


property 
368-7091''.' 


We Give You More.*’ 
commercial ¡ Belter 
deals—better 
Inventory— 
with 
housing. 
Dial 
batter service. 
TOM SCHAEFFER'S 


garaoe. *76.900 
LO V E LY colonial 2 story, featur-l' 
iendly 
brown 
A 
white 
D a v id M . 
H u r lo c k , In c . 
\in* * J»*® ® "* ^ 
#»m l,v IS A CRES, 
¿ewered trontege, In Auction 
ear old, female, housa- 
j 
BEDROOM A PT. 
469-6122 
áa°roo« 
A llT o r T t O O 
C*f !.. 
6:30 pn 


Snowmobiles—A .T.V 's 
471 
MEL-ANN Dog Grooming 
Call 582-8993 tor appt. 


Hand 
knit 
sweaters, 
Afghans, 
scarves tor Christmas. 
Made to 
order. Dial 689-9494. 


USED FURNITURE 
Bedroom suites—living room suites 
—odds A end *1 up—excellent con 
dition—selling cheap. 
WAREHOUSE, 323-2244 
KEPNER & R0MICH 
FU R N IT U R E 


NEW rock, tumbler* *9.95, grit, 
polish, 
minerals, 
fossils, 
find­ 
ings, S H E L L Y 'S , 323-3638. 
NEW F U R N IT U R E —Wholesale to 
the 
public. 
S E L E C T 
FU RN I­ 
TU R E, 444 King St. 


S0FABED SUITES, 2-PC. 
LIVING RM. SETS, 2-PC. 
Tremendous 
Buys 
From $99 up 


KEPNER & R0MICH 
FU R N IT U R E 
139 High St. 
Dial 323-2244 


*37.50 
*15 
*15 


New 
7 pc oak 
DINING 
ROOM 
suite, discount price. 
Call 323-0398 between 10 and 2, 
Walnut Wardrobe 
G. E . 
Electric range 
Pine dropleaf table 
........................... 
Matching Sofa & Chair 
*18 Home Wine Making Kits A Com- 
Wool rug, used, 11x16' . . . 
*30 
plete Supplies. 
10-5, Mon.-Sat.; 
Baby Coach 
*4.501Thers., 
9 
pm. 
518 
Wash. 
St., 
Baby swing, stroller, etc. 
Rog., 373-3987 
56 E . Vine St., Stowe 
323-7441 
We have the experience and know 
how to completely re-wire and ad­ 
just your sewing machine. G RA CE 
JOHN'S 
Sewing 
Room', 
885 
N. 
Reading 
Ave., 
New 
Berllmvfilt, 
367-9622. 
NECCHI 
Dealer. 
kinds of FU R N IT U R E 
AT COST 
DESCO, Call 
582-2425. 


A ll 


Binksair compr'sor $250 
Dial 385-3941 
NOTICE — Lot Number 690 
UNCLAIMED SALVAGE 
AND 
FREIGHT CO. 
"The You Hunt It Store" 
Must sell the following: 
(20) 2 pc Living Room suites 
POOL T A B L E, 7-ft., plus acces-l(70) Asst. Reclmers 
sories, 
like new condition, *75. ¡10) Dinette sets 
Call 323-3649 
Asst of Radios A Stereos 
Two pc maple or pine living room Asst 
Smell Appliances 
sets, 
*189, 
brand 
name' 
new 
bedding $89 set, Boston' type' colo­ 
nia I rockers, Special $25. 
BONNtE 
BRAE F U R N IT U R E, 
RL_724, Spring City, 948-9050. 
B IG 
BARGAIN — Part or 
Entire 
Lot—Articles for Fiea Sale. Must 
be sold before Nov. 30. Six fine, 
one fur, ladies' winter coats. 123 
E . 
Second 
St., 
Boyertown. 
Ella 
(G rim ) LlCity E st„ 367-7456, 1*4 
pm everyday. 


Indoor-outdoor Carpet 
Latest 8 track Tapes, 6/S10. 
Plus much more merchandise 
Items Can Be Bought In 
Case Lots or Separately 
Can be inspected at entrance of 
Reading Fairgrounds, adjacent to 
Boscov's 
North 
parking 
lot. 
No 
Phone calls please. 
M EDICAL 
EQ U IPM EN T- IN C r 
Sales 
and 
Rentals 
High A Hanover SI*., 
327-0240 


SNOWMOBILE IN SURAN CE 
AKC Cairn Terriers; Also Mima. 
Low Cost — Local Service 
Schnauzers. Show quality at pet 
Call fpr quotation, 323-2201 
¡prices. 1-777-4631._____________ 
Evan s. Hauseman A Richard, Inc. P o * ,,'G r im in g . ' ifiST'i 
Poodle 
417 King St., Pottstown 
Sa,orl, 
15, 7 
Farmington 
Ave 
A R C TIC CAT SNOW M OBILES 
¡323-2451,_ Mr. Groom Distributor. 


F/»oC,« 
• n T * I ,0WI Hcous* German Short' Hair Pointer 
pups, 
#if*?400y Evening*, Set. & Sun. 
rmn 
« 
w'k% 
aih 
ra il 
'E L TIG RE* coming ----- 
1 
AKC 
r*®" 
8 
wM 
0ld' 
1 
■?®n ____ 469-6719 after 
1971 S K I DOO 640 TN T with cover. 
Good condition, $795. 
Call 367-2865. 


6 p. 
IRISH 
S E T T E R 
P U P P IE S , 
AKC reg., 12 wks old. 
Call 942-3306 
Leisure Equipment Inc. 
Route 
724, 
Parkerford, 
495-7730 
Leisure 
Equipment 
E A S T —Pete 


A LL B R E E D S - P U P P IE S 
Grown Guard Dogs 
BOARDING, FOOD A S U P P LIE S 
KING 
KEN N ELS 


H A N O V E R " 
Í 
S 


G A R D E N 


INC. 


After 5 p.m. call 
Kan Stauffer, 367-9830 
or Joe Bacchi, 326-0278 


D am i.n l 
Woxal^, 
P 
«M4070, Balf,mor* Pika, Concerdvllle. P .. 
A RC TIC CAT, SKI DOO 
New A Used—Sales A .Service 
¡El Tigra is here! 
SNOWMOBILE SUITS 
*19.95. 
Ladles', Men's, 
Child's. 
BOYERTOW N S U P P L Y , 
INC. 
Rta. 562, Boyertown, 367-2865 


9 ami. to 9 pm. Daily A Sunday 
Not a ¡pet (.hop. Ph. G L 9-3013. 
“ PERSIA N ” K IT T EN S ” A CATS ' 
Reg. CFA, permanent shots, male 
A female, dial 323-4533 
” DOBERM AN 
champ 
2 
Black 
Female 
PUPS, 
4 
mos., 
AKC, 
bloodline, $100. Ears chopped. Call 
(215) 678-0589 after 4 pm._______ 
I T . 
BERN A RD ' PU PS, 
AKC 
9100 up. 
Dial 679-53» 
after 4 p.m. daily. 
__ 
BASSET” 
B O XER,” 
Shih 
T in , 
York la, 
Boston 
Terrier», 
Min 
Dachshunds, 
S haggles, 
Old 
Eng, 
Wire 
Hair, 
Lhasa 
Apso, 
Mima- 


1972 4 Placa Sea I ion Snowmobile 
T ra ile r, asking $450. Call after 
6 p .m ., 679-6163. 


7 3 Yamaha Snowmobiles 
2-speed, extra quiet A 
safe. 
No m ixing of oil A gas. Sava I 
KISS CYCLE CENTER 
19 
High 
St., 
Pottstown, 
326-1260 ture Schnauzers, Poodles, St. Ber- 
2845 Ridge Pk, Trooper, 539-9490 nard. 
Stud 
service 
for over 50 
~ R U P P ”~SNOW MOBILES 
K E Y S T 0 N E 
K E N N EL S , 
G EN E Y E L K 
1-957-3591.________________ _______________ 
Sale»' A Service, ¡Elverson, 286-9053 AKC German Shepherds, 4 yr old 
rii u n i n n n 
male, silver A black; i yr old 
L H A P A R R A L 
(liver male* other Shepherds also 
Am erican's 'fastest growing m aiorjavai>*t>le- Catl 786-524/._____________ 
snowmobile. Try 'em . . . you'll 
like em. PENN A IR W A YS, INC. 
Pbtfs-Limerick 
Airport, 
326-7300 I 
livestock 


APARTMENTS 
Pottstown's Finest! 


e All Private Entrances 
e Wall-to-wall 
Carpeting 
e Free Swim Pool 
e A ir Conditioning 
a Your Own Thermostats 


Call 326-3200 
Open Mon., Tues., Thurs. A Frt. 
12 noon to 8 p.m. 
Sat. A Sun. 1 to S. 
Closed Wed. 
Route 724—Just E . of Route 100' 
TWO” B E D R OOm” a PT.7 big rooms, 
big closets, wall-to-wal1'! carpet­ 
ing, complete kitchen with dish­ 
washer, 
$161. 
Cali 
367-6100. 
M0NT-B0Y APTS 
Sixth A Montgomery, Boyertown. 
Two bedroom, $160; One bedroom, 
$130; includes all utilities except 
electric. Immediate occupancy. No 
pets. Glamo. 489-3033. 
MA IP LIE' GA ROEN A PTS, 1 - 3 - 3 
bedroom 
units. 
Garden 
type 
beautiful surroundings, front and 
back entrance. Large closet space 
p l u s 
attic 
storage, 
individual 
thermostat 
control, 
elec. 
range, 
retrlg., hot water heat and ]anitor 
service. Dial 326-5825. 


K lin e Place 


ATTENTION! 


NEW HOME BUYERS! 
Announcing NORTH WOODS, Com­ 
munity of eleven colonial homes 
on 2 acre wooded lots available 
for early 73 possession. 4 bdrms., 
2Vi baths A a fam ily room. Call 
now for an appt. to select your 
new home site in scenic A con­ 
venient Warwick Twp. near French 
Creek Perk. From $39.500. 
C. N. AGNEW, EXTON 
J . Donald Alton, J r . 
REALTOR: 
Member of Hall Group 
Rt. 100 at Swedesford Rd. 
Dial 363-1755 


WE 
N EED 
YOUR 
P R O PER TY 
TO S E L L — CA LL US 
A. J. BRANCACCIO 
Real ¡Estate 
Glibertsville 
Salesman; 
Gladys Br.ncaccio, 369-1284 
Barry 
Hurchalia, 
323-9237 
George H. Sterner, 7S4-72X 
LOWER PO TTSG RO VE“ a REA~^- 
3 Bedrooms, bath A half, living 
room, dining room, 
kitchen, full 
roc room, good location, $225 mo. 
BOYERTOW N 
A R EA — 3 Bed­ 
rooms, bath A half, living room, 
dining 
room:, 
kitchen, 
full 
rec 
room, house completely carpeted, 
$200 mo 
157 N. Evens St.............................. $79 
DAVID 
A. 
SW INEHART 
Call 326-4872. 


VERN A SCHLAU 
R E A L ESTA TE 
B R O K ER 
Canter Square, Pa. — Ph. 272-289* 
Farms-Homes-Lots-land 
Shown By Appointment 
#186 — DOUGLAS TW P., B E R K S 
CO. — Old pointed stone Colon­ 
ial with 21 acras in private lane, 
$57,500. 
JOHN M. KULISH0FF 
R E A L ESTA TE 
B R O K ER 
DIAL 323-1668 
602 High St., Pottstown. Eve's Call 
John, 323-424* 
or 
Geo. 754-7445 
Loretta, 754-7445 or Dave 326-3004 


A u c t i o n s - S a l e s 
9 0 Camping & Travel Center, Inc 
— 
■ 
... 
— 
Largest Parts A Accessories 
BARN AUCTION 
3 Miles S. of Hamburg, 
H A R L E Y S V IL L E 
1 
Shoemakersville, 
562-8811. 
every 
Friday 
evening,¡Hours—Mon, Tues, Wed, Fri, 9-9, 
pm. Saleable items received 
Thurs. A Sat, 9-5 Closed Sun. 
Wed. and Thurs., 7 to 9 pm. We 
III sell tor you at auction (20% 
comnm.J We will buy 1 Item or an 
•nfire estate. 
THE BARN ATTIC 
NEW & USED SHOP 
Dial 256-9305 
_ _ 


R. W. RHOADES, AUCT. 
Dial 933-5743 or 933-2090 


G lo c k e r & Co. 


¡For B ait "Auction" Results — Cali 
R. D. Hobson Auctioneer 
Hobson A Krauss, Int. 
369-1071 
Robert L . Little, Assoc. Auct.__ 
PerklomenviBe Salas Stabtes, 
Inc. 
Livestock Sale Every Monday. 
_____________ O ltl 234-4733 
R. H. THOMPSON 
Complete 
Auctioneering 
Service 
1445 Schuylkill ftd 
O at S'iS-Jin or 323-9974 
POTTSTOWN AUCTION CO. 
KENNETH A. GEYER 
Complete Auction 
Service 
326-3(56 or 326 1222 or 754-7800 
R. T. RICHARDS 


#315' — BO YERTO W N 
SCHOOL 
D ISTR IC T—New1 4 bdrrri, ¡home 
w, large formal' dining room, 2V» 
baths, 
spacious 
kitchen, 
nearing 
completion on 
tb acre 
lot with 
municipal 
sewer 
A 
a 
gorgeous 
setting, $31,500. 
JtSIS— P R IC E 
R ED U C ED — Going 
to Florida A owner wants action 
on this extra clean 2 B.R. ranch­ 
er In Spring City 
maintained in. 
perfect condition. Very large kit- A U C TIO N EER 
Dial 499-7127 
chan, 1 % baths, wa¡II-to-wail car- 
, ■ t ■ , r «nn» • n. • • »#%»■ 
pet, washable wallpaper, garage, 
NELSON WE I DEN BA UGH 
F r n M n u v 
ci m c ■ e 
. Auctioneer, 
949-7619. 
Livestock 
bedroom cape cod In Pnttitnwn.| 
Household Goods. Real Estate. 
wall-to-wall carpet in living room ,! 
zoned heat, garaqe, $23,900. 
CT541—NEW 
COLONIAL — Chester 
Co.. on 2 acre 
lot, 4 
B .R .'s, I 
2W baths, den 
on 
1st fir, with I 
open beams A fireplace, plastered 


1973 MOTOR HOMES 
In stock: 20' and 24' Champions, 
basa 
*6465; 
20" 
and 
«V»' Atlas 
Sfcamptrs, basa *7595; 19' Travel- 
¡matas, 
base 
$7995; 
19' 
Mobile 
Travelers, bast $6995; 18W Beach­ 
comber, garageabla, 611" outside 
¡height, base $7995. Only one 1972 
I leftover—I8W' 
Champion, 
S649J. 
I P H O EN IX V ILLE T R A IL E R Sales, 
505 Nutt Rd., 935-1451 or 933-6971. 


ARGOSY by AIRSTREAM 
Airstrtem safety. Airs tree m com­ 
fort 
a n d 
Airstream 
durability. 
Priced from $3990. The only fra val 
trailer aver to be rated Five Star. 
Set and test drive now. 


TRAV-L-H0MES 
Lewis Rd., Royers ford, 949-5111 
Giant Indoor showroom' 
Supplies — Repairs — Storage 


1965 ‘ T E N T~CAM PE rT sleeps A 
good condition. Reasonable 
Dial 367-9884 


Automotive 


Wa now have Trailer INSPECTION 
DON'S Trailer Sales 
Spring City, Rt. 724. 
941-9999 


M obile H om os 


1973 POLARIS 
SNOWMOBILES 
If it won, it was a 
Polaris. 
Ride a winner this year. 
BOR NEMAN'S Mower Service 
Lim erick 


Chester Co’s Most beautiful 
TOWNHOUSE APARTM EN TS 
55 ¡1 Bedroom 
$150 month I 
7 Bedrooms 
$200 month 
Palomino Appaloosa, 
4 
yrs.. 
All with IV» baths, fireplaces and 
lumper, wall-to-wall 
carpeting. 
Call for 
all 323-7215. 
appointment, 
327-0340 or call col- 
Western/English. 
Green 
■■ 
Cj 


Extreme- 


walls, 2 car gar., 
ful location, $49,500. 
'Jt'659 — 
¡ F R E N C H 
C R E E K 
GROUND— In, 
Warwick 
Twp., 
33 acres along this pretty stream, 
plenty 
of 
frontage 
on 
Rt. 
r23, 
I a very picturesque site, $71,500. 
— 834—APT. 
HOUSE — Excellent 
condition, 4 units in the Bo/er- 
town Area showinq a good return. 
Entire bidg. completely remodel- 
$1100 down will buy this 2% story ed In the past 5 yrs. $49,500. 
in Stowe, 
Single, 
4 bedrooms,¡¡cr835— TA V ER N —in a very clean 
new 
kitchen, 
modern 
bath, hot 
neighborhood with a 
good local 
I of. I tra de 
m a i n t a Ined 
i n 
a 
su bur b 


O u r Off ice W ! 11 Be 
Closed Until Dec. 4th 
JOSEPH W. BISHOP 
R E A L E S T A T E 
PR IV A TE SA LE 
Beautiful matched pair % Arabs iect 467-4541 
by Ahmad Agola: 
3 
year old, 


qLe*?',i bir « L , 
rS « tn ,if with, APTS.'—Central location 
495 ftíáá K , ,1 
«„H 
« w iin o s 316 7469 
lv 
modern 
efficíemeles. 
Fully j water oil heat, large corner 
...... 
S s S l K E ? i i «■. * * 
0 
carpeted, security systems. Walk- Dial 326-0228 or 385-6046. 
| condition. Shows excellent return 
■T IT. 
- i- .------l a 
' 
’ 
* u l« l distance to stores. Starting at 
^ ^ o n Invest 
B o ats-A ccesso ries 
4 6 
p a l o m in o 
Geiding, 
9 yrs 
broke 
the best, 
$155 
other good horses. 
New Western 
Boat Repairs 8, Refinishing 
2??.! 
tBailt rsB for. rtnl 
■ 
' saddle7 $65. 'aTso 
Ayrshire 
B 
P hil's Boat Repair, 
Spring City c#lf 
lS0 
Cat| L a rry Costa. 495- 
Mercury 
o b. 
motors, 
sates 
fc 6463 or 679-7213. 
service. Complete marine equip- 
W ELC O M E— COME 
ON 
IN — 
ment. New 8, used boats, trailers,! 
BROW SE AROUND 
hitches. Wm, K, Grubb, Walnut & w# 
^ i^ v e 
our 
prices 
are 
the 


r¿ “^ ¡,$95 mo David A Swinehart, Queen 
J o h n A n t h o n y & A S S O C . \S ^ 
APTwo ‘ 
S ! ü :.aj| s t . A Moser Rd.. 326-0B72. 
- 
j 
Nm, rM ltorl ,n Z.eai.rsvU le■ 
Isa2. r 0 . 
location. 
G lo ck e r & Co 1 


C a m p -T ra ile r R e n ta ls 90 D 


Now 
Available—Yellowstone 
23“ 
Travel Trailer. SCHWENDT'S 
Route 63, Harleysvllle, 256-8127 
RENT 
'73 Winnebago Motor Home 
D-20' Brave — $200 wk. 
22' T-lndian — $265 w k. 
24' Indian — $275 wk. 
No mileage 
3 day Minimum 
Rates in Effect Til April 1, 1973 
Come see all 3 models. 
HOLIDAY MOTOR HOME 
LEA SIN G CO. - 326-9707 
Rt. 
100, 2 ml. So. of Pottstown 


f l 


Spaces avail, in 
Pottstown area 
tor our customers. EGAN 'S Homes, 
Rt. 
422, 
Douglassville,_ 385-3700. 
SAVE $1000 
Gigantic Winter Sale 
Financinq A Locations Available 
LIB HOMES, INC. 
Rt. 100, 4 Mi. So. of Pottstown 
(111) 469-9.500' 
Own 
11-1 


H ou ses fo r Rent 
6 9 


New realtors 
'(C a ll us 
fodav. 
Z leg lers vi He1 
Tel. 
287 7866. 
Campera—Trailers 
90E 


Cedar _Sts., _Sprin* C Ity. _f4M IS5. 
R IV E R S ID E M A R IN E '— '”Winter 
H rs: Wed. eve's only. 6:30 - 9 
pm or by appt. 495-7880 or 495-7119 
73” BOATS” ON” D IS P LA Y ? Better 
deals in Nov., Dec. Free Stor­ 
age. 
Swinger 
Snowmobile, 
$350. 
M O YER'S 
BOAT 
C E N T E R 
5133 Kutztown Rd, Temple, N. of 
Rdg, Mon. A Thors, nights till 9 
Stareraft 'boats, Johnson 
motors. 
Used boet A motors. 2 W. Tenth 
St., Pottstown. 323-3733 
EV IN R U D E Sates A Service 
Discount on alt motors in stock. 
ARTH U R G. H ED R IC K . 16 Ridge 
Rd., Phoenix. 933 3146 


Fuel Oil 
49A 


SOLAR HEAT 
Fuel Oil - #2 and #5 
100 to t,000.000 gallons 
Wm. E. B0ALT0N * 
Gulf Distributor 
Diet 3?6-53?l 


Coal and Wood 
50 
FIREPLACE WOOD 
$14 a load delivered- Stt-ttM . 
f L 
r 
--------- ¡"' NEW A USED A sst Household A 
0(1 op E q u ip m e n t I 
Baby 
Furniture Bargains. 
DIAL 326-7976. 
Financing. 
G LO RIAIS, 
754-7195 


Hatt~Price Camera Sale- ?? 
Bl ! NG.H S voijr dirty Cufl* * flet Seasoned 
Minolta 
SRT 101 System, 5 lens1 » •* discount on 
cash A e e ry 
-i- extras — Memiya 
6x9—Press f^aninq A bimfing 
G. C. CL-.AN- 
23 complete, 2 lens, 3 becks, etc. ,N6 S E R V IC E , 871 S. K*»m St., 
STUDIO I II, Photographers, 11 S. Keni'w orth,_326-4522. 
Hanover St., 
Pottstown, 
326-8607 vvA IN 'r OV CO RP. 
Model c 'snow- 
A N TIQ U E 
CLOCKS—Mostly Amer-' blower. Like new, used only for 
lean. Many 'to choose from . Good' private driveway. Complete w/e>l 
cond. 
reasonably priced. 935-1211 ¡.hydraulic controls. Sacrifice $100. 


Colliery Coal - Chestnut A stove. 
$24.50; Pea, buck A rice, $22. 
Call 948-4229 
Fireplace Wood, 
%-ton 
pickup load. $22 delivered. Call 
495-6401. 
Seasoned oak F IR E WOO D 
$35 cord. Will deliver V* cord. 
Free kindling. 326-8912. 


Iqwest In 
the 
Delaware Valley 
TA LL 
PIN E 
STOCK 
FARM 
401 
A 
Redding 
Furnace 
Rd. 
West 
of 
Ludwigs 
Corner 
Phone 286-9845 
4 P . M . -9 
P.M . dally 
Sat. 
A 
Sun, t - 5. 


DORIS A. STAHL 
Rea! Estate 


In Low er1] 


TOWNHOUSES 
2 A 3 bedroom 
ROY BIN D ER A G EN C Y, 326-5420' 
FOR REN 1 — Mobile Home on 
„ ICU, __________ 
toe a t i on. 
v a I lev View 
MoWle! * « „ D 
.,? ' , l ' Í 
Home sales A Park 
385 33» 
lt Poftsgrove with 3 bedrooms, Ity» 
_ 
_ ---- log 
room, dining 
room, 
modern 
D O U G LA SSVILLE 
— 
2 bedroom kitchen, )Vk baths, full basement, 
■ 
house 
Wall-to-wall 
carpeting, gar4ge, large lot, close to school, 
priv. entrance, yard. No children *32,500. #123 
or pets, $225 mo. Dial 367-7316. 
j NORTH END—Vi-double featuring 
=7 1 E X C E L L E N T 
6 
rooms 
A 
bath, 
living room w. I ¡replace, dining 
5'6' 
home, garage, carport, shaded ¡room, 
large 
country 
kitchen, 
3 
—• j tot references required* SI 85 per bed rooms, 
new 
bath, 
rec re it ion 
Goldipn Spy Link Pullets menth. martin j. ranoazzo, room. iM,m #«i 
UUIUB'III' O c a All IN r u iic t'S 
Rca|tori 323.^33 
.C H ES T ER 
COUNTY — Two-story 
— 
— . , ^ .7 = :------- 
executive home with large liv- 
I j I ? 
„ 
flFIC ES j Ing 
room, 
formal 
dining 
room. 
Charlotte Street 
ultra-modern 
dfchen w/dinefte, 
TWO Office Suites availab'e — 1 


Real Estate 
Suburbia 
Shopping Canter 
N Coventry, Royerslord, Boyertown 
3M-4III 
941-3302 
.467-2058' 


Coachman, Trotwood, 
Winnebago 
Travel Trailers A Motor Humes 
TOHICKON V A L L E Y 
T R A f l E R S 
Rt 
309, 
Ouakertown, 
I 536 9498 


BUYING-SELLING 


Refinancing . 
Your Home? 


LOW Interest Rate 
V A and FH A 
Insured Mortgages 


Call Chat. Scully 
CA 4-7600 


COLONIAL M ORTGAGI 
SERVICE CO. 


Poultry 


Call 754,-6292 or 367-9115 


Seeds, Pl*nts, Flowers 


African Violets, new varieties 
to $1.25. Kotvek's Nursery, 
Glasgow St., Stowe, 323-8924. 
Doebler's Seed Corn, early order 
discount.. Order now to be sure. 
ZIMM ERS 
F E E D 
M IL L, 
Boyer­ 
town. 367-8311:. 
_______________ _ 


58 


$1 mediately. 
im- 
SPECH T 
R EA L T Y . 
130¡First Federal Bldgs , Pottstown A 
Boyertown 
Call 3*9 104* 


Real Estate — Rent 


Fu rn ish e d Room s 
6 0 


CLEAN 7” Modern 
Rooms, 
w/w carpeting. Lim erick area. 
Dial 327-0105. 


Office and Desk Room 72 


G EN TLEM EN 
O N LY 
G RO FE AG EN CY 
323-1630 or 367-2595 
FURNISHED ROOM 
Dial 326-3048 


Available now, Modern air con­ 
ditioned office space. 400, WO1, 
1200 so 
ft. office 
PHOENIXVILLE 
MEDICAL 
ARTS CENTER 
Suitable 
for 
professional 
offices,: 
accountant, architect, insurance 
A attorney offices, etc. 
Fourth Avenue at Gay St. 
Designed to your specifications'. 
■Em-Bee-Jay Inc. 
933-3291 
_ 
Ml 9-60*8 
- 
D E L U X E O FFIC E SPACE 
New bidg.—800 sq. ft. — air »ond 
1245 N. “ 


1st floor family room, 3 bedrooms, 
!2V* 
baths, 
2<ar 
garage, 
public 
water and sewer, central air con­ 
ditioning, 
many 
extras, 
immedi­ 
ate possession. $45,500. 
II MM E DI AT E 
POSSES 1 ON — H al f- ¡ 
double with living room, dining 
room, kitchen, 3 bedrooms, bath, 
oil heat, $li>9'00''. 
RAN CH ER—Living 
room, 
kitchen 
w/dining 
area, 
3 
bedrooms, 
bath, garage, large lot w/beauti- 
ful view, Chester County, $29,900. 
#122 


DORIS STAHL 
Estate Broker 
9*4 High Stfieet 
Dial 327-0690 
(Day or Evening) 
Judy Schoenly, R E S , 367-9284 


FIRST OFFERING 
AND A 
REAL BEAUTY 
Never unde res fl male the power 
of a woman's touch. Located 
in 
finest 
residential 
area 
of 
Pboenixvllle this single 2 Story 
Brick 
home 
has 
been trans­ 
formed info a place of absolute 
beauty. Has 
4 bedrooms, 1V9 
baths, excellent storage A de­ 
tached 
2 car matching brick 
garage. Huge lot A finest neigh­ 
bors. 
W'e 
cannot 
adequately 
describe this home as It Is ex­ 
ceptional A invite your inspec­ 
tion at $S4'.SM.OO. GRAOEL 


A . A . 
Realtor 


Jeanne M . Pufkn 
ASSOCIATE 
Chester Springs, Pa. 
M3-7722 
Multiple Listing Service 
"The Active Ageecy" 


SETTLERS 
Young or Old! 
& YOUR MOVE 


To a MOBILE HOME from Hereford Estates means • 
move to financial security. 
Invest LOW monthly pay­ 
ments to your own home instead of rent receipts. Easy 
bank financing, LOW down payment. Come see your 


fu tu re horn'®1! 


Rtt. J» A 10* 
Hereford, Pa. 
6 7 9 - 6 7 0 0 


HEREFORD ESTATES 


MOM L I HOME SAL 88 A PARK 


I. 0. MAHR Jr., Realtor 


I Call 4*9-7923. 
G E A PPLIAN C ES - dishwasher, 
dryer, refrig A washer S170 ea, 
Maqic Chef gas range $100, coftee 
table A end tables $80. stereo con­ 
sole AM/FM radio $140, RCA color, 
_ 
TV-fioor 
model 
$80. 
Sears 
port White or Etna Zig-Zag Machines 
color TV w stand $200, 3 pc bed 
WHITE SEW ING CEN TER 
rm suite *140 . 326-0479. 
'331 Main St., Pennsburg 679-6677i 


SNOW 
T I R E S , 
735x14 
Like new. Asking $25. 
Dial 754-6251. 


SEA SO N ED F IR E P L A C E W OOD- 7 7 -c------ . 
. « . ¡ T " ' . ' 
Oek A apple. Delivered, stacked 
U n tu rm snea A p artm e n ts 
I S T toed, *ree kindling 
$22. 323-'MODERN 2 bedroom apt with attic 
6657 or after 6 pm, 367-7455. 
basement 
A 
porches. 


. ■ ■T1; 
- — — 
1245 N. Charlotte St 
- 326 4814 - 
Furnished Apartments 67 
, v 
rr 
___ 
___ 
¡Presently 
planning C EN T RA LL Y 
Completely 
furnished 
E F F . lor 
Located 
Offices. First 
Floor— B EA U T IF U L new 
colonial 
on 
2 
single or couple — 
$115. ROY ¡Sidewalk Level, We 
will renovate wooded acres. 
BIN D ER A G EN C Y, 326-5420', ¡¡A decorate to your desire. Plenty¡2'* A CR ES, 
2-story brick 
house- 
" 
.........- 
.-'¡of 
floor area available. Call us 
apt., also TVj-story JO'xSl* brick 
6 8 to discuss your needs. 323-09Í4 or workshop. 
326-3685. 
W AREHOUSE, I 
yrs 
old. 
on ' 2 
Boyertown area. 
acres. 
Business Flacas — Rent 74 M O BILE HOME — Shaner's Park, 
D rm alW 'e f n l l i e r u T n a l 
w ,a' 
12x55, 2 bedroom, IV* baths. Pos- 
KOndlO S LOIHCry L.Odl 
poTTSTOWN—2 bedrooms, 
living B E A l/T Y 
SHOP 
f o r 
lease. 
In session by Dec. 4. 
Dial 
326-4227 
r0Om, kitchen A bath. 1st floor, 
Pottstown 
area. 
Call 
tor 
de- OLD COLONIAL—Barn, IV» acras. 
Wall— *a»u>n*d "fireo iaca- 
wood " '« • n0 P*11' 
ca" *69-6942 
fails, 3*5-6046. 
Norristown area. 
Any quantify sold. Free del. 
A 
f O U FN TR Y A P A R T M F N T S 1, 000 S° lFf' *u,tab,# for 
manu' 
^ 
acoeT V í room^brfck rn onlal 
s tec k I ng, 323-4049 ar 367-6697. 
¡ L U V t (V I K I 
n r n K lm t iN I J 
lecturing 
o r warehouse 
w/ re M ® ACRES,' 8-room 
brick c 01 on i a 
........ 
North 
Coventry 
Township 
siding, located. Parkesburg, Chest- 
w/barn, 3 bungalows. 
W anted 1 to B u y 
51 2 Bedroom Apts, front 
$115 ■ 
er Co. 383-1355 or 384-5831, 


_ 
COVENTRY APARTMENTS! , , i * ! urf t 
Craftsm an W 1’ Radial Saw, axcal-1 Living Room: Suite, 3 ¡pc. cantonto-r’" ™ 
’ ” 
*" 
lent, special heavy steel 
píate;, 
orary, fur covering, very com- 
Pm) 
°'r ; fortotole, brand new. 933-0*32. 
— — , 
- - - 
southeast of Pottstown, 1 ________ 
¿ 
p 
............................... 
Schwinn Stino-Rav 3-soeed 
New or used full length 
g e n u in e block from Rt. 72 4 on S. Hanover 
Boy's Schwinn 3-speed 26" bike, 
c««tn*rk 
hk* 
rnndition 
Raccoon 
Coat. 
Good 
condition tj, Open Sat. thru Thurs. 1 to 5 
c £ s f m 
* £ g r J s í kv ■ » l r , ' 
' “ “ 
“ L 
' 
a 
r 
* 
' 
* « » > • - m 
u 
g 


Hand crocheted Ripple 
AFGHAN 
Dial 495-7248 
Tractors—Mowers 
Wanted: 7’ Rear mounted tractor 
4 6 A 
plow blade. 3 pt. hitch. 
Call 469-6763 
L?1 I I 
— Mechanic s c a s h FOR YOUR antiques, house 
Lovely new wedding gowns *49 95, 
I 
'hold goods, tools, etc. at AUL 
fori nal :p*:rty dresses 
fla .fS * llfb 1ra* 
* . I 110* 11 ION 
everv Saturday 
1:30 
P.M 
Jackie A ArleltfS, 5 W 1136 
K R N 'S 
AUCllO N , 
G llherfivtlle 


s c h u r , ' s s o .,. 
Shoo. 
7W. « o s ' V c o h L ' Í Í L s r í o í i h l 
Parker 
Ford. 
Shotguns, 
rifles A 323-5353 days, or 323-7640 nifes. 
hand 
guns. 
New 
A 
used. 
Also 


up, 
up. 


Scopes, ammunition A Sorel boots 
NEW HOLLAND 
estates. 
For hauling service die 
flex 


NOW 
YOU MAY COME 
HOME EVERY NIGHT 
TO A 
WORLD OF DIFFERENCE 
New residential two story Towne- 


Garages for Rent 
75 


combination, 
2 
sq 
ft. I 
7914. 


CALL 223-4500 
Mehr Rd.,, Saratoga 


A 
Barn 
— story' brick, approx. 2500 
storage space. $85 mo 
323-7' 


6 p.m. to 8 p.m. Frida vs f to t 
om, Saturdays 10 am to t? 30 pm 
We sen from box lots to entire 
_ 
. „ 
■ _ 
.^ ^ ^ ■ .M t lt e * . For hauling service dta>j 
New residential two story Towne- 
Z ~ 'Z .' 
uQ-ooflon to buy 
hurvHna season 
495^968 
LAWN AND GARD EN TRACTORS 
9715 
Wm 
Rick 
Auct rroer hou„ Apartments with two Bed 0) , J|2 24,0 or 3U .3717 
hunting season 
495 6968 
North American E n te rp n », 
¡A fí^ tlp n Hunters A Trappers! 
I rooms, IV» baths. Each apartment 
Six square harvest gold insulated st Paters Rd Knauertqwn 469-6945 
w jfi 
pay 
the 
highest 
m arket?* like a private home 
Your IN- — ----- ■■ 
111 — ----------- Z — ¡---- 
back 
alum, siding, U S . 
O ialj* 
t r o y -B IL T 
T IL L E R S 
(prices 
on 
ail 
raw 
furs, 
guar. D IVIDU AL 
EN TRA N CE 
door 
I* 
E s t a f ® 
S'QlC* 
949-90J1. 
b 1 )l j 
IJLLjE R S 
hiiahesf prices A best grades to '*» ground level and opens up lu te 
.......................... 
Machines 
KEN D. ROTH GARDEN C EN TER *"■ A n y n l g M A week-ends. 479- 
í 
H e usee fo r Sale 
7Í 
» E. 
Vine 
St., 
Stowe. 
373-7441 2235 O- 679-7759. 
. 
0„r modern 
n«r., , « .d 
d sn 


Edw ard. B u sin ... M achina. 
1^ 
C A D 6 f; Cu i T lo ri i y f r e e - --------- 
* * - 


Jack 
Schulz, 
R E . S . , 
323-0579 
RAYMOND H. CARR 
367-6027 
76 B A LLY — Washington 
Twp 
Area 
,, . . 
. 
. 
. . 
Old Stone—Living 
room, 
klkJten, 
Young reliabie couple 
3 0#drtxMni A bath. Also lot ludes 
rent small house' er 2 bdrm epl., c#ttage type mobile home, torn, 
in countr y. Rets turn 
935-UIJ6. 
]a r tgC> 
pond, 
spring-ted 
water, 
r On 13 acres + . Situate 3/10 mi 


Wanted to Rent 


For Rent or Sale 
77 oH qt. 100 — secluded 


E X E T E R TW P. - 2-3-4 bedroom RAYMOND H, CARR — 
R E A L 
ES TA TE 
B R O K E R 


Typewr i te r s Add Ina 
M a c:h i 
New-'Uied-Servlce-SopplIes 


3 Nagle Center 
336 757* INT. 
tors. Our prices are right! 
Do it yourself TV antennas, UHE 
a . C. B E R N E T , Route 423 
converters. 
Wholesale 
prices,! 
Dial 593-9130 or 385-3500 
Jena» Boys. 1115 Rambler, 326-1324 


' f i r e a r m s 
Sands Sporting 
Goods 
I I 
E . 
Phi la. Ava., 
Boyertown 


Musical Instruments 46B 


Wm 
— -------------------------------------------------------- 
■ 
Branch Olllca, 535 S. Reading 
Ava., 
Boyertown, 
Pa. 
Hours: 
* to «; 
Sat. 
9 to 3 
PHONE 3674027 
Real Estate Salesmen: 
. 
.iJ, Ralph Bornemen 
John P. Fox 
VE RNA SCHLAU 
* 
- 
— 
7 7 YOUR T I ME A LIG H TEN YOUR 
R E A L 
E S T A T E 
BRO KER 
HANOVER ST., Pottstown. 4 oed- 
WORK. Your COMFORT is assured Cent#r souare, Pa. 
Ph. 272-2*8* 
rooms, IV» baths. 
Conveniently 
W AN TED —15-i«h Snow Tires A with the toeuffful wall-to-wall car- 
— 
r o c c i--------- located. 
Good 
home 
for 
largo 
Wheals for ■*• Plymouth. Phone petlng A air conditioning. It'# reel 
m a « ' w 
f - 
fam ily. Couid convert to apts. or 
323-63M. 
L U X UR Y 
to 
have 
your 
living „„„ 
Estitd A^ 
y„ 1J0JU otf,ces. 
E*ce¡ront 
condition - 


Wanted te Buy 


Fender 
AmpHfier, 
¡reverb A tremolo. 970 
For' Want Ad Service — 323-7000 Good condition. 
Dial 326-1640 
Farm and Garden 


LEASING 
AREA'S FINEST 
TOWN HOUSES 


M0RLATT0N MANOR 


Fu ll convaniance, 1 6 1 bdrm. 
hemes 
with 
watl-to-waii com­ 
fort, IV» totht, prívale 
pafle 
6 
sforege 
area, 
in 
Amity 
CardeMS. 
Fireplaces 
optional. 
C all 
'19S-M46 Of 
395-4196 
ter 
information er appointment. 


Manatawny Court 
Apartments 


Beech 
6 
Manatawny Sts. 
One and two bedroom units, 
ready for im medial a 
pccupancy. 
Include wall-tp-wall carpeting, 
electric range A reírte., gar­ 
bage disposal, draperies, air 
conditfenfng. 


$ 1 3 7 . 5 0 
One year lease 
SPECHT REALTY 


Call Jack H a rrli, M9-1940 


quarters on the 1st floor end your l i l * irig f l - 
... 
Available 
immediately. 
Call 
Ed- 


' iF: 0 r 
you r a¡ dded 
E N JO Y "m^enIt li OFFICE CLOSED TODAY 
« Ü 
. 
bI«T at to ii 
n . m n a 
r . a n a 1 ¡r u a r»,T 
i « * » T 
E N ¡D, Pott sfbwn - 7 rpom* 
_ 
1 1 . 
11 
,lwrt, 
iT? 
I 
¡ D A V ID 1 A . 
S W I N E H A R T 
A bath, large yard, 
Farm—Dairy Product* 
5 2 ¡courts for the sipqrts ¡minded, a 
p*taia 
Call- 3*7-01*3' after 6 pm, 
' 
swimming pool and a play a rt a ^ 
p ta ta 
'•* . 
. ZlL - 
:---- 
— — I- 
- 
- 
« • * "" «' *• 
on 
Pat't.town 
pr4d j , Kindt, R E A LT O R 


EN JO YM EN T. 
ssn DAVID A. SWIINEHART 
“ ial Estate 
A P P L E S - *1 50, V» bu and up.|tor the children. 
Queen St. A Moser Rd., Pottstown 
R IN G IN G 
H ILL 
O RCH A RD S 
Our residents tell us that t h e y --------------------------------— “— ----- 
Bieim Road, Weekdays, 1:30 to 5 ; «re P R O U D to be living at Baily- 
, 
, 
Sund ay^ ^ ^ ^ o sed ^ u f^ ^ N o v^ A raina. Coma out and see tor your- M d y T n 6 G r e d t JO y S OT 


The 
Friendly 
Broker 
126-2*17 or 326-7450 


Farm Supplies 
52A 


C O M PLETE 'iJ N E ”OP 
NEW HOLLAND Farm Machinery ¡ 
ME VIN N. MY E ft, RD' 1, 
Chester Spring* 
Call 927-7481 


S T E E L BU ILD IN G S 
Up to 100’ Fra# Span 
Fp r Farm Open 4 to 
S. aavan day* a week 
Or 
Industrie! 
U tei 
E . 
Robert A 7 to * Mon 
thru Thurs. 
eve- 
Im et, 21S Llnftold R d- 
Royersford ¡ nings. 
From 
Pottstown. go West 
- ' _____ «Ion High St., turn right olther or 
F-560 
D 2 
^ 
Grossfown Rd. or Jay St. 
snow 
blowers 
1NT 
Cadets 
A 


R E N T A T 
BALLYRAINE v illa g e 
"Bait Apartments In The Area' 
CALL 323-2401 


Thanksgiving Be Yours 
OFFICE CLOSED TODAY 
Robert S. 


farm tractors. 
C L A R E N C E WILSON 
A 
IONS 
Kim barton Rd, Kimberton, 933-3511 
M ercury Want Ad Columns. — 
where buyers and (tile rs meet. 


Oatuxa, newly renovated, ¡2nd fir,I 
2 'bdrms A bath. Apply '462 N. 
Franklin St. after 12 noon. 


For” Want" Ad Service — 32*7001 


Rea) ¡Esteta Broker 
372 High Street 


HAPPY 


T H A N K S G IV IN G 
from the affica of 
JOSEPH M. SWANN 
Office Closed 
Open Monday 


For results — list with 
C. J. NYMAN, Real Estate 
_a02 N. Charlotte 51^327-0105 


TH IN KIN G 
OF 
MOV I NG ?' 
A wise choice would to thit IW 
story brick 
tome, IMng 
¡room', 
dining room, kitchen, 3 bedroom*. 
¡ I V! baths, 2 car garage. 
Price' 
$24,900 
STROUT R E A L T Y 
145-2336 _ Bally 
3*7 6704 


WHAT IS ROBODA? Townhouse 
which offer exceptional value A 
c«hfert_ Can 
949-9961 today. 
j M O BILE MOM'E, 3 ¡toáftom. cbun 
II 
try location on rentad let, fenced 
¡in 
yard, 
storage 
ihedl. 
patio. 
1*3700. Dial •45-2542.' 


& 


T H A N K S G I V I N G 
D A Y 1 


At this season let u* remember, as did our Pilgrim 


fathers before us, to give thsnks for the prosperity 


we enjoyed in the past year. We who share in the bless­ 


ings of good life should lift our voices in prayfut thank* 


for abundance of our festive board, spiritual freedom 


and boundless opportunities. 


N ow , w h en we pause1 to fake stock of our ¡¡¡oy* , . , 


let us not forget our» ii a hard-won heritage, one 


we have worked for, fought for. Let ut pledge to 


reaffirm our faith in this heritage and determine 


to preserve and cherish it. 


Offices of Pottstown Area Realtors Closed Today! 


Chas. W. Bechtel 
Roy Binder Agency 
Jo* i. Bowen Kaalty 
Harry N. Deytor 
DaLong Roal istato 
Drumhollor 6 Hubar, Inc. 
Robort W. Ivan* 
Robort R. La in bach 


Richard I. M a riant 


jamos J. Mooro, Inc. 


Tho O'Dell Agency 


N. Douglass Ottingar 


Martin J. Randano 


Spaeht Raalty, Inc. 


Richard H. Thompson 


t 
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Automotive 
Automotive 
Automotive 
Automotive 


Automotive 


Mobile Homes 
91 


Automotive 
Mobile Homes 
91 


Three bedroom repossessed Mobile 
_ .. ____ 
Hhome can be bough! with small M O BILE HOMES FROM S995 up 
down payment. DESCO, 582-2425. 


Automobiles for Sale 92 


■- 
. .— --------------- * 7 WOODLAND'S M O BILE HOMES 64 Chev Station Wagon, 9 pass 
M obile H om es 
91 Rt 
mo. 
old 
Zionville, 
next 
to 
Newly Inspected. Excellent con- 


Large selection of new .n d 'u sed 
I 


HEREFORD ESTATES 
Mobile Home Community Rt. 
Park & Sales 


K E Y S T O N E 


M OBILE HOM ES 
422, 8 mi. west ot Potts town 
Phone 582-1738 
. . . 
. SHOW 
HOME „ RED U CED 
$1000 
Located at intersection Rts. 29 & 
stancraft—t or. galley kitchen! 


$ It Pays to Dicker 
With Doc $ 


¡l a r g e s t v a r i e t y o f NEW A 
USED M O BILE HOMES 
end T R A V EL T R A IL E R S 


100 In Hereford, Pa 
PH O N E: 679-6700 
DOC'S 
w bar, din area w sliding door to 
35' deck, INDIAN RUNN, Rt. 82, 
NEW 1972 Newport Deluxe Mobile N of Rt. 322, HoneyDroo* 942-3100 
M o b ile H o m e S a le s In C . 
Home, 
64x12', 3 bdrms, 
large,------------------------- B 
ot 
bow 
window. 
Must 
be 
sold 
& 
K E L L E R 'S 
SP EC IA LS 
, 
5 
Pratt á ñ l 
¡moved. 
Best otter. 
933-9745. 
|| 
OF TH E W EEK 
merlv Prall Bros. 
12x:fl0 2 bed im factory 2nd. $4995. 11 
- 'T T " 
Y ~ 
c . u 
0*> 
V A L L E Y V IEW SALES 
I used 12x60, 3 bedrm, set up in! 
A uto m o b iles fo r 
aaie 
LE FT O V E R '71 Rita Craft Royal, 
park. $3995. (11 12x45,_ 2 bedrm 
carpet 
throughput, 
$8295. 
Marletfe 
& 


68 FORD Fairlane St. Wgn., V-8, 
auto, 
R/H , 
low mileage, 
pood 
mechanical 
cond., $825. 
582-3694. 


*68 '" JE E P Wagoneer. v -8, P U L L 
powers, 
FACTO RY 
A IR 
CON­ 
DITIO N IN G, 4-wheel drivel 
Low 
mileage — L IK E NEW 
$2895 
SLO TTER 
MOTORS — American 
Mtrs Dealer. "A complete line of 
plows 8, access.*' 1300 N. Broad 
St., Lansdale — 855-9041. 


'66 
DODGE 
Sportsman 
( 8-pass) 
Wagon. 
318 V-8, 
automatic, 
R 
& H. Excellent cond. , . . $999 
H RIVN AK, 
Rt. 
724, 
Phoenlxville 
Jn 36,60 
Phone: 933-1941. 


Automotive 
Automotive 
Automotive 


Automobiles for Sale 92 
Automobiles for Sale 92 
Automobiles for Sale 92 


1962 Scout, 4 whl. drive. All new 
tires 8t brakes. Needs Insp. 8. 
body 
work, 
$550. 
Call 
495-7407 
after 8 p.m. 
Clean usad1 cars at low pnces and 
your best deal on a new iBuick 
or Pontiac at 
P A U L S. SPAAR, 
Chapel, 679-9558. 


ANTIQUE AUTO 
1947 Packard 4 door Sedan, Good 
JTTJ1» I I # 'I AARJi £ 
U'EUI it»'. - ~ 
A A r n /* I I ft V/ 
if* "I *7f\ I* j il ”4/ f wGK/fllf O 4 OKKIr Jeuflfl:,, WOO 
2 bedrooms 
slightly used, $4495. (5 ) 
10 wide 0 7 M lK L U K Y . . . . 
y I / Y u running condition, good body. Call 
R lfl 
C ra ft-j Richardson, clean, 82495. 8x35. 1 C 0 U G A g 2-dr Hardtop V-8, 
A u t o - *«-7936 or 948-5393.___________________________ 
spaca avail, 
for our customers, bedrm., extra nice. $1395. 8x35 Mt. mafic 
tloor 
shiftf 
btiCke1 
seats,) 
72 PIN TO station wagon, 
Rt. 422, West of Douglassville 
Unit, $$695. 
1 
Office trailer 
to riradio4i neater, other extras. Very 
$2200 
385-3081 
rent. $60 wk. plus large selection sharp, 
low 
mileage, 
100% grnf. 
Dial 326-4879 alter 4 p.m. 
PHOENIX M O BILE HOMES 
of '72 A '73 models. Gas, oil or j V A LLE Y 
AM ERICAN 
MOTORS 
,ü ~ b«ri,'~a 
Excellent selection 
of 
used 
12* elec. 
heat 
In stock. 
10 spaces, 
Rt. 
73, 1 
block olf 
Rt.,6 6 3 
43 .^ m i I lac Perk Ave. A-dr h top, 
wldes. New expandable Mar lattes, I available to our customers. Open 
Gilberts villa — Ph„ 754-7825 I . immecuiare, a i r , p_s a, p/p, .an 
on location. 
Sp a ce avail, for 
our until 
9 
p.m., w eekdays. 
P h on e 
1 / ^ 
oust. only. 
¡ 944-7696. 10 minutes from Reading I 
6 / rO flTIBC \ .0 flV 6 fIID l6 
Charlestown Rd,„ 
Phoenlxville* 'on Rte. 222 at Moselem Springs. 
, (9 
4 -speed, 
console, 
'buckets, 
933-5627 
Rentals A vailab le-K ELLER 
M O BILE 
HOMES 
CO. 
P 
. 
$1200 
c n DoVA/AWC 
AV PONTIAC LeMans 7-dr H'top, 
W U e W A IN t 
t cy|., 
automatic, one 
owner, 
Rt. 
422 
Sanatoga 
326-6246 must sell, moving, no dealers, best 
63 ~C OME T_ 2-dr_ Hardtop, 219 'V-8, of,#r' 
----------------------- 
factory 4-speed trans., radio 4 64 Chrysler Newport 2-dr, inspect- 
i heater, power steering, alt origin-i 
ed, good running cond. w/snow 
at. 
. ... 
$695¡tires. Best offer. 323-6600 aft 3 ,pm 
D° N. tJS i" JE S ls A ph 
*1 
CH EV 
Impaia 283 ~ stlckT w/ 
204 Moser Rd. 
Ph.. ,327-0222 
j 
cragars 
& 
highjackers, 
needs 
body work, 323-9117.. 


elect. 
Must 
see. 
$99.5.._ 323-0697. 
69 NOVA—Many extras. Must sell 
Dial ,489-7716 mornlngt or 
489-2650 eves 


Factory J E E P Dealers—M EY E R S 
Plows. 
For 
parts 
or 
service 
call 369-1092 or 367-2560. 
B E C H T E L S V IL L E 
GARAGE 
Rt. 100, 2 miles N. of Boyertown 
New Chev. 
Trade-Ins 
TOM FO RSYTH 
C H EV R O LET 
Rt. 29, Ziegler vi lie, 287-7895 
1970 FORD TORINO, 
automatic ’ 
Take 
over 
payments. 
Dial 582-8918 


1966 F-85 Olds Wagon, A IR , P/S, 
P B, 
new 
transmission, 
tires, 
$650. Call 489-9112^ 
62 CH EV Impaia 4-door Hardtop, 
automatic 
trans., power steer- 
Ing. C all 367-71 6 1 ._______________ 
68 Mustang Cony., 6 cyl., auto­ 
matic 
trans. 
Excellent 
cond. 
New insp. 27,000 m l >1100. 323-6936 


67 J E E P Wegonear 4-WD, 327 V-8, OK New and Used Cars 
SUGG 
auto., 
P 'S /B . 
Extras. 
Ph. C H EV R O LET, Inc., 2nd 8. Wash- 
367-9731 after 4. 
ington Sts., 
Boyertown. 
3^7-2944. 


'68 
C H EV R O LET 
Bel-Air 
4-Dr. 
V-8, radio, heater, automatic. A 
good clean economical car $895. 
P H IL SHUPE AUTO SA LES, 2541 
W. Main St., Trooper, 539-1,440. 
1966 Dodge Rolara 313, 4 barrel 
carb., auto, trans., new tires & 
new insp., good condl., $600'. Dial 
323-1495 eft. 4 p.m. 


Gun ads, new or used, acceptable 69 
IM PALA 
Custom 
Cpe, 
350, 
only from licensed gun dealers, 
new insp., auto., P/S, vinyl roof, 
stores, auctioneers. 
good condition, clean. 469-6734. 


Automobiles "for Sala 92 
Automobiles f ó r je la ^ * 


New and Good Will Used Cars 
W ILLIAM S PONTIAC CO. 
933 E . Phila. Ave., Boyertown 


YO U 'LL love our cars and service 
we’re dependable, no customer 
Is 
expend* ble, 
NOR RIS TOWN 
AUTO CO. Rt. 422 A Trooper Rd 


j 42~ JEEP CJS 
4 wheel drive, re­ 
built engine 
A carb. 
New top 
S. exhaust system. Exc. condition. 
$1200 . 234-8686. 


197l 
CadTilacT EI dorado 
conv. 
exc. cond. Best otter over BS2D0. 
Dial 347-6657 aft. 6 P-"- 


G 
O 
I N 
G 


Best Deals In the East on Buicksl 
HAROLD BU ICK 
Rt 427 West Potts.. 323 9200 
A-1 New and Used Cars at 
SPEN CE FORD, inc. Route 100 
North of Boyertown, 367-2611 


For Work . . . For Pleasure 


'71 


F o r d 
Lam id a 
with Alt. bed, V-8 
power, sound all 
around, ready to 
work for you . . 


2295 


'70 Olds. 


Delta 
¡18 
Sedan, 
Air 
conditioning, 
lull power, spot­ 
less 
interior, 
ready 
for 
care­ 
free winter driv­ 
ing. 


71 GREMLIN X . . $1995 
BERM O N T MOTORS. INC. 
Im perial—Chrysler—Plymouth 
Gilbertsville. Ph. 367-2941 
6-cylinder, Automatic trans,, buc­ 
ket seats, luggage rack, deflector, 
radio A heater, other extras. One 
owner, new car trade in. Show-) ARD ES BU ICK PONTIAC, INC. 
room condition. 100% guarantee. 
Goodwill used Cars 
V A L L E Y AM ERICAN 
MOTORS P H O EN IX V ILLE 
933-8936 
Rt. 
73, 1 
block off 
Rt. 
663 


Ask Schuyler Cox to show you these Buys! 


C A T E S - F O B D 


3 2 3 W . High St.. Poftstown 
Dial 3 2 6 2100 


Gilbertsville — Ph. 7S4-7B25 
1962 
IN TERN ATIO N AL 
SCO JT, 
IBM 
Dial 323-5972 after 3:30' P.M . 
69 MA'LIBU 2-dr MT» 350 V-8, 3 
speed 
floor 
shift, 
P. S., 
tape 
¡player, radio, Rally wheels, post. 
¡One 
owner, 
30,000 
orig. 
miles. 
$177$. 32A 1339 or 3264)344. 


69 PLYMOUTH Fury III, 4-dr, air 
cond., new rubber, $1649, 
will 
help 
(¡nance, 327-0489 
anytime. 


¡64 CH EV. *6’, Automatic 
. «395 
; AIL B E R T ROTH ROCK'S Used Cars 
Palm:, 
pa. 
Phone 
679-5891 


A lot better deal awaits you at— 
LO TT 
Lincoln-Mercury 
S. Hanover St. A Cedarville Rd. 
~KEYSER~ A 'M ILLER FO RD 
Guaranteed Used Cars 
Col lepe vil le 489 9366 
~ 
1972 Vega GT~~HLOOO mT7 
call "IT C H " 
at 367-9206 or 367-2338 


W AGNER AUTO SA LES 
Lincoln — Mercury — MG 
Rt. 724^ PhoenixvjPe — 933-770) 
B ES T D EA L In the area at 
TAUD ER 
FO RD , 
Inc. 
Phoenlxviii# — 933-5811 
GOTCHA — a beautiful deal 
UN GER 
C H EV R O LET 
600 
Nutt 
Rd., 
Phoenixvilie 
~67 CHECKER 
4 DOOR SEDAN 
V -8 engine, 
automatic trans, 
ra­ 
dio 
A 
heater, 
power 
steering, 
white sidewall fires, wheei covers. 
A-title. 
$995 FULL PRICE 
MOORE CHEV. 
Conshohocken, Pa. 
Dial 
279-1290 or 828-5027 


TYSON 
P ONI TI AC-CAD IL L AC 
Best 
In Deals A 
Service 
1432 EL_ High S t., 326-3300 


'68 FORD Ranch Wagon. V-8, ra­ 
dio, heater, power steering $1195 
PH IL SHU PE AUTO S A LES , 2541 
W. Main St., Norristown. 539-1440 


SSU G G \ 
\/S UG G \ 


SEE 
"PIDGE" KEPNER 


OR 
"GUM" LINDERMAN 
FOR A GOOD DEAL ON A 
NEW or VSED CAR 


IMMEDIATE DELIVERY 
DRIVE THE 197i CHEYENNE WITH AIR CONDITIONING 


SEVERAL 1972 LEFTOVERS AND 
DEMOS AT LARGE SAVINGS 


A/'T, 
one 


72 MERCURY 
M X 
Brougham 
Cpe, 
P/S, 
vinyl 
root, 
owner:, 
9000 miles . . . . 


71 IMPALA 
Custom 
Cpe., A/T, P/S B, 
air cond., tinted glass, vinyl 
Int., one 
C O Q Q C 
owner. 
O C ® ® ® 


71 CONCOURSE 
St a. Wgn., 3-seat, A/T, P/$, 
air 
cond1., 
tinted 
glass, 
r.., 
$2995 


71 v w 
Cam: per, 
one 
owner 
. . . . . . . . . . 


70 VW 
4-speed, 
tape 
deck, one owner. 


69 IMPALA 


fully 
egui pped, 
$2395 
$1495 


68 CAPRICE 
Coupe, air cond., A/T, P/S, 
vinyl met, tinted 
glass, one owner 


67 OLDS 


Sport 
cond., 
radio 


Sdn., A/T, P/5, air 


69 FORD 


71 NOVA 


G alx. 4-dr. H’top., A T, P/S, 
air 
cond, 
$ 1 9 9 5 


2-dr., 
A cy l., 
Was $239$ 
3-spd, 
r a d . 


S A LE $2195 


71 IMPAIA 
Sport Cpe.,, A /T, P/S, radio. 
On# owner 
Was $789$ SA LE $2535 


tinted glass. 


68 Vi-TON VAN 
6-cyl., Jsp d ., 
P I C Q C 
one owner 
v I v v v 


68 MERCURY$1395 


“98", 
fully equipped. 
Was 
$1495 


67 CHRYSLER 
Imperial, A/T, P/S, AM FM 


CONDITIONING $1195 


67 FALCON 
6-cyUnder, 3-speed, 
one owner 


66 IMPALA 
4-dr. 
Sdn., A/T 
P/S, radio 
$795 
$795 


V-8, A/T, P/S, 
radio 
___ 


66 FORD 
4-dr. 
sdn. 
A /T, ' P/S, 
air 
cond. Was $995. 
SUGG CHEVROLET Inc. 


2nd & W A S H IN G T O N 
S T S . 
O P E N E V E 'S . 
D IA L 3 6 7 - 2 9 4 4 
I ( / ) 


In ?7i#* H e a rt o f B o y e r to w n ! 
S U G G 
CHlvnOLFTJ 
WSUGG\ 


c 


S S U 
G 
G 
j 


MM 
SPRECHEN SIE DEUTSCH? 
Moze Ty Mowic1 w PoFski? 
Parlcz-vous franc ais? Paríala italiana? Habla usted español? 
SONNY TAUDER 
SPEAKS YOUR LANGUAGE 
With A Good Deal!! 


The SUPERMARKET OF CARS for this area! Feel right at home when 
you come to SONNY TAUDER FORD in Phoenixvilie. Here is a part­ 
ial listing of A-1 used cars ready for your driving pleasure. 


A r e a 's 
L o w e s t 


1973 V E G A 


Coupe, Power Glide, ra­ 
dio', bucket soots, carpet­ 


ing. 
#11414 . . . . . . . . . . . 


J&r*’ 
««Wyvrw•■■■: ?'0BFFrrr':' ' 
¿i. 
i 
f 
>■ 


See These A-1 USED CAR 
USED CARS 
Ask For One Of Our Salesmen 
Russ Wallace — Jess Remminger 
Donnie Repko — Gary Wanish 
FOR F R IE N D L Y SER V ICE A HONEST DEALINGS S EE US 


11 CfiDH Ctry. Sq.t 6-pass. Wgn., 
tTQQC 
I L IVRU P/S/B, air cond., yellow .... 


72 MUSTANG Grande 
au,°' 


850 SPIDER 


Get the feel of «port ear driving with- 
out 
denting 
your 
budget. 
The 
Fiat 
Spider ha« authentic Bertone body styl­ 
ing, 
fully ¡lynchromeshed «tick 
shift, 
dash tachometer, front w h e e l disc 
brakes, radial tires— and a fantastically 
economical price for a fully equipped 
true sport Spider. 
See it today. 


As Low As 
s2044 
60 


with radio, etc. Cons* 
pi«t« — Delivered. 


How does 
Fiat do it for 
the Price. 


P/S/B, air, tape, blue 


73 Impaia.. . . . . s3695 


4-dr. Sedan, tinted glass. Turbe Hydramatic, power steering, 
power disc brakes, AIR CONDITIONING, wheel covers, radio, 
undercoating. *1421. 
73 Fleetside . . . . *2495 


Stt. Pickup, Heavy Duty springs, gauges, ready to go #T316. 
72 Corvette Cpe.. 
. 
*5395 


AIR CONDITIONING, power brakes. Turbo Hydramatic, power 
siaeringi, w w's, AM/FM radio, Elkhart green. 


I m m e d i a t e 


D e l i v e r y ! 


H i g h e s t 


T r a d e - I n s ! 


AREA'S BIGGEST SELECTION 


OF CARS & TRUCKS 


i 
[ 
u 
m 
i 


C H E V R O LE T , Inc 


Showroom—52S High St., 323-5100 
Used Cars — 1440 E. High, 323-0522 


72 


71 


71 


71 


71 


70 


69 


69 


69 


69 


69 


68 


67 


67 


66 


66 


70 


69 


e r — - 


FAD'D Ga'x* 500, 4-dr. Sdn., ¥-8, 
1 M Q C 
IU K U auto., P/S/B , gray-gold ... 


$4195 
T rida Landau* 
"DIKI/ green/black .......................... 


T A D I M A 2-dr* H íop-’ 
aut0* 
I U K m w p /s/B , air cond. . . . . . . . . 


FA DA Ga,x- 5M’ 4"d r* v**. auto. 
IU K U trans., air cond 
.......... 


MAVERICK 
.... 


V W Camper Pop-Top, 
' ” gray ............ 


OBESO 


HANS’ AUT2DRCKE, Ltd 


Rt. 643 A N. Keim St. — Phone 326 35C0 
'where small cars get better service' 


Mark III, 
2-door ... 
BUICKsky,ark 2mAr' H,top-’ v_8’ 


$2495 


$2095 


$2495 


$3895 


$2195 


$1995 


auto., P/S/B , air cond. .. 
Convt., V-8, auto., P/S, 
R/H, blue/yellow ..... 
Ctry. Sdn., 6-pass., V-8, auto., 
P/S, g re e n 
............ 


F O R D L T D S q u ire ’ v ' 8 , sta n d -’ R / H » 
7 9 5 


H’top., V-8, auto, trans., M AQC 
P/S, R/H, green ____ * 1 
VUf Wagon, 
W R/H, S/B, b lu e 
.............. 


F A D A w&n-’ v •8* aut0* P/S/B* 
I V K U R/H > tu rq ..................................................... 


Galx. 500, 4-dr. Sdn., V-8, 
auto., P/S, burg. ........... 
Le Sabre 2-dr. H’top., V-8 
auto., R/H, green ......... 
BUT ,i-ton. stand., “6” , pickup, 
111 I a yellow/black .............................. 


f H F V 1¡*ton* t0°* 
*’ stand., 
R/H, green 
..................... 


.... 


$895 


$795 


$1895 


$1995 


S P E N C E F O R D , In c. 


O n N e w Rt. 10 0 - i M ile N o r th of B o y e rto w n 
DIAL 367-2081 
6‘ 0'RE *-AN £\cR IT KKKÍ.S SENSE 
. TO BUY EROY -PENCE 


Open Evenings *111 »; Frl. *111 4 P.M.! Sat. till 4 P.M.. 


ONE STOP SHOPPING 
See The Dealer Who Cares! 
72 DODGE 
Coronet 440 Custom V-8, Auto- 
tomatic, power steering, pow­ 
er brakes, AIR CONDITION­ 
ING. 
vinyl 
roof, 
R . A 
ML, 
medium: brown metalic, with 
black interior. Less than 8,000 
miles. 
7 2 FORD 
Grand Torino 2-Dr. Hardtop. 
V-8, automatic, power steer­ 
ing, power disc brakes, radio, 
heater, FA CTO RY AIR CON­ 
DITION ING. 
Red 
w/black 
vinyl top A inferior. 
72 NOVA 
Cpe., 6-cy I., Automatic trans., 
power steering, R . A H„ vinyl 
roof, medium blue with oiue 
interior. 
7 2 FORD 


Country Squire (10-pass.) Wag­ 
on, automatic, power steering, 
power brakes, AM/FM stereo, 
roof rack. A IR 
CONDITION­ 
ING. White w/red interior. 
'71 FORD 
Country Sedan 
(6-pass) 
Sta­ 
tion Wagon. V-8, radio, heat­ 
er, automatic, power steering, 
power brakes, luggage rack, 
FACTORY AIR 
CONDITION­ 
ING. Dark green w green in­ 
terior. 
*71 FORD 
Torino Squire Station Wagon, 
V-8, radio, heaer, automatic, 
V-B, radio, heater, automatic, 
AIR 
CONDITIONING. 
Lite 
green w/dark green interior. 
'71 FORD 
Torino "500 " 
2-dr 
Hardtop. 
V I, radio, hetaer, power steer­ 
ing, power brakes, AIR CON­ 
DITIONING. 
Lite 
green 
w/ 
dark green vinyl top A inter­ 
ior. 
'71 PINTO 
Coupe. 4-cyl„ radio, heater, 4- 
speed. Brown w/block interior 
7 0 MUSTANG 
Grande 
Hardtop. V-8, radio, 
heater, 
automatic, 
power 
steering, power brakes. Med­ 
ium bine w/blue vinyl dark 
top A interior. 


7 0 CAMARO 
Hardtop. 
V-8, 
radio, heater, 
standard 
trans. 
Brome 
w/ 
biege interior. 
'70 PLYMOUTH 
Duster 
Coupe, 
6-cy!., 
¡radio, 
heater, 
auto., 
power 
steer­ 
ing, halo vinyl top. Gold w/ 
black interior. 
'70 MAVERICK 
Sedan, 4-cyl., radio, heater, au­ 
tomatic, accent group. White 
w/biack interior. 
70 PONTIAC 
GTO 
2-dr. 
Hardtop, 
V-8, 
4- 
spped trans., radio A heater, 
beige vinyl roof, yellow with 
beige interior. 
70 FORD 
Country 
Squire 6 - passenqer, 
V-8, Automatic tran s, power 
steerinq A brakes, AIR CON­ 
DITIO N IN G, roof rack, R A 
H, 
burgundy with black 
in­ 
terior. 
70 MAVERICK 
Grabber, " 6" , standard trains., 
R/H . Accent group. Beige wit; 
black interior. 
'70 FORD 
LTD 4-dr. 
Hardtoo. V-8, ra­ 
dio, 
heater, automtic, power 
steering, cower brakes, vinyl 
roof, 
AIR 
CONDITIONING. 
Medium< blue w blue interior. 
69 PONTIAC 
Grand 
IFrix 
Hardtop., 
V -l, 
AM /FM , 
automatic, 
power 
steering, power brakes, power 
windows, 
AIR 
CONDITION­ 
ING. Burgundy w/black vinyl 
top A interior. 
'69 MERCURY 
Monterey Custom 4-dr. Hard­ 
top. V-8, AM/FM stereo, auto­ 
matic, power steering, power 
brakes, power seat, vinyl roof, 
AIR CON ID IT ION ING. Medium 
oreen w/green interior, 
69 PONTIAC 
2-dr. 
Hardtop, 
V-8, 
Automa­ 
tic 
trans., 
power 
steering, 
radio 
A 
heater, 
gold 
with 
black vinyl roof A beige in­ 
terior. 
'66 MUSTANG 
Hardtop, 
V-8, 
radio, heater, 
standard trans., power steer­ 
ing. Black w/red interior. 
AT LEAST 60 LATE MODEL USED CARS 
A L W A Y S A V A I L A B L E 
Keyser-Miller Ford, Inc. 


1 Main St., Collegevillc — Phona 489-9366 


*72 FORD Country Squirt (ID- 
pass.) 
Wagon, power steering, 
power 
>•*!, 
power 
windows, 
vinyl 
roof. 
Dual 
60 
tires, 
stereo . 
. 
. 
. 
JUST 
LOAD­ 
ED! 
Driven ONLY 
C A Q Q K 
12,000 miles ............ 
v l g W 


*71 FORD LTD 2-dr. Hardtop. 
V-l, 
radio, 
heater, 
automatic, 
power steering, power brakes, 
whitewalls, wheel covers, AIR 
CO N D IT ION 1N G . 
Green 
with 
$2595 
*71 FORD FIDO Pickup w/cemp- 
er 
cap. 
V-l, 
radio, 
heater, 
whitewalls, wheel covers. 131" 
2? 
5AVE 
*71 CH EVY Vega Station Wagon. 
I.c y l., 
radio, 
heater, 
3-speed, 
white wall's, wheel coven. White 
w/black 
P i e Q t 
interior. 
# I v a i l 1 
'70 M ERCU RY Marquis Station 
Waqon, radio, heater, automa­ 
tic, 
power 
steering, 
power 
brakes, whittwatis, wheel cov­ 
ers, 
FACTORY 
AIR 
CONDI- 
TIONING 
$2995 
Dark green 
v A a v v 


'70 C H EV R O LET Monte Carlo 
2-D r. Hardtop, V-l, radio, heat­ 
er, 
automatic, power steering, 
power brakes, whitewalls, wheel 
covers. Gold w 
C 9 6 Q R 
gold vinyl top 


'70 FORD Galaxia "$00" 4-Dr. 
Sedan. V-f, radio, heater, auto­ 
m atic, 
power 
titering, 
white­ 
walls, wheel covert, tinad glass, 
¡F AC TOR Y 
AIR 
CON D IT I ON- 
ING. Geld 
# 1 O Q i; 
finish. 
________ . . . . 
« 1 0 5 1 0 9 


'70 
M ERCURY 
Cougar 
2-dr. 
Hardtop. V-l, radio, heator, au­ 
tomatic, powor steering, power 
brakes, whitewalls, wheel cov­ 
ers, vinyl roof. 
r h A Q C 
Red finish 
# 4 W ® a 


'70 M A V ER IC K 1-dr., radio, M r., 
standard 
trans., 
whitewallf, 
$1495 


'6* AMBASSADOR 2-dr. Hard­ 
top. 
V-8, 
radio, heater, 
auto­ 
matic, 
power 
steering, 
power 
brakes 
whitewalls, 
wheel-cov- 
•rs 
FACTORY 
AIR 
CONDI­ 
TIONING. Gold 
C l f t Q R 
w black vinyl tep. 
▼ " 


$1895 


’It FORD Galante **500" 2-dr. 
Hardtop. V-l, radio, heater, au­ 
tomatic, power steering, power 
brakes, whitewalls, wheel cov­ 
en, AIR CONDITIONING. Dark 
green w/black 
vinyl tep 


*4t FORD XL 1-dr., radie, htr„ 
console automatic, power steer­ 
ing, power brakes, 'whitawiaillis, 
wheel caven, bucket 
seats. 
Lite blua 
.. 


*68 OLDS Cutlass 4-dr. Hardtop. 
V-l, 
radio, heator, 
automatic, 
powar staering, power brakes, 
whitewalls, whael coven, FAC­ 
TORY 
AIR 
CONDITIONING 
Blue w/blue 
vinyl lop 
'48 CHEVROLET 
Impaia 2-dr. 
Hardtop. V-l, stamp, automatic, 
power {teen: nq 
power brakes, 
whitewalls, wheel covers, AIR 
3SS. 
$1495 
‘67 MUSTANO Convertible. V-8, 
radio, heater, console automa­ 
tic, powar staerinq, whlfowalls, 
covers, 
bucket 
seats 
52 
$13*5 


$1895 


NORRISTOWN AUTO 


“Yog Always Bay The Bast For Lass At Your Authorized Ford Boalar” 


i f 100% FORD A-1 GUARANTEED LIKE NEW USED CARS * 


iO O O B B O M O O O » O d O O O » O M O » B OOB OO O» 0 » B t B B M » a » O Í » > B a a a B a B B i 
★ WEEK END SPECIALS ★ 
'53 CADILLAC 
4-dr. Sedan. Black jada w bankers gray 
cloth intorior. A REAL CLASSIC that ln- 
cludes; radio, hooter, automatic, automatic 
Nto 
dim mor, 
powor 
steering, 
power 
brakes, whitewalls, wheel covers. Original 
In E V E R Y detail Including 41,000 actual 
miles. 
A 
one-of-a-kind 
automobile. 
M A K E US A N OFFER! 


'4* PLYMOUTH 


Satellite Sports Station Wagon. V-8, radio, 
hooter, automatic, powor stooring, white­ 
walls, wheel coven. It you're in tho mar­ 
ket tor • wagon . . , chock this one out 
. . . we're sure It'll 
please you 1 ................... ... 
m 
i 


'72 
T-BIRD 
Landau. 
Forest 
green w/derk green vinyl top. 
FU LLY loaded with every con­ 
ceivable 
extra 
Including 
A IR 
CONDITION ING. This car Is In 
like brand new con- C K Q Q C 
ditipn. MUST S EE I 
*72 FORO Country Squire (10- 
pess) Waqon. Beautiful orang# 
linish. V-l, AM FM, automatic, 
power steering, power brakes, 
luggage rack, 
FACTORY 
AIR 
r iTI0"-.. $4395 
'71 
LINCOLN Mark 111. 
AM/ 
FM, automatic, cruise control, 
FU LL 
power 
Including 
¡FAC­ 
TORY 
AIR 
CONDITIONING 
PLUS sooo much more! 
Blue 
w black vinyl top 8> contrasting 
leather interior. An 
C C f l Q C 
exceptional car! 
'71 
FORO Country Squire 
(6- 
pass.) Station Wagon, Blue V.8 
automatic, power steering, pow­ 
er disc 
brakes, 
special 
Inter­ 
ior, radio, FA CTO RY AIR CON­ 
D ITIO N IN G 
Like brand new 
'•« T P ® 1® 
*71 T-BIRD Landau 2-Dr. Hard­ 
top. 
V-l, 
radio, heater, 
auto­ 
matic, 
power 
steering, 
power 
brakes, 
power windows, 
FAC­ 
TORY 
AIR 
CONDITIONING. 
Blue 
metallic 
w/whlte 
vinyl 
M. V« Wtt. 
53595 


*71 M ERCURY Colony Park i, 19- 
pass) Wagon. V-l, radio, heat­ 
er, 
automatic, 
powers, cruise 
control, 
FACTO RY A IR 
CON-1 
OITtONING, 
Gold. 
■ 
*71 DATSUN 1600 Pickup, radio, 
heater, 
4-speed. 
Green, 
26.000 
& 
$1595 
*78 FORD LTD Country Squire. 
V-8. automatic, FACTORY AIR, 
power 
steering 
& 
brakes, 
radio. 
Yellow 


*71 
FORD Torino 2-dr, 
Hard­ 
top. 
V-8, 
automatic, 
Factory 
AIR, 
power 
afeering, 
radio. 
White w/black vinyl 
top and interior 
*71 
FORD 
Galaxia 
500 
2-dr. 
Hardtop. 
V-l 
automatic. 
Fac­ 
tory 
AIR, 
power 
steering 
8. 
brakes, radio. Blue 
C O f iQ R 
w Blue vinyl top. 
® fc w ® v 
*71 FORD Galaxia 500 4-dr. Se­ 
dan. 
V I, 
automatic, 
Factory 
AIR, power steering, radio^heat- 
#r, 
Burgundy w / 
black, vinyl top 
*71 CH EVRO LET Caprice 2-Dr. 
¡Hardtop, V-8, radio, heater, au­ 
tomatic, power steering, brakes, 
FACTORY 
AIR 
CONDITION- 
ING. Lite green w dark green 
vinyl top 8> matching C O O Q IL 
Inferior. Share! 
a fc O ® ® 
*7» DODGE Monoco 4-dr. Sedan. 
V-t, 
radio, 
heater, 
automatic, 
power steering, power brakes, 
whit*well, wheel covers, 
FAC­ 
TO RY 
A IR 
CON O IT ION I NO, 
medium 
green 
w/green 
vinyl 
roof & matching 
B 4 J Q e 
Broughman itnerlor 
9 6 H 3 5 I 
*7* M AVERICK 2-dr„ aqua, 6- 
cyl., standard trans., radio & 
£•£««• 
$1550 


*79 D U S TER . «<yl., radio, heat­ 
er, standard trans., AIR CON­ 
DITION. Metallic blue. Excell­ 
ent condition — HIGH M ILE­ 
AGE 
SPECIAL 
. 
*79 FORD Custom 4-dr. Sedan. 
V-l, automatic, power steering. 
White 
SlflQS 
Choose from two 
® ■ IF® ® 
*6* MUSTANO 2-dr. Herdtoos 
V-l, 
radio, 
heater, 
automatic, 
power steering. Two good look­ 
ing cert . . . fake your pick! 
Choice of ¡red w black vinyl top 
or Green w/contra il­ 
ing interior . % . . . . . 


“ A n 
E m b l e m 
o f 


. . . D istin c tio n 


The One Big “ Extra” You Get 
With a Norristown Auto Used Car 
PEACE 
MIND 


*46 C O R V ETTE 
Sport 
Coupe. 
350 L T I V-l, AM /FM , 4-speed, 
power 
steering. 
Nassau 
blue 
w/tfiafctilng interior. Absolutely 
a CREAM P U F F ! Driven ONLY 
32 
$3995 
*4» FORD F100 Ranger Pickup 
wdeluxe 
camper 
cap. 
V-8, 
radio, 
heater, 
standard trans. 
Like new in every detail! 
A 
27.000 original 
C 9 9 Q E 
mile truck 
# 6 6 3 3 
*49 FORD LTD 4-dr. Hardtop, 
dark 
blue 
w/white 
viny 
too. 
V-t, AM/FM, automatic, power 
staering, 
power brakes, 
¡FAC­ 
TO RY CONDITION. # 9 d ( | e 
Excellent condition' 
*4* 
C H E V E L L E 
GreenbHar 
9 
passenger Station Wagon, V-8, 
CACTOOY AIR, power vfiw-ing 
8. brakes, 
S 9 9 Q R 
radio. Gold 
® tfc ® s# 
*49 
PONTIAC 
Firebird 
2-Dr. 
Hardtop. 
V-t, 
radio, 
heater, 
automatic, 
power 
_ steering 
Dark 
green 
*49 MUSTANO Convertible. V-t, 
radio, 
heater, 
power steering, 
console automatic. Burgundy w/ 
white top. A 
B 1 Q Q E 
nice cert 
® I ® ® 0 
*49 FORD LTD 2-Dr. Werdtop, 
V-t, 
radio, 
heater, 
automatic, 
power steering. FA C TO R Y AIR 
COND IT ION ING. 
Red 
w 'black 
vinyl top. High 
ml lean# S P E C IA L! 
*49 
PONTIAC 
LeMans 
2- Dr. 
Hardtop. 6-cy I., AM /FM , auto­ 
matic. Pale green w vinyl ton. 
Good 2nd car. Priced $1395 


'48 T-BIRD Hardtoo. V-8, AM ' 
FM 
stereo, 
automatic, 
power 
steering, power brakes, pow»- 
windows, FACTO RY A IR CON­ 
DITIONING. Royal maroon w/ 
black vinyl top A 
Interior. SP EC IA L 


'41 
FORO 
F-350 
Stake 
body 
truck. 
Blue. 
V-8, 
t 1 9 Q K 
standard trans. 
• I $ v v 
*<• MG Midget Rodaster, radio, 
heater, 
4-speed, 
wire 
wheels, 
new tires. 
'Forest green. 
Low 
mileage. 
t l f l Q 
E 
WI NTE R S P E C I A L 
# I W ® P 
'41 OLDS Toronado 2-Dr. Hard­ 
top. V-8, AM /FM stereo, auto­ 
matic, 
power 
steering, 
power 
brakes, power windows, power 
seat, 
power 
trunk 
release, 
power 
door 
locks, 
power 
an­ 
tenna, whitewalls, wheel covers 


. . AIR CONDITIONING . 
, 
. 
you name It It"* go 111 Dark 
blue meta Hie w .'black vinyl top 
& 
white 
vinyl 
Interior. 
Extra 
sharp 
C 9 9 Q B 
automobile! 
« $ 3 9 3 
'47 
DODGE 
Dart "270" 2-dr. 
Hardtop, 
6-cyl., 
radio, heater, 
Automatic. Canary yellow. Extra 
sharp low 
€ 1 9 A C 
mileage car. 
<• 1 0 3 9 
*47 CA D ILLA C Sedan deVilla 4- 
dr„ Hardtop. Silver gray. Fult 
power Including FACTORY A IR 
CONDITIONING, 
AM /FM, 
A 
a — 
$2095 
*47 FORD Country Squirt $ta- 
Wgn„ radio, heater, automatic, 
power steering, power brakes, 
power 
seat. 
FACTORY 
AIR 
CONDITIONING. 
Forest green 
w ' sedd le inter ¡or. 
* f a q b 
Super nice cart 
V I $ 9 9 
*47 RAM BLER Amer lean 4-Dr. 
Acyl,., radio, 'heater, automatic, 
•xtra 
snow 
tires 
& 
wheels 
Canary yellow. Driven 
ONLY 31.000 miles 
* ( 9 9 
*45 FORD LTD 4-dr. Hardtop, 
V-8 
radio, 
heater, 
automatic, 
power steering, power P h A p 
brakes. Turquoise. 
V I 9 9 
*IS FALCON 2-dr, 6<yt* radio, 
h*ater, 
a a t o m a 11 c 
Extra 
fin# 
condition 
Rt 23, Phoenixvilie: 
Ridge Pike & Trooper ML 
“ i r S T 
P H O N E 539-5400 


For Speedy Want Ad Service 


Dial 323-7000 - Direct Line To Want Ad Dept. 


Automotive 
Automotive 


Autom obiles for Sale 92 
Autom obiles fo r Sal* 92 
u i ^ p ajjo d u ii 


"me RCÜ KY 
Marquis 
4-door, if CADILLAC:" Sedan' de Villa M r . ■ ■*? '" VOLVO- 144 ~Sadan~ R 


Automotive 


«i 


Automotive 
Automotive 


Trucks 
93 


e e e e e e e e — 
e e e e e e e e e e e e e e e e e e e e e e e e e e i 


Let Us 


Unite 


And Give 


Thanks 


A ll of us have something 
in 
common. 
This 
is 
our 
country. Let us rem em ber its j 
noble heritage, and our fore 
fathers on Thanksgiving. 


EZZIE PASKEL 


USED CAR SALES 


'The Home Of 
Clean C m "' 


08 W. Ridge Pk. 
Limerick 
Phone: 445-6247 


Springfield/Pottstown 


BODGE 


1340 W. High St., Potf$town 
Phone: 
326-480* 


FAIRVIEW MOTOR CO. 


la re Duhner . . , " A gwi/ 
you can depend on" 


Valley Forge Rd. 
Germantown Pk. 
Fairview Village 534-4140 


S10TTER MOTORS 


American M ir s. Dealer 


“ A complete line of 
plows L~ accessories" 


1300 N. 
Broad. 
Lansdale 
Ph?n«: 
8SS-9M1 


HEREFORD ESTATES 


Mobile Home Sales & Park 


*‘A fine place to Line” 


Rt*. 24 8. 100 


Hereford, Pa. 674-4700 


TAUDER FORD 


“ A Place Y ou Can Trust” 


Valley Forge Road 


Phoenixviile *33-5811 


KEYSER-MlllER 
FORD 


The Dealer ll'Ao Cares" 


1 
Mpin 
St., Coflegeville 
Phone: 489-4344 


UNGER CHEVROLET 


“Smile Everyday With Art 


Unger Chevrolet’' 


600 Nutt Rd., Phoenixviile 
Phone: 411-7707 


v-8, 
Automatic 
Iran#., 
power' 
Hardtop, full power & electric*! 
automatic. 
Medium 
Mu* 
w / 
steering,, 
60-40 front seat, stereo' factory 
AIR 
CONDITIONING, matching 
interior. 
Low 
mileage 
1145* one owner. 11895. WYNN'S VOL- 


Hc 
64 FORD Vi Ton utility truck 
Good' condition 
Dial 367-9422 
radio, 
factory AIR CONDITION- vinyl root. Clean 
422 & 202, 
Norristown. 
Auto Tires— Farts 
Wanted — Automotive 97 
ING 
$1650 
RT MOTORS 
OF 
BLfCKTOWN 
Y ° 
* 
RT 
MOTORS 
OF BUCKTOWN 
Rt. 23 4 100 — Ph. 469-6235 
775-7483. 
____ _______ 
Rt. 23 & 100 — Ph. 469-6235 
1 
— ------- 63 VW—Runs good, without body, Parting 60 VW parts or whole. 63 Giant Stock, Great Service, Too TOP CASH DOLLARS for your ca 
ready for dune buggy, new bat-1 
Corvette parts! Hi-pert. 28* com- j^ t e e 
" U n M IY A " 
r DMT CD ¡I 
at LOUIS P. YOUNG’S. Rt. 23 


Motorcycles — Bicycles 95 


HONDA.. .The #1 Choice! 
Buy now — we'll deliver Christmas 
jjjM IN I BIKES— TRAIL BIKES 
Everything For The Rider 


The Pottstown Mercury, Thursday, Novembar 23, 1972— 27 


Body Work — Fainting 96 F°r warn Ad Service — 373 tooo 


Expert Wheel ALIGNMENT, Com­ 
plete Wreck Service. Pottstown 
Auto 
R«finishing. 927 High 
St. 


62 CORVAIR Monza 
4 speed. 
Best offer. 469-6774 


j Cmrm 
O ÍA 
¡ready tor dune buggy, new bat-! 
corvette parts; Hi-peri. zee com- 1 \/1 ep 
" L if t K in A ' 
Im p o rte d C ars 
Y * A jterv ^ t ¡0C> harness, 9100. 783-03001Plete, $175. Dial 323*717# eve's. 
IM u O 
H U N U A 
CENTER ind 663. PHONE 754-7175. 
1968 
VW— 
(B-s pm.) or 933-1902 after 5 pm! ~ 
D 
~ t i l High St., 
Pottstown. 326-1260 
16,000 orig. 
miles, 
$1200. 
t 
'Quality Used C a rr' 
V *» 
' afTS 
2845 Ridge Pk, Trooper. 539-9490! 
- Call 326-0918. 
HEIMBACH 
& 
SWEATT 
CHEV McCABE 
AUTO 
SUPPLY, 
INC Hours: Mon. 
4 
Frt. 'til 8 pm, 
él VW Bui — Asking $200. Will Ptnniburg, 
$79 7897 or 
879 7902 
515 
Farmington 
A vt., 
328*4511 
SaK 'til 5| 
fake best bid. Good running con- No j dta1#r u, service 
in 
USA 
. 
Renault — FA RViEW 
MOIOR. ¡I 
M o to rcycle *- Bicycles 
95 
Rt, 42:2 4 
363 - »tton* 519 61! 401 


61 
FORD station wagon, has 67 
eng A trans w 20,000 mi, new 
tires, insp, 1395, ph. 326-5746. 
i f 69 
C H E V E LLÍ 
” 396 “ üÜtdlti'en. Call 323-6906. 
gine, 4 spd., 2 dr hdfp., >179$. i, *""*... 
..." "LIU------- 
Dial 495-6612. 
¡66 VW; 69 VW 
w /radio. Both ex:c. 
— —---------- 
— -- t 
cond. 
Priced 
to 
sell. 
Can be 
1968 Mustang, 6 cyl., stick. A-l seen 
atter 
4 
p.m., 
Borneman's 
condition. Will take trade, $1025. Lawn Mower Shop, Rt. 422, Lim- body work, $3300 value, Sac. $1800. 
Most sell. Dial 326-3536. 
lerick. 
Dial 933-773$. 



, 
! 
1970 
VW 
Beetle, stick shift,' 
R 4 Ml, good: condition. 
Phone 145-2238 
¡ COUNTY’ LINE VOLKSWAGEN 
mm 
Rt. 422, Douglassville 
Dial 326 6150 or 279 6150 
j " 
LUDWICK MOTORS, 
INC...... 
|| 3rd & Hanover Sts. — 323-8» 
Author lied 
dealer 
for 
Triumph 
j 
sports car. Sales-servíce-parts,. 
FIAT 4 BMW sales 4 Serv 
HANS' AUT0DR0ME, Ltd. 
R \ 663 4 N. K«lm St., 326-3500 
¡where small cars get better service 


Latest Inspection 


! For Want Ad Service — 323 7006 


Happy Thanksgiving 
From Harold Buick 


1969'Jaguer 
X *E coupe, factory 450 Honda 
Chopper PdPtS 
air, 
wired wheels, stereo, needs 
q¡s | 323-7693 


TRIUMPH Chopper — 
Priced 
Low, Good condition, 
j Coll 948-5688 after 5:39 
p.m. 
Suzuki 
4 
Yamaha 
sates-Service 
PENN 
STATE 
MOTORCYCLES 
503 W. High St.. Stowe. 323-0525 


For Want Ad Service — 323-7000 


Alternators 
Generators— Starters 
BILL MYERS A SON 
HOLIDAY GULF 
Complete Serv.—R«built 
tales 
W. King St. 4 Shoemaker 
Rd. — Phone 323-088* 


65 Pontiac Cpe. 
65 Plymouth 4-dr 
61 Ford 4-door 


MERKEL’S 
USED 
CAR 
EXCHANGE 
(Quality Cart Since 1918) 
W. High St. 
Ph. 326-4654 


OLDS 


#3 In Sales & Value 


— RECENT TRADE — 
'70 OLDS Delta 88 


Coupe, full power, air condition­ 
ing, beautiful car, beauty of • 
low price— 


Have Many More! 


Oldsmobile • Subaru 
14S0 E. High St. — 323 7 80* 


■73 OPELS 


Now O n Display! 


A ll New 
S tylin g ! 


We Welcome Y o u To See— Drive The 
Economy Cars of The Year! 


NORRISTOWN AUTO 


You Always Buy The Best 
'or L e a At Norristown 


Auto ” 


Ridqe Pk. 4 Trooper Rd. 
Norristown 
539-5400 


WAGNER AUTO SALES 


L tncobi— M ercury— MG 


Rt, 724 Phoenixviile 
Phone; 
933-7701 


49 Fine Used Cars At Drastic 
Reductions! (Buy Now & Save) 


Re-newed 
Re-new ed 
I T W .H IW -» 
. 


7 2 PLYMOUTH Satellite Se- >jq TOYOTA M ark II 4-Dr. '68 CHRYSLER Newport 2-Dr. 
bring 2-Dr. Hardtop, radio, Sedan 
Radio 
4.speed. tow Hardlop 
v . 8, radia> heater. 
power 
s t e e r i n g , 
power m i|eoge. prked 
brakes,, tinted glass, white- | 
S -E -H 
walls, wheel covers, landau 
1497 


vinyl roof, AIR CONDITION­ 


ING. Really a 
$ 0 1 1 0 7 
sharp one! . . . . 
g U j 
| 
Re-newea 


automatic, 
power 
steering 
power 
brakes, 
whitewalls 
wheel covers, 
CONDI­ 
TIONING 
. . 


FACTORY AIR 
$1297 


Re-newea 
E3CS33H 


*69 PLYMOUTH (6-pass) Su­ 
burban 
Wagon, 
automatic; 
pow er steering, radio, white- 


7 2 DODGE Dart Demon 2- w a,ls' 
wheel 
covers' 
¡¡JJ" '67 CHRYSLER "300'' 2 - Dr. 
Dr. Coupe. 6-cyl., radio, auto- TORY 
AIR 
CONDITIONING. Hardtop. Radio, console auto­ 
matic, power steering, white 
Bo*ance 
5 -y r./50,000 mile maf¡Cf pow er steering, power 


w a l l s , wheel covers, FAC- warranty. Priced *2197 
TORY AIR 
CONDITIONING 


Re-rteiucd 


s2797 


2197 


7 2 VOLKSWAGEN Bug. 
4- 
speed, bucket seats, rear win­ 
dow defogger. Small car 
traded by a 
big fam ily. . .. 


R e-n ew ed 


7 1 DODGE Polara Custom 4- 
Dr. Hardtop. A M /F M stereo, 
automatic, 
power 
steering, 
power 
brakes, 
whitewalls, 
wheel covers, FACTORY AIR 
CONDI- 
tt 
H O N IN G 
. . . 
3097 


Re-newed 


7 1 DODGE Polara 2-dr. Hard­ 
top, vinyl roof, power steer­ 
ing, automatic transmission, 
radio, white w all tires, wheel 
covers, factory AIR CONDI­ 
TIONING. 
T r a d e d 
by 
local 
€| 
owner! . . . . . . 


BRASS HAT 
SPECIALS 
7 2 DODGE Custom Coro­ 
net 4-Dr. Sedan. V-8, ra­ 
dio, 
automatic, 
power 
brakes, whitewalls, 
vinyl 
roof, FACTORY AIR CON­ 
DITIONING. Low mileage 
ORIG. PRICE $4355.50. 
— extended w a r r a n t y . 
N O W 3 DAY 
SALE ONLY *3597 


7 2 DODGE Custom Polara 
2-dr. Hardtop. V-8, radio, 
automatic, power steering, 
whitewalls, wheel coders, 
tinted glass, vinyl roof, AIR 
CONDITIONING. Must see 
to appreciate. ORIG. PRICE 
$4797.63 
N O W 
*1 


o n l y 
3597 


’2997 


brakes, v i n y l roof, bucket 
seats, 
whitewalls, FACTORY 
AIR 
$« 
CONDITIONING 


Re-newed 


'68 
RAMBLER 
Rebel 
2 -Dr. 
6-cyl., 
radio, 
automatic, 
power 
steering, whitewalls, 
wheel 
covers. , . . . . . . 
*797 


WORKING MAN'S 
SPECIALS 


'68 
OPEL 
2-Dr. 
speed. Priced to 
5-E-L-L QUICK 


radio, 


$77 


Re-neu/ed 


71 PLYMOUTH Custom Satel­ 
lite (6-pass) Station' Wagon. 
V-8, radio, automatic, power 
steering, 
power 
b r a k e s , 
whitewalls, 
wheel 
covers, 
FACTORY 
AIR 
CONDITION­ 
ING. Priced to 
$, 
S-E-L-l ______ 


Re-newed 


7 1 DODGE Vk-Ton Van. Slant 
6-cyl., radio, standard trans. 
Clean as a 
hound's tooth! 
lo w 
mileage. . . 
. 


Re-newed 


'69 
VOLKSWAGEN 
Station 
W agon. 
4-speed, 
b u c k e t 
seats, good1 tires. Inspected. 
Priced to 
t« 
SELL! . . ! ............ 


'67 RAMBLER 2-Dr. Coupe, 6- 
cyl., radio, automatic, power 
steering. Low mileage 
priced to' 
<1 
S-E-L-LI ............... 
397 


1197 


'66 
DODGE 
Monaco 
4-Dr. 
HardtO'p. 
Radio, 
automatic, 
power 
steering, 
p o w e r 
brakes, vinyl top, FACTORY 
AIR CONDI- 
$ 1 0 7 
H O N IN G 
.................. 
1 7 / 


2397 


2397 
1797 


fit € * TT1 C* VÜ €?' cf 


7 0 DODGE 
Charger 
Super 
Bee 2-Dr. Hardtop. Radio, 4- 
speed, 
"mags," 
vinyl 
top, 
wide ovals, 
spoiler, power 
steering. For tho performance 


minded 
$ 1 0 0 7 
man! 
............... 
1 0 # / 


Re-newed 


'68 OLDS "98" 4-Dr. Sedan. 
Radio, 
automatic, 
p o w e r 
steering, power brakes, deep 
tread whitewalls, wheel cov­ 
ers, AIR CONDITIONING, vi- 
nyl roof. All the extras of an 
executive 
€ j| 
carl . . . . . . 11 . 


R e -n e w e d 


'68 DODGE MONACO 4-dr. 
Hardtop, vinyl 
roof, 
power 
steering, automatic transmis­ 
sion, 
w h i t e walls, 
radio, 
wheel 
co¡ vers, 
factory 
AIR 
CONDITIONING. 
Traded by 
M r. Nagle's per­ 
sonal friend. .. 


'66 CHEVROLET Impala 4-Dr. 
S e d a n . 
Radio, automatic, 
power 
stee iri ng, 
w ti i tewa I Is, 
wheel covers. 
t 
PRICED TO SELL. 
497 


'66 
FORD Galaxie Conver­ 
tible. V-8, radio, heater, au­ 
tomatic, power 
$ 0 0 7 
steering, whitewalls 
g 


'66 PLYMOUTH Convertible. 
V-8, radio, automatic, power 
steering, 


w hitew alls 
----- -- 
*97 


Trucks 
93 


61 JEEP 4 wheel drive, full metal 
cab. Myers plow, low mileage 
Dial 287-8223. 
1955 Chevrolet Panel Truck, runs 
good, asking $300'. Call 326-9600 
bet. 8 am 4 5 pm 
1950 DODGE Vb TON 
Inspected. 
Good condition. 
Dial 323*4398 
after 4 pm 
1958 CHEV. 
WITH C A I I NETS. 323-2827 
GMC - IHC - FRUEHAUF 
TRUCK MART OF PENNA 
Rt. 100 4 State St., 326 2200 


REAL BUYS! ! ! 


72 HORNET 
4-dr. 
Sdn., 
4-cyt., 
auto, 
tram ., 
showroom 
cond. 


72 GR IE ML IN 6*cvl., stand, trees* 
showroom 
cond. 


HAROLD BUICK 


Route 422, West, Pottstown 
323-9200 
OLDS 


Mere Popular Than Ever! 


— RECENT TRADE — 
71 OLDS "98" 


Luxury Sedan, one owner, full 
power plus a ir conditioning plus 
many more extras. One of the 
greatest 1 


s3 9 8 5 


Have Many More! 


Oldsmobile - Subaru 
1480 E. High St. — 323-7800 


Quality Used Cars 
’70 HORNET SST 2-dr., ra­ 
dio, 
heater, 
e i C Q C 
automatic 
• ■ 
*69 CAMARO 2-dr. V-8, ra­ 
dio, 
heater, automatic, 
power steering, A title. 


mileage 
$1995 
'49 FORD Custom 2-dr. ra­ 
dio, 
heater, 
automatic, 
FACTORY A HR CONDI­ 
TIONING. 
Real 
clean 
$1295 
'68 TEMPEST Cpe. 
4-cyl., 
radio, 
htr., 
automatic, 
power steer- « ¡ I I Q B 
inq. A title 
f * < 
Bowe's Dodge Truck 
Center, Inc. 
1600 Fayette St., 
Comhohocken — 128-146$ 
"A 
short drive from the 
Plymouth M a ll." 


Get More With An 


'64 CADILLAC 
4-deor Hardtop, air condition­ 
ing 
plus 
full 
power extras. 
Ready to serve 
$ C O C 
you and only 
* R W v 


'« CHRYSLER 
Newport 
Sedan, 
on* 
owner 
fully equipped and exception­ 
ally nice. Try 
I O C 
before you buy 
W ■ ■ v w 


Many, Many More! 


Oldsmobile-Subaru 


1488 1. High St.—323-78*8 


72 


71 


71 


71 


71 


70 


69 


69 


Like New 


Cars at Spaars! 


ELECTRA 
Cust. 4-dr. H'top, p/window, 
white walls, store*, air, blue 
with 
white 
top. 
ELECTRA 
Cust. 4-dr. H'top, p/windows, 
whito walls, air, 2 green 4 
black. 
ELECTRA 
4-dr. H'top, p windows, whit* 
walls, cruis* tip:, air, blue. 
CAPRICE 
2-dr. 
H'top, 
p/stotrtng, 
p/ 
brakes, 
white 
walls, 
air* ] 
oreen with/black top. 
LTD 
2-dr. H'top, p/ateertmg, whit* 
walls, air, gray. 
ESTATE W A G O N 
4 
pass., 
white 
walls, 
air, 
cooper. 
WILDCAT 
2-dr. 
H'top, 
p/steering, 
p/ 
brakes, w hit* walls, air, white, 
CHRYSLER 
Newport conv. p/stotring, p/ 
brakes, w hit* watls, blue. 


SPAAR 


* - 
*W AQ |*00*< 


1330 HIGH ST., POTTSTOWN 


f INC. 


Authorized Pontiac - Buick 


Salen — 
Service 
East Greenville. Dial 479-tSS* 
Falm, Fe. Reut* 29 
Open Evenings 


326-9800 
Call Fottstown Representative 
MARRY "H A F " JOHNSON 
124-*774 


PONTIAC 


72 GRAND PRIX 


2-dr. H'top., V-8 mg., formula 
J „ aute. Irani., F/S/B, power 
windows, 
console, 
tilt 
wheel, 
AM FM. 
stereo, 
factory 
air 
c*md., road wheels, cruise con­ 
trol, vinyl root, one F I Q Q C 
owner, low miles 
• ■ 1 0 8 3 


72 PONTIAC 


Bonneville 
2-dr. 
H'top, 
8-cyl., 
auto Irons., F/S/B, factory air 
cond., R. 4 H „ vinyl fop, fcoo 
onc-ewiMr 
miles 
$4195 


72 DATSUN 


1700 Fallback, auto trans., R. 
& H., orange with leather in­ 
terior, one owner, 
C O ftQ Q 
low mileage 
W fcU sJ» 


71 GRAND PRIX 


2-dr. 
H'top, 
V-8, 
eng., 
auto, 
trans., P/S B/W, AM-FM stereo 
radio, factory air cond., cruise 
control, bucket seats, 
console, 
one owner, very 
low mites 


71 CHRYSLER 


Newport 4-dr, V-8 eng., auto, 
trans., P/S. B, R. 4 H., factory 
air cond. 
This car has been 
very well 
kept 
$3299 


71 CHEVROLET 


Impala Custom 2-dr. H'top, 8- 
cyl., auto, trans., P/S/B, R. 4 
H., factory air cond., dark me­ 
tallic green with matching dark 
green vinyl 
top, 
very low miles 


71 DODGE 


Polara l-dr,, H'top, V-8 eng., 
auto, trans., P/S/B, factory air 
cond., R. 4 H., vinyl top, sharp 
$2899 


WILLIAMS 
THE NEW 1973 
PONTIACS ARE HERE 


DATSUN 
GMC 


70 PONTIAC 


Bonneville 
Brougham 
4-dr. 
H'top, 
V-B eng., auto, 
trans., 
P/S B, factory air cond., AM- 
FM storeo, 
vinyl 
roof, oxtra, 
$3395 
clean 
---------- 
w 


70 PONTIAC 


Catalina -2-dr. H'top, V-» eng., 
auto, 
trans., 
P /S /B / 
AM-FM 
stereo, factory air cond., red 
with black 
leather Interior 4 
matching black vinyl top. This 
has to bo the necest 
one ol a kind auto to r' 


70 COUGAR 


2-dr. 
H'top, 
V-8 eng., 4-speed 
trans., bucket seats, P B A Q Q 
R. 4 H., real s h a rp * 
* 


70 FIREBIRD 
- 


Esprit» Cpe., V-8 eng., '4-speed 
trans., R. 4 H., bucket stats, 


p/s, o». 
$ 2 4 9 5 
owner 
........... ....... 
^ 


70 CHEVROLET 


%-tait pickup truck, 4-cyl., eng., 
3 speed Irons., R. 4 H. (deluxe 


K .m p w 
$2495 
cap) 


69 GRAND PRIX 


2-dr. 
H'top, V-8 «nq., P/S/8, 
auto, trans., R. 4 H., vinyl roof, 
factory air cond., 
low miles 
$2595 


«9 GTO 


2-dr. 
H'top, 
8-cyl. eng., auto, 
trans., P/S, AM.-FM radio, fac­ 
tory air cond., vinyl root, low 
m u ,,* , 
$2495 
local car 
......... 


69 CHEVROLET 


Nova 2-dr. Cpe., 6-cyl., eng. 
auto. Irons., P/S, R. 4 H. 
liras, low 
miles ___ — 
$1895 


49 MERCURY 


Montago 2-dr. H'top, t-cyl. eng., 
auto, trans., P/S, R. 4 H „ now 
tires, 
lew miles 
$1699 


48 CHEVROLET 


Impala 4-dr, 8-cyl, auto, trans., 
P/S/B, factory air cond., 
R. 
4 H., blue with matching dark 
blue vinyl 
C 1 T Q R 
fop 
v l 1 V V 


68 PONTIAC 


Executive 
4-dr. 
H'top, 
I-cyl. 
eng., auto, trans., P/S/B/, fac­ 
tory 
air, 
AM-FM 
radio, low miles 
$1495 


STATION WGNS 


71 FORD 
St a. Wqn., 8-cyl., auto, trans., 
P/S/B, root rack, R. 4 H., fac­ 
tory air cond., low miles, local 
. . . . . . . . 
$ 3 1 9 9 


49 P O N TIA C 


Executive Sta. Wqn, 8-cyl., auto, 
trans., P/S B, factory a ir cond., 
R. 4 M„ 
low miles 
SAVE 


49 FO R O 
Sta. 
Won., 
8-cyl. 
ang., 
auto. 
trans., P/S/B, new P A B A Q 
tires, low milos 


$GRAND$ CARS 


UNDER A SGRANDS 


87 CATALINA Cp«. 
$845 


*7 MG 2-dr. Sdn., R. 4 H., 
4-speed 
.......... ......... 
$344 


64 UMANS 
2-dr., 
H'top, 
A/T, power ................... S44S 


64 CHEV. Imp., 4-dr. A/T, 
power, like new 
$449 


44 FORD Sta. Wagon, P/S IS4I 


** LaMANS 4-dr., A /T, P/S SB4I 


45 MERCURY 4-dr., A /T , 
now 
paint 
................. 
$$45 


FREE 


Slot Car Sat 


with purchase' of a 
New Datsiin 


(a $34.45 value from 


now 'til Christmas) 
WILLIAMS 


PONTI AC - DATSUN - GMC 
RTS. 73 & 100, B0YERTOWN. Pk 367-2961 
Open Evenings — Financing Available On Premises 


FREE 


Slot Car Set 


with purchase of a 
New Dafsun 


(a $34.4$ value from 


now 'til Christmas) 


This year your AMC Dealer’s got the car that 
wears the pants. 
He's got a special Gremlin at a price 
that’s easy on the pocket: only $2194/ 
Inside it’s Levi s* all the way. Fabric with 
the look of blue jeans. Orange stitching and 
copper buttons. Even the traditional Levi's 
tab on the bucket seats. 
Under the hood, we've got a 6-cylinder 
engine as standard equipment—instead of a 
tour. It really gives you a run for the money. 
And your money buys more car. More 
width. More weight What s more, you get the 
famous Buyer Protection Plan backed by 
American Motors. 
You can drive our Levi s for only $2194.* 


See your nearest AMC Dealer end try on a 
Levi’s Gremlin today. (Buckle-up for safety.) 
The 1973 Levi's Gremlin—it's the car 
that wears the pants. 


AMERICAN MOTORS BUYER PROTECTION PIAk F I 


f. A limpie, M rung guar*Iitee. 
Whan WHJ buv a nrw 1*7.1 car from .an American Mn*nra 
dealer \nr*e< ,< an Moowa Corporation guarantee* in you that 
except for lire* M will pav for the repair or replacement of 
any part it wippiie* that it defective In material or work mart- 
ahip f hit guaramrr m food for 12 montfm from the date the 
car ii ftrat met! or I2„IXJ4> intiea » h , never cornea tint A8 
we require m that ¡the ear be properly MfiM rtnad and 'OW*d! 
Inc under normal uae and aervice tn the fifty United Sutea or 
< m ad* and that quai anteetf repanaort 
by an Amertran Motora dealer 
8. A free loaner rar from at «no at am 
deatari 4 guaranteed repain take uwt nlghc 
a. Sperial H ip Interrupt ton 1 
4. And. a lot fraa hot hne la AJAC' 1 


A M C r i G r e m f i n 


'*111^ 
iiiO lilliM (I0ÍÉI twkm, tefiiiM 'ltoiii 
¡wiiéhi ihhbmA1 IIimíMÍ! 
'Whntcwiiit 
whtti oomm ooümJ •! metm wm Prto» anbf#et te i 


SEE THE 1973 LEVI’S GREMLIN AT YOUR AMC F | DEALER- 
WHERE YOU GET A GOOD DEAL 
AND A GOOD DEAL MORS 
Valley American, Inc. 


Rt. #7 3 


GilbertsviUe, Pa. 


lony & Gene's Auto Sales, Inc. 


W est High Street, 


Pottstown, Pa. 


Other Gremlins As Low As $2095, Manufacturer's Suggested Retail Price 
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SBvmGS you mom? 
SflVIHGS you GET! 


* 
r 
V 


THANKSGIVING SALE TOMORROW 


10 AM til 9 PM 


SUPER SAVINGS ON HOLIDAY GIFTS FOR MEN AND LADIES. SHOP EARLY AND SAVE. 


FOR THE GALS! 
FOR THE GUYS! 


1 
NEW 
1 
FALL/WINTER 
VALUES TO $29 
1 HANDBAGS ................... SPECIALLY PRICED $15.99 


1 
MISSES/JUNIOR 
I 
DENIM AND CORDUROY 
REG. $5.50 TO $12 


1 JEANS .................................. 
2.99 TO 7.99 


1 
STRIPED NYLON 
1 
TURTLENECK 
REG. TO $10 


1 
PANT TOPS ............................. 
4.99 and 5.99 


1 
NEW FALL/WINTER 
1 
BLOUSES/SHIRTS 
REG. TO $20 
1 PANT TOPS..... ......................... 4.99 to 16.99 


I 
WARM AS TOAST 
1 
ZIP-OUT LINER 
REG. $105 
I LEATHER JACKETS................. ...... 
79.90 


I 
NEW QUILTED 
1 
FALL/WINTER 
CORDUROY, COTTON SUEDE 
REG. TO $46 
P A N T 'filA T C 
sizes 7 to is 
1 Anil ■ 1 
« É » Ipr mm 11 IlMriP1 
* * * • * * * * * • * • « » * * ■ * * * * mi m • «1 • * • • * 
» • • * * * • • * mi • * m m • *. . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . 25.90 


f 
SPECIAL GROUP 
n 
1 
CASUAL AND DRESS 
REG. TO $125 
1 WOOL COATS............................. 


1 
ZIP-OUT PILE-LINED 
I 
SIX NEW FALL/WINTER 
REG. $32.00 
* 
ALL WEATHER COATS 
5HADES SIZES ,01018 
««'■ill V V k m m I 1 1 k u \ «i 
1 1# mm * * * * • • ••••• • • • 
• 
• 
• 
» 
• • • « « • • 
• • 
• • 
• • 
. 19.90 


1 
en tire st o c k 
1 
NEW FALL/WINTER 
YOU TAKE 
I COUTURE CORNER CLOTHES............... ....... 20% 
OFF 


I 
DOZENS AND DOZENS TO CHOOSE 
1 
FROM, INCLUDING HIGH SCHOOL COLORS 
REG. TO $10 
1 SCARVES, MITTENS, HAT SETS............. 
HALF PRICE 


1 
ENTIRE STOCK 
1 
FALL/WINTER TO EARLY SPRING 
YOU TAKE 
I HOSTESS DRESSES AND F0RMALS.......... ....... 20% 
1 
OFF 


HAND KNIT 
100% WOOL 
FISHERMAN SWEATERS 
* 
* 
* 
* 
«i 
* 
* 
*' 
• 


REG. $20 
12.99 


100% PURE SILK 
STRIPES/FOULARDS 
SPECIALLY 
PRICED 
NECKTIES ........................................ 5.00 


FAMOUS BRAND 
WIDE WALE 
CORDUROY SLACKS 


BROWN, CAMEL GREEN, 


BRICK. SIZES 29 TO 38 


REG. $14 
9.99 


ENTIRE STOCK* 
WINTER 
OUTERWEAR 


CORDUROY, POPLIN, LEATHER JACKETS, 


WOOL COATS, BOOT TOPPERS, EVERYTHING! 


♦ONLY MIGHTY-MAC EXCLUDED 


YOU TAKE 
.20% 


OFF 


DACRON/COTTON 
PERMA-PRESS 
PLAID SHIRTS 


S - M - L - X L 


LONG SLEEVE ASSORTED PLAIDS 
REG. $6.00 
3.99 


NEW FALL/WINTER 
LONG SLEEVE 
DRESS SHIRTS 


ENTIRE STOCK, NECK SIZES 
14ft TO 17. THOUSANDS TO CHOOSE 


REG. $9 TO $17 


* • • * « * * * W * ■* * * « « «I INI' » * «I «I * « I» * * «I * I*1 «I * '«I «I * * * '•> 'i ' Ml Ml M! Ml 'Ml i 


YOU TAKE 


10j 
0 


OFF 


100% POLYESTER 
DOUBLE KNIT 
SIZES 38 TO 46 
REG. $60 & $65 
NAVY, BROWN, CAMEL 
ALL WEATHER COATS 
.......... 39.90 


SPECIAL GROUP (429) 
LONG SLEEVE 
DRESS SHIRTS 


SIZES 14ft TO 17 
SOLIDS AND PATTERNS 
ALL FROM OUR STOCKS 
REG. $9 TO $20 
6.99 


ENTIRE STOCK 
FALL/WINTER 
SPORT JACKETS 


REGS. 36 TO 46 
LONGS 40 TO 46 
PRICED FROM 
$42 TO $80 
YOU TAKE 
. 20% 
O 
OFF 
it could only happen at... 
KESSLERS 
NORTH END SHOPPING CENTER 


SHOP EVERY NIGHT TIL T P.M., INCLUDING SATURDAYS, TIL CHRISTMAS EVE 


Thursday, Nov;. 23, 1!972 « Tha Poftafowri Mercury—2t 


P . . 
% 
FRIDAY 


►V 
■V 


it 
¡p% 


& 


O ' 
y j 


j 
j 
r 
1 


at MEMORIAL PARK 


V*1"* 


(Lli* 


r i 
i j 


C’ .S i 


•<£ 


FREE NIGHT 
PARKING 
ON STREETS 
AND LOTS 
6P.M 


SANTA WILL BE DRIVEN FROM THE PARK 
TO HIS HOME AT HIGH AND PENN 
STREETS ON AN ALL-TERRAIN VEHICLE 


SEE THE “ KOOKIE” STRUTTING BAND AND 


SNOWMOBILES ACCOMPANYING 


SANTA CLAUS FILLED WITH BEAUTIFUL 


“SANTA SNOWQUEENS” 


PLUS 
WILLIE THE CLOWN 


IN PERSON WITH SANTA 
FRI. 9:15 A M to 9 P M 


SC 


k, ■ '" > MOST D.P.B.A 
STORES ARE 
OPEN 
EVERY I 
K 
A 


CHRISTMAS 


if 
■*-<«» 
; : 


HEY, KIDS!! 
FREE 
MOVIES 
AT THE TOWNE THEATER 
DOWNTOW N 


SHOW TIMES: 10 A.M. & 11 A.M. 
FREE TICKETS AT THE NEW YORK 
STORE AND SMITH’S STATIONARY 


HAVE YOUR PICTURE TAKEN WITH SANTA 
RECEIVE 3 COLORED PHOTOS OF YOUR CHILD WITH SANTA 
ATTRACTIVELY FRAMED FOR ONLY $1.50 AT SANTA'S HOUSE 


I 
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Sen. Jackson Plans Key Role in Arms Pact Talks 


trissi 
... a happy fashion 


From the largest "Trissi" Collection in the Pottstown 


Area, absolutely the ultimate in washable separates. 


The Print top comes in Kelly Green/Shocking Pink 


on Silver. The flare pull-on pant in silver. 


Other Trissi Pant & Tops 
$11 
$18 


It’s a knit-cessity... 
anti-qling Taffette® by 
" V A N I T Y F A I R 


Taffette: a crisp nylon tricot made anti-cling with 
Antron* III to outwit knits. Body slip with side- 
shaping of soft nylon tricot. Sizes 32-42, $7. 
Contour slip, all lovely lace around bodice and 
hem, all smooth fitting soft nylon tricot on top. 
Sizes 32-42, $9. Both in Honey Beige and Star 
White. 


Other Vanity Fair Slips 4 
Half Slips . 
$4.50 
$10 


215 High St. 


italks. His criticism was based Europe were not calculated in the Soviet Union, 
the 
U.S. 
- 
Soviet 
strategic served. 
Jackson’s speech 


CHICAGO DAILY 
NEWS SERVICE 
on the fact that the agreement 
WASHINGTON — The Nixon gave the Soviet Union a missile 
administration is aware now, if capacity half again as great as 
it was not 'before, that Sen., that of the United States. 
Henry M. Jackson (D-Wash.) 
The 
Jackson 
Amendment, Iadvantage in missilcs basei* ^ 
intends to play a key role in passed 
by 
both 
houses 
of 
the shaping of the new Arms Congress, specified that any 


balance. 
These 
U.S. 
forces 
served to balance the Soviet thought to be the 
running series of 


it was 
ob- ments, designed 
to 
put 
the 
is 
not 
heeded, the 
ad- 
¡ imprint of the critics he leads ministration will have a serious 
in Bonn 
was on any new agreement reached, 
fight 
on 
its 
hands winning 
start of a 
The obvious implication of his 
Senate approval t of the new 
public com-1 campaign is that, if his advice pact. 


Limitation Agreement with the 
Soviet Union. 
In a speech delivered In Bonn, 
Germany, Jackson has set forth 
the guidelines that he feels U.S. 
negotiators 
should 
follow 
in 
phase two of the SALT Talks. 
Speaking to America’s NATO 
Allies 
at 
a 
parliamentary 
meeting on the eve of the new 
talks, which opened Tuesday, 
Jackson said, “ the first task of 
SALT II must be to design a 
posture that takes account of 
the 
large 
Soviet 
strategic 
reserve 
force 
and 
imposes 
limits that would reduce that 
reserve 
He said that one such limit 
might involve a reduction in the 
total “throw weight’’ of the 
giant Soviet missiles. 


JACKSON'S COMPLAINT 
Jackson complained that in 
Phase I of the SALT talks the 
United States failed to stand 
firm 
in 
support 
of 
its 
negotiating 
positions 
on 
a 
number of key issues. “For 
example, we dropped our in­ 
sista nee on the right to sub­ 
stitute sea-based for land-based 
intercontinental 
missiles, 
and 
we failed to obtain a low ceiling 
on the over-all number of Soviet 
launchers,” he said. 
Jackson recalled with pride 
the battle he led in the Senate 
over what he regarded was a 
bad bargain that the United 
States got in the first round of 


future 
permanent 
treaty 
on 
offensive 
arms 
must 
assure 
e a c h 
country 
of 
rough 
numerical 
equality 
in 
in­ 
tercontinental strategic forces. 


TOUGHER STAND 


Jackson, said that “ the su¡> 
port of the White House was 
invaluable” 
in 
getting 
the 
amendment passed., and that 
was hopeful the “ lessons of 
SALT 
I 
are 
already 
being 
learned.” He said, “ we are now f 
prepared to be tougher, more 
determined, 
and 
more 
at­ 
tentive.” 
Defenders of the agreement \ 
as negotiated contended that the \ 
United States did not get out- t 
smarted by the Soviets, since 
the thousands of U.S. tactical 
nuclear weapons stationed in 


ROBIN HOOD 
MUST BE GOOD 
LONDON ÍAP) — British ac­ 
tor 
Edward 
Woodward, 
who 
will 
play Robin 
Hood in a 
Christmas show, is practicing 
with his bow and arrows in his 
back yard. And he finds the go­ 
ing tough. 
“ My fingers are getting very 
raw, and I’m having to use 
spirit to harden the skin,” he 
said. The show is expected to 
run 
from Christmas through 
April. “I’ve got to hit that 
bull’s eye four times a day,” 
Woodward said. 


WHAT WALTER S. ELLIOTT IS 


GIVING AWAY. 
50.000 


(NO PURCH A SE NECESSARY) 


IT'S CHRISTMAS 


LIKE NEVER BEFORE 
WHERE WE HAVE THE MOST UNUSUAL 
EVERYTHING RELATED TO CHRISTMAS. 


568 High St. Open Eves, ’til 91 


K EP N E R 
R O MICH 
furhitore 
ome 


EVENINGS OPEN TIL 9 
MON.-WED.-FRI ONLY 


★ LA-Z-BOY ROCKER-RECLINERS 


★ CARPETING 


★ MATTRESSES & BOX SPRINGS 


★ UPHOLSTERED CHAIRS 


★ KITCHEN SETS 


★ BEDROOM SUITES 


★ DINING ROOM SUITES 


★ LIVING ROOM SUITES 


'A' LAMPS-TABLE 


■A LAMPS-FLOOR 


★ DEACON BENCHES 


A COCKTAIL TABLES 
ALL KINDS 


A END TABLES 
ALL KINDS 


★ HASSOCKS 


WOODEN DECORATOR PIECES 


A WALL PICTURES 


A- OUTDOOR FURNITURE 


A GRANDMOTHER CLOCKS 


A GRANDFATHER CLOCKS 


At WOODEN ROCKERS 


★ SWIVEL ROCKERS 


A- CARD TABLE SETS 


★ CARD TABLE CHAIRS 


★ ART WALL PIECES 


★ WOODEN CHAIRS 


A- BABY FURNITURE 


★ CRIBS 


A- MIRRORS 


PHONE 
326-1940 
323-2244 


IF NOT LISTED HERE 
We probably have that too 
Just Phone To Check 
326-1940 
139 High Street 


D tw n tfw n P* Hi tow n 


* 
r* 


I tf l 
• • I I M 


BE HERE FRIDAY FOR TREMENDOUS REDUCTIONS IN THIS SPECIAL EVENT! 


"TRY IT. . . YOU'LL LIKE IT!" 
! SA LE! Friday and Saturday 9:30 • 9 


DOWNTOWN POTTSTOWN 


. . . one of many thousands of f§! 
satisfied customers made this 
very 
complimentary 
remark | | 
to us recently: 
“ . ... I like 
your infant’s department very 
m u c h, 
especially 
‘Carter’s ’ 
baby wear. 
“ / like to shop at 
The New Y o rk Store.** 
I ~ ...... ................................. 
SALE! OUR OWN FAMOUS LABEL 


CORRECT STEP 
WALKING 
SHOES 


GILLETTE 
FOAM Y 
SH AVE 
CREAM 


11 -OZ. SIZE 


REG. $1.19 


REGULAR $12.99 


90 


* BLUE 
• B R O W N 
• B LA CK 
• RED 
• TAN 
SIZES 
5 to 10 


• BROWN 
• BLACK 
MED. WIDTH ONLY 


Moke your holiday shopping more comfortable In a pair 
of our famous Correct Step shoes. Soft leather uppers 
In smooth or grain finishes. The ideal heel heights for 
foot comfort1 and steel arch for support. Medium' and 
wide widths. 


S H O E S — M A IN F L O O R 


■V * 
V.' 
m s 
V'- 
^w. w 
I 1 H W » * '■ *"■ 
KWS '■ .j< '■ ' " W i 
re&Áiw.. 
' 
* 
'■■■ 
' * 
' * ••••!*»» / 
GENERAL ELECTRIC 
PO RTABLE 
M IXER 


REGULAR 
512.99 
SALE9.88 


3 speeds for all your mixing 
needs, durable chrome plated 
beaters. Easy grip handle, no 
center shaft for easier clean­ 
ing. 


SALE 
IMPORTED HARRIS TWEEDS 
$48 


Fabulous Harris Tweeds-dyed, spun, 
hand woven and finished in Scotland, 
Milium lined. Single or double breast­ 
ed styles with set-in or ragian sleeves. 
Misses' petites and women's sizes 
j 
in green, ted, blue, tan and plum.. 


C O A T S — M A IN fjtO O R 


59 


LIMIT 2 
MEN'S DEPT. 


Every Dress, Long Dress 


Sl Pants Suit In Stock 
REDUCED FOR SUBSTANTIAL SAVINGS 
SSSÍW 
*12-$14-*16-*20 
SIZES FOR PETITES, JUNIORS. MISSES and WOMEN 


Skimmers, shifts, A-lines, layered looks A belted styles in polyester, jersey, acetate & blends. 


Many colors to choose from. 


DRESSES AND PANT SUITS FROM $26 TO $50 - SALE 20% OFF 


9 


: 
. 
out 
FRIDAY 9:30 ’til 9 
a l g 
SATURDAY 9:30 ’til 9 


Special Pur choteo! 
2S Umbrellas 


S I VAUM 


Ladies' 
Nylon Slips 


f A L E $2- " 


R EG U LA R 
$5.99 


lO-Hb fli iw tcl frame and Kps; color- 
fast, fast drying 100% syion c o w is 
»o&d to *. beige, red. ««ry, green mi 
black» 


SALE 
$ 3 . 9 
0 


100% nylon in white only. Permanent 
non-ding. Lace trimmed and tailored 
styles. Sires 32 to 42 average, 32 to 36 
short. 


Of Lined L e a th e r . . . 


Ladies' G I O V G S 


$6 Value 
A 
f 
| 
Q 
Q 


SALE ^ 
4 


A special purchase from Fownes. Clas­ 
sic plain or fancy slip-on styles with 
open vent cuff. Fine quality black or 
brown leather with acrylic lining. Sizes 
, 
7, 7V2i 8. 


G irls' Q uilled 
14 ?Ion Robes 


SALE $ ^ 
. 9 9 


A special pure hose from a famous, manu­ 
facturer. rut l e n g t h with lace trim, 
100% hade* («) fiberfftL In pastel pkk, 
blue or yehow. Sixes 8 tc 14. 


Ladies' Action w ear 
Stretch Hosiery 


REGULAR 
e 
i f 
4 ) A 
' 
$1.75 pr. 
$ 
1 
. 3 
9 
SALE 
■ 


A great value hi seamless stretch hosiery 
front 0 world famous manufacturer. Sizes 
1, 2, 3 in tint, Utopia, block, white, navy 
or bfownsroii#. 


G IRLS' 
SLEEPW EAR 


$4.99 
m tk aph 
VALUES 
O 
i l 1 
SALE 
% P # 
| 


Ski pajamas, pajamas and gowns in ma- 
( 
chine washable cotton flannel or brush- 
, 
ed nylon. Sizes 8 to 11 in assorted colors 
( 
and prints. 
, 


Deluxe Triple 


Pap er Dispenser 


REGULAR 
^ 


” ” 
s a l E 
8 
7 
* 
8 
8 


For foil, wax paper, paper toweJs. Save 
space and have the convenience of fin­ 
gertip 
use. 
Brown 
Tone metal 
with 
chrome trim. 


3-Pc. Teflon Coated 
fry Pan Set 


REGULAR 
A 
M 
M 
M 
I 
IS 79 
u 
í a 1 
l * 0 
0 
1 
SALE 
. 
A great gift for the gourmet! 8 \ '3 ’* and 
¡ 
10‘* fry pans, vteel spatula coated with 
Teflon II. Fry pans have aluminum body, 
evocado or flame color crafted exterior, 
I cool bakehte handle*. 


T20 Rc. S ta in le ss 5 te e I 
fa tw a re Set 
REGULAR 
( « 4 


Service for 12 in two different patterns. 
Set tnciadrs: 12 each dinner knives & 
forks, dessert spoon, safad fork, oyster 
fork. Ice tea spoon, butter spreader; 24 
teaspoom, 2 tablespoons, 
12 serving 
pieces. 


10-Pc. P arty 
Fondue Set 


REGULAR 
$12.99 
S J .8 8 
SALE 
■ v # 
Serve fondue with a flair! Set includes 
2-quart pot, 6 stainless steel color mark­ 
ed forks, stand & heating fuel container. 
Durable aluminum pot in flame or avo­ 
cado. Gourmet recipe book included. 


Ever Ready 
Cake Safe 


REGULAR 


SALE $ 
4 
' 8 8 


4'/2 deep, 10Z i " diameter with chrome 
top and base, the right, bright way to 
keep cakes, pies and your other deli­ 
cious foods fresh, moist and tasty. 


V in yl Covered 
!3<»otery 


RFG4AA« 
— 
114.f t 
c 
t ! 
n a 
SALE I J* 


27*’ high. 21M wide w i t h 5 drawers. 
Strong handler, Ideal for Infants’ clothes. > 
Can be used in any limited space «rea. 


MEN'S POLYESTER 
DOUBLE KNIT 
SPORT COATS 


. . The most wanted sport coat today 
NOW 


REGULAR 


37.50 to 45.00 
2 9 - 9 ° 


’he "in" coot right now . . „ 100°« polyester double knit 


with 2-button front. In burgundy or navy, regular A 


all sizes 36 to 46. 


SALE! MEN'S 
LEATHER BELTS 


.9 9 


Genuine leather belts in 
>lack or brown. A great 
if! idea at a great sav- 
ngs. Gift boxed. 
2 
REG If 


MEN'S DOUBLE KNIT 


- ^ 
L 
ffc 
SLACKS 


are 
oir 
regular 
leg. 
All 


amous brands. 


REGULAR 


$12 to $14 
SALE 


3 
. 9 ° 


00% polyester double knits in solid colors or fancy 
>atterns. Waist sizes 30 to 42. 


M E N 'S STO R E — M A IN FLO O R 


; . . v 
m^asÉü-iit 
m b h m b 
¡ÍO.W-V/.V .. SÜ¡ M/ 
m-mw 
45 PC. ROYAL IRONSTONE 
DINNERWARE 


REGULAR 29.99 


rvice for 8 in white 


th block pattern or 


een A 
brown on 
site. 
Detergent 
& 


ven p r o o f, dish- 


SHOP EVERY NIGHT 'TIL 9! FREE PARKING AT THE REARDF OUR STORE! 
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Apollo 17 Crew Plans to Drive Buggy Through Debris of Ancient Avalanche 


CAPE KENNEDY. Fla. !AP) Schmitt plan 
— Apollo 17 astronauts Eugene 
A. Cernan and Dr. Harrison H. 


to drive their 
moon 
buggy 
through 
the 
boulders and debris of an an- 


Choose from Pottstown Arta's' 


Largest Inventory of 


Diamonds, Natural Color Diamonds 


And Colored Gemstones 


Personally Selected by 


. 
cpk W. 


9 t j j g f 


Gemóiogkt , 


24 N. CHARLOTTE STREET. POTTSTOWN 


OPEN 
F R ID A Y 
EVE. 'TIL * 


1 dent avalanche during the final Schmitt are 
Apollo mission. 
T h e 
excursion 
to 
the 
avalanche is scheduled during 
the second of three explorations 
on the surface during a record 
75-hour visit. Each trip outside 
the landing craft is to last seven 
hours. 
Apollo 17 is to be launched 
from. Cape; Kennedy Dec. 6. 
C e r n a n 
and 
Schmitt, 
a 
geologist, are to land at a site 
named Taurus-Littrow in the 
northeast quadrant of the moon. 
The touchdown point is a 
narrow three-mile-long valley 
which Cernan calls a “'box 
c a n y o n ’ ’ 
because it is 
s u r r o u n d e d by mountains 
ranging up to 7,006 feet 


to step to the(They have three stops, Stations 
surface to begin their 
first 2* 3, and 4, along the area that 
excursion. The first 4V4 hours1,aPPfars, *?, ¡* an avalanche. A 
... , 
, 
* . . . i i 
... ¡total of 2Vt hours is planned 
will be devoted to deploying the [or sampling m area. 
moon buggy and setting up a 
c o m p l e x 
nuclear-powered 
science station, to relay data, 
long after they leave the moon, 
on such things as moonquakes, 
meteor hits, gravity waves, 
subsurface characteristics and 
composition of the thin at­ 
mosphere. 
They’ll collect samples of the 
dark mantle material near the 
lunar module and then drive 1.51 
miles to a crater that has been 
designated Station No. 1. 
Dr. William C. Phinney, chief 
of the geology branch at 


“If this white area at the 
South Massif is an avalanche 
or landslide, as we feel it is, 
the astronauts should be able 
to collect samples from various 
layers 
that make up the 
mountain front and which came 
down with the slide.” Phinney 
reported. 
» 
He said rocks at the base of 
the front might represent the 
oldest material on the mocn. 
Phinney 
said 
photographs 
indicate the moon buggy should 
be ablfc to negotiate a ramp-like 
incline, weaving around larger 


samples. 
‘They’ll also photograph the 
front to record the extent of 
layering, 
or 
stratography,” 
Phinney said. 
The moonmen will move to 
Station 8 to the base of an area 
named the Sculptured Hills, 
which from photographs ap- 


boulders, to reach the front. 
At Station 4, he said, the 
astronauts will inspect what 
could be a volcanic crater. 
En route back to the lunar 
module, they’ll stop at a 
relatively large crater, about 
2,200 feet in diameter, which is 
Station 5. 
“The purpose is to sample 
and photograph more of the!gently rolling hills, 
dark mantle material to help “We don’t know why these 
determine if it comes from ¡hills are so different from the 
several volcanic vents, or if it’s massifs that surround the rest 
all the same, indicating one I of the valley,” Phinney said, 
source,” Phinney said. 
¡“The astronauts 
will take 
On the third day, Cernan and pictures and collect matter that 
Schmitt will drive nearly two has come down the sides and. 
miles north to the North Massif,¡hopefully, that will give us a 
stopping at Stations 6 and 7 clue.’’ 
along the front to gather rock 
Heading back to the lunar 


ship, Cernan and Schmitt will 
stop at what appears to be. a 
r e l a t i v e l y fresh 240-foot- 
diameter crater with a black 
halo around it. 
“Either the crater 
is too 
shallow to have penetrated into 
th e 
underlying 
submantle 
material, or it may actually be 
pears to be a large region of a dormant volcanic vent where 
............... 
some of the dark mantle 
m a t e r i a l in the _ valley 
originated,” Phinney said. 
The last stop, Station 10, is 
an 1,800-foot-wide crater where 
the astronauts are to make 
additional investigations of the 
dark mantle and the lighter 
underlying material that has 
been uncovered by the crater 
impact. 
Photographs and scientific! NASA’s 
Manned 
Spacecraft 
data obtained from orbit on Center in Houston, explained 
earlier Apollo flights indicate the reason for this stop, 
Taurus-Littrow 
may 
harbor ¡scheduled to last 66 minutes, 
material older and younger than 
“There are many blocks 
any yet found on the moon. If‘ around the northeastern side of 
so, Schmitt said, it will help ¡that crater that seem, to have 
scientists fill in two missing ¡the light albedo of the un­ 
chapters in the lunar history derlying material,” he said. 
M M *: , 
• 
¡“That will give us a chance 
to see what’s under the dark 
THIN LAYER 
mantle, which does not appear 
The floor of the valley u f e * m0re than 3 " W h e l, 
covered with a thin layer of „£,d right across the centcr¡ 
very dark material 
which,of the crater u,ere seem, tol 
many lunar experts believe is ^ a break 
a darker 
volcanic ash or cinders thrown. mantling material and a lighter 
out in the last too million years Landing material,” he added, 
in the dying gasp of a volcano. ¡ ..Qne implication is there may 
The astronauts expect to findlbe severa[ mantling units.” so 
the older material, perhaps!lh¡s crater offers the possibility: 
it I? 
1 3»»™ to of sampling two different types ! 
the birth of the moon in the 0j surfacc covering ” 
mountain fronts, particularly 'ini 
the avalanche 
area 
where THREE ST0PS 
material has tumbled down 
from the top of one of the: The second day, Cernan and 
peaks. 
j Schmitt strike out for the South I 
About four hours after they ¡ Massif, or mountain front, 4.4 
land on Dec.. 1.1, Cernan and ¡ miles from the lunar module. 


SMART SANTAS SHOP AT BECHTEL’S . . . IT’S YOUR 
0NE-ST0P SPORTS HEADQUARTERS IN THE POTTSTOWN AREA! 
★ Great Selection ... ★ Name Brands 
★ Courteous 
Service 
* Reasonable Prices ... USE OUR LAY-AWAY 
WIN A 
WIN 
WIN Uf| 
1000.00 


• • • 
WIN UP TO 


OF CASH 


REGISTER EVERY WEEK IN 
DOW NTOW N POTTSTOWN 


REGISTER 
TOMORROW 
AT. . . 


311 HIGH ST. 
DOWNTOWN POTTSTOWN 


THROUGH NOV. 30th 


SPONSORED BY DOWNTOWN POTTSTOWN BUSINESS ASSOCIATION 
WANT TO MAKE HIS 
CHRISTMAS MERRIER? 


H o w will your man's Christmas measuse up? See to it that it makes 


its mark under the tree. How? By wrapping it up with good things 


we have in store. Slacks and sport coats, shirts and sleep wear, 
underwear, separates and much more. 


Formal W e a r Our Specialty. Latest Styles 


BARREL 
SPECIAL 


MEN'S 
TROUSERS 


VALUES TO $10 & $12 


MOST SIZES IN STOCK 


VARIETY OF COLORS & PATTERNS 


STRAIGHT LEGS. 


«¡¡P C i 


SALE a a ■ 


IF IN DOUBT! 


^ 
.. 
GIVE HIM A 


Jfc* Ricketts 


GIFT CERTIFICATE 


“The M on's 


Sh op ” 


(FORMERLY M O RRIS MILLER) 


311 HIGH ST., DOWNTOWN POTTSTOWN 323-4776 
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No-Fault Deadline Passes, Conferees Optimistic 


HARRISBURG (A P) - Leg-! 
isla tors trying to' put together a 
no-fault car insurance bill re­ 
ported making more progress 
Wednesday as they grew in­ 
creasingly optimistic a 
com­ 
promise could be reached in 
the current session. 
‘ ‘ W e ’ r e 
still 
discussing 
things,” said Sen. Joseph Am-1 
me.rm.an, D-Clea.rf.ield, one of 
! $##TS I 
I GALORE 


the six conferees, “ but 1 would 
say there is a definite possi­ 
bility we’ll come up with some 
understanding by next Tues­ 
day.” 
Richard Doran, a top admin­ 
istration aide, said, that “ com­ 
munications 
are 
very 
much 
alive and. moving,” 
A se’f-imposed deadline of 
Wednesday 
came 
and 
went 


without a r»-fault bill, but Am- 
merman said there's still time 
to iron out a measure. He said 
the deadline didn’t pan out be­ 
cause a key conference com­ 
mittee member, Rep. William 
Yohn, P o t t s t o w n , was out 
of Harrisburg to attend a vote 
recount in his district. 
Yohn, a Pottstown lawyer, is 
- representing 
Republican' Kail 


Glocker in proceedings at Chest­ 
er County Court. House as a tab­ 
ulation board goes over tally 
'sheets from the Nov. 7 election 
for the State House of Repre­ 
sentatives from the 155th Legi­ 
slative District. Glocker finish­ 
ed one vote ahead of Samuel W. 
Morris, incumbent Democrat. 
Ammerman said Yohn and 
Rep. James Ritter, D-Lehigh, 


the two conferees doing the 
most talking, may meet Friday 
or early next 
week and be 
ready to report a bill to the1 
whole legislature on Wednes­ 
day. At midnight the fo'lowiag 
day, the legislature expires. 
the joint Mouse-Senate con­ 
ference committee agreed on a 
bill before the elections but the 
compromise 
exploded, 
when 


Gov. Shapp threatened to veto 
it if it. reached his desk. 
Talks then were discontinued 
until after elections. Since then 
the conferees have been meet­ 
ing informally in small groups. 
Yohn and Ritter have met 
with Shapp and Insurance Com­ 
missioner Herbert 
Den?nberg 
on-and-off the last two weeks to 
sound out positions. 


I The major Shapp objection to 
the conference report, was a 
provision 
that 
the 
adminis­ 
tration said would fail to cut 
down on the number of law­ 
suits. the key aim of no-fault 
legislation. The provision would 
¡allow sill Is to be filed .against 
anyone if it can be proven a 
defective part in the car caused 
the accident. 


Ammerman said the stum­ 
bling bock has largely been re­ 
solved by ai owing suits for de­ 
fective parts, but. only against 
the car manufacturer. 
No-fault legislation 
provides 
automatic benefits to auto acci- 
} den 
victims 
regardless 
of 
who’s at fault, but restricts the 
power to file suits for pain and 
suffering. 


BLA C K 


$14.99 


Richard Speck's 400-1,200-Year Sentence 
Can Be Cut to 6 Years, Says Parole Chief 


CHICAGO (AP) — Under an'after 
serving 
85 years, andjfense or promote disrespect for 
“ With bis kind, of sentence it has been prepared by the 11- 
IlKnois law' that 
takes effect three months, said W.V. Kauff- 
the law.” 
means absolutely nothing.” linois States Attorneys Associ- 
Jan. 
1, Richard 
Speck, con- man Jr., executive secretary of 
Gerald W. Getty, former pub- 
Nevertheless, Robert Novel le,; at ion, to remove sections of the 
victed murderer of eight nurs- the Illinois Parole and Pardon lie defender who represented assistant Cook County state's code liberalising parole proee- 
es, will be eligible for parole in Board. 
Speck at his trial and argued attorney who argued Tuesday dunes. 
M 
less, than six. years, a state off i- 
But under the Unified Code of Tuesday for a. more lenient sen- that Speck “ should never be Nove lie said the amendment 
yg 
cia! said Wednesday. 
Corrections, signed July 26 by fence, 
agreed 
that Speck’s 
allowed 
again 
to 
threaten will be introduced when the leg- 
Nevertheless, Speck’s public'Gov. Richard B. Ogihde, Speck chances for freedom 
are vir- society,” said the new law is. 
is‘ature meets in special ses- 
defender said, there is little 
will become eligible for parole, dually nonexistent. 
unclear and will require judi- 
sion next week and was pre- Sjf 
chance the one-time drifter will | pending good 'behavior, in 11 
“ It's just a hearing. An auto-j cia 1 interpretation. 
¡pared in anticipation of t h e y 


|| CJiñdmas 
j^or J k 
ft % 


r°E N 
HAIIY 
9 30 to 9:00 


ever be freed. And an attempt 
was reported under way in the 
state 'legislature to remove the 
new law’s liberalized conditions 
for parole and sentencing. 
Speck, 30, was initially sen- succeeding 
fenced to death for the 1966 said. 
“ slayings in a South Side Chi- 
He added, however, that 
cago townhouse. He was resen- section of the new law 


years and three months from matic 
the date of his arrest in July 
— 
1966, Kauffman said. 
The 
board 
will 
review 
Speck’s parole application each 
year, 
Kauffman [ 
W ILKES-BARRE, 


hearing.” 
Gettv 
said.' 


Flood Victims File Complaints 


Novelle said an amendment Speck resentencing. 
Kauffman 
said 
any 
modi,- 2 | 
fication of the bill because of S 
the Speck case would be "on- 
fortunate. He said the new law 
damaged is “ mo<!el code in penology” 


B L A C K 


$ I 1.99 


B R O W N 


• $ I 1.99 


BR O W N 


$ 11.99 


-------------, Pa. 
(AP) promised work, on ---- - 
— Flood victims have filed over homes, state and federal con- a™ provides for much-needed 
*|3,000 complaints against con-sumer protection officials here correctional reforms, 
tractors who have failed to do I reported Wednesday. 
^ Speck were paroled at an 
fenced Tuesday under a recent make it difficult for Speck to 
U.S. Supreme Court ruling that receive an early release. A 
_ 
, 
virtually abolished, the 'death, clause in 'the new code prohi- W 0iD df1r D dU (jni& r 
penalty, and received eight con- bits the granting of parole if . . 
, . 
- 
. 
secutive terms of 50 to 150 the 
10-member 
board deter- IVIJUFCCI 111 u d S ft 
years each. 
mines that the applicant’s “ re- 


Jeanne Devers, director of the f ar •' 
because of this, then 
rederal consumer aid center. 
W'ou™. 
create 
problems, 
and attorney David Glassburg. 
It,!iT\an, sa 
. 
,ut 
<*nn 1 
head of the state Bureau of ^ 
11al happening. 
C o n s u m e r Protection, said 


Under existing law, 
Speck lease at that time would depr- 
would be eligible for parole ecate the seriousness of his of- 


OPEN ev er y night 


£ 
PRE-CHRISTMAS SPECIALS 


JUST IN TIME FOR 


Beautiful . . . Dressy 


Bag of Money Missed 
In Garage Break-in 


GIFT GIVING 


SHOE BOOTS 10 


IN BLUE, BLACK & WHITE 


Clip This Valuable Coupon 


ENTIRE STOCK WOMENS 


A North Coventry 
woman and e,derly have been the main 
her 
daughter 
were 
injured targets ^of 
fast talking bunco 
Wednesday morning when the|ar!ists- 
car in which they were riding 
The phony contractors secure! 
skidded on ice and ran into 
a deposits ranging from $500 to Burglars broke into a 
Potts- 
$2.000 by telling flood victims town service 
station 
early 
p tt 'that the larger the deposit, the Wednesday morning but over- 
* sooner work will start, the of-1 looked a bag of money in an 
fieials said. However, no work j office desk, according to police, 
is ever done, they added. 
I 
Terry Embody, owner of the 
During the week ending Nov.. e Arco Station at High Street and 
16. Glassburg said, 269 com-¡Moser Road, told police that 
oi, diiu. lord»™.. 
o'aints were received bringing, someone broke into the station 
Her 4-year-old daughter, San- lh„ ^ 
J54> cmnpla" nt| sometime 
between 
midnight 


♦he 
consumer 
office Tuesday and 7 a.m. Wednesday. 
,v‘j 
” ’7 ”, "7. 
j ’7 
opened Aug. 28. 
The door, a. lock on one of 
and released. Another daugh- 
„ 
contract and the desk drawers, and a lock 
ter, Deborah, 1. was examined 
8 
on a 
cabinet were broken 


tree. 
Mrs. Jean McCollum, 
town Star Route, was taken to 
Medical Center North in a Good 
Will ambulance, treated for a 
^ bruise of the left arm and abdo­ 
men, and released. 
ughter, San- . 
dr a, was treated for a bruised \ 
left hand and a cut of the lip C!n( M 


All Weather Coats 
After Shave Lotion 
Banlon Shirts 
Belts 
Dress Gloves 
Dress Shirts 
Flannel Shirts 
Neckties 
Pajamas 
Hosiery 
Handkerchiefs 
Jackets 


„ w 


Jew 
Robes 
Scarves 
Slacks 
Flares 
Sport Coats 
Sweaters 
Sport Shirts 
Suits 
Ties 
Underwear 
Wallets 


Sjrrsslpr’s 


BOOTS $3 


F 
$23.99 AND UP. 


O F F E R GOOD 11 24 
11/23 O N LY 


00 


Fine t'mhmm For Men and Bays 


216 HIGH ST., POTTSTOWN 
UK 
OFF 


* W A T ER PR O O F 


* PR A C T IC A L 


* ST Y LISH 


* LO W P R IC E D 


OPEN EVERY NIGHT 


'TIL 9 PM 


Starting Nov. 27th 


WOMEN'S SOFT-WARM GIFTY 


FURRY SLIPPERS 4 
RED—GREEN—BLUE—PINK—GOLD—PURPLE 
VISIT OUR GIANT HANDBAG DEPT.! 


CHOOSE A WANTED GIFT FROM POTTSTOWN'S 


I ¿¡| and released 
don’t give a deposit," the of- and te]ephone wifes werp ^ 
:! j l 
According to William Clancy 
fieials warned. Embody said, but nothing ap- 
• h 
Jr., state police, Dowmngtown 
Qne jarge unidentified local peared to be missing. 


S 
' S 
violaüoní 
^ 
state 
when the car hit an icy patch genera] and the Luzerne County 


LARGEST HANDBAG SELECTION 


>99 4 * $ 0 0 9 9 ALL G,FT 
to s38' 
Cmnoiete Selection 


WRAPPED 


Initial Handbags 
FREE! 


and skidded off the road into a district 
attorney 
refused 
estimated damage at provrtde 
further 
details, 
ex- 


jeopardize 'the case. 
The Jacobshavn glacier on the 
Miss Devers said that she has 
west coast of Greenland is one'received 150 requests for ..check 
of the largest in the Western on contractors since the recent 
Hemisphere and 
the 
world’s publication of a story on con- 
fastest. It .flows at a rate of trading swindles, 
more han 100 yards a day and 
More 
than 
400 contractors 
“ calves” giant icebergs as often, have registered with the federa1 
j® as every five minutes. 


PICK THEM LIKE FLOWERS 


C$OQ 'Jfo/tQ 


For festive entertaining 
during the holiday season... 
Holiday Party Platter and Bowl 


by LENOX ’ 


Add charm and color to your holiday table . . . 
with the perennial favorites in Lenox China, the 
Holiday Party Platter and Bowl. Both are beauti­ 
fully hand-decorated with gala red and green holly 
motif, accented by a 24-k, gold band. The 13" 
party platter is a favorite for canapes and buffet 
dishes. Perfect for gift giving at $20.00. The 9V?" 
diam. party bowl is marvelous for salads, desserts 
and centerpiece arrangements. Ideal gift for your­ 
self and your friends at $17.00. 


Matching candle holders ....................... $19.00 pr. 


See these and other gift» of fine Lenox China at 


207 HIGH ST. 
W O L F ’S 
o r Forrrrow N 


DIAL 326-5472 
lY ja rio n 


ROSE SINGER SHOPPE 


f 3 Apollo 
Day Off to Eat 


PRACTICE RUN - Apollo 17 L unar 
"Harrison H. Schmitt, left, deploys an 
from lunar rover d u rin g exp erim en t 


M odule Pilot Dr. 
explosive charge 
tra in in g at Ken­ 


nedy Space C enter w ith tw o w eeks to go before h ead­ 
ing for the m oon. (A P W irephoto) 


CAPE KENNEDY, Fla. (AP) 
j— Wih just two weeks to go 
before "they -head for the moon, 
Apollo 17's astronauts Wednes­ 
day practiced launching from 
the lunar surface and linking 
up their two spaceships, Amer­ 
ica and Challenger, then pre­ 
pared to eat a hearty Thanks­ 
giving dinner. 
Commander Eugene A. Cer-¡ 
nan and geologist Harrison H. 
Schmitt worked in the lunar "AF 
\ A / * 
landing 
craft 
simulator 
and 
I Q 
W 
IDG 
Ronald E. Evans operated th e 1 
B w 
w T 
' r 
w 
command ship trainer. They re­ 
hearsed 
the 
precisely 
tim ed' 
MIAMI, Fla. 
(AP) — The 
blastoff from the moon and the score stood at two down and 
two hours of Intricate maneu-i eight to go Wednesday in Ear- 
vering required to rendevous line Clark’s hunt for abandoned 
the spaceships in lunar orbit, 
".refrigerators, a court-imposed 
All 
other 
elements 
of 
the prerequisite 
to 
clearing 
her 
launch 
preparations were re- record in the death of a 3-year- 
ported on sohe'V e for the lift- old neighborhood boy who suf- 
off of the last Apollo mission at focated in her own discarded 
9:53 p.m. EST Dec. 6. 
ice box. 
During the flight, Ceman and 
Criminal Court Judge Jack 
Schmitt, first scientist named Turner sentenced Mrs. Clark,1 
to a space journey, are to ex- 34, to two years progbation for 
plore the Taums-Littrew region negligence in. the accident, but 
of the moon, landing in a moun- promised 
to 
consider 
wiping 


tain-ringed valley where they-moon that scientists are be gin-¡and watching televised football 
hope to find volcanic evidence ning to piece together as a re- games. 
cientos,and v,ry an-¡sul‘ °f 
Apoll° exp! f r 
If they find what they seek, 
Cernan’ Sc^mitt and Evans with several other Apollo pe-r- 
they will fill in missing links to Plan to take Thanksgiving off, sonnel 
separated 
from, 
their 
the evolutionary history of the relaxing in their crew quarters families on the holiday. 
Woman Hunts Refrigerators 
Record Clean 


lives with her sons. said, the 
death 
of 
Ulysses 
Davis 
last 
July “hit me real hard.” 
“ I knew tohse kids,” she told 
.newsmen, who followed her on 
the 
search. 
“I 
was 
always 
chasing them away from cars. 
Wht*l 
possessed 
that 
'boy to 
climb into the ice box, I just 
don’t, know. 
“ I had tb it refrigerator up 
against a tree It was. just an. 
since what happened to accident. 
I 
never 
had 
any 
trouble with kids. I love them, 
really.” 


her record clean if she found. 10 
abandoned refrigerators and re­ 
ported them 1o police... 
With her two teen-aged sons, 
Mrs. Clark began searching her 
neighborhood 
Tuesday 
night 
and to her 
surprise 
quickly 
found two old refrigerators. 
She had complained earlier 
that the Job was going to be 
tough, 
speculating 
that 
most 
people "got. rid of their ice 
boxes 
me.” 
Mrs. Clark, a divorcee who 


EUisM ills 


WOMEN S WORLD 


.cA 


O*. 


. 0 HOIIDAYI 
SAVINGS 
' 0 6 . . 


PANTY HOSE 


The ultimate in cling-fit hosiery. Brown 
Mist, Fanfare, Taupetone. A tiz® to fit ah. 
Reg. $1.39 


88< 


Si 


SCUFFS 


Plushy pile in asst, winter colors S - M - L 
99‘ 


ROBES 


Discontinued styles of Vanity Fair robes. 
Long and short. Nylon and Shevelva fab­ 
rics. Reg. $25 
12 OFF 


GOWNS AND 
PAJAMAS 


Discontinued styles of Barbizon Feathaire. 
Short and long gown, «Iso pajamas. Pas­ 
te! colors, Sizes XS - S - M - 1 - XL, 10-20. 
Values to $14 
1i/3 OFF 


HOSE HOLDER 
GIRDLES 


The great on® by Angele. Short leg. White. Sizes 
5 - M - 1 - XI, Reg. $5 


$ 19 9 


FABULOUS 
HANES SALE 


Buy one pair pantyhose — get e pair of Hanes Everyday stretch 


pantyhose — FREE. 


• • 


FOR THE GIRLS' 
THE. 
UDDER SHOP) ON YOUR LIST 


CHILDREN’S WEAR - Vo 
Fly 


INFANTS TO SIZE I t / 
DRESSES 


O1 u r regular clock. 
Sizes 4- 14. 


CAPES 


Hooded. Plain and patterned. Sizes S 


M - L. Fits sizes 4 • 12. 


rag. $ 9.00 
SALE $6.00 


rag. $ 9.50 
SALE $6.50 


rag. $10.50 
SALE $7.50 


$201 
Q p p 


SWEATERS 


Turttonecks rig. 5.50 & 6.00 


$4°° 


Cardigans — plain A bulky 
1 2 OFF 


FOR THE INFANT 


T 


Santa is jumping for joy! 
. . . the joy of all the great 
bargains for those who 
shop early. 


BOOT-LENGTH 
FUR TRIMMED COATS 


Hooded coat in the new boot-length. Fake seal with Persian lamb trim 


on front, hem, cuffs. Brown or black. Sizes 6 - 14. Reg. $50 
39 


Fake lynx trim on beaver-like pile. Brown or black. Sizes 6- 14. 


Reg. $50 
*39 


FAKE FUR PANT COATS 


Fake fur with sherpa trim. Black, brown. Sizes 8 -16. Reg. $32 
*22 


Fake seal with mole trim collar. Black w brown. Sizes 8* 18. Reg. $28 


s 2 2 


Aw 


UNTRIMMED 


COATS 


Bouclis, Basket weaves, Harris Tweeds, 


Brown, beige, dark green, celery green, 


assorted tweeds. Sizes 8 - 20. Reg. $60 


*49 


WOOL CAR COATS 


Shetland wool; chevron tweed. Seat trim 


collar and cuffs, front, and hem line. Sizes 


1 0 - 16. Black or brown. Reg. $36 


*29 
1 


THE YOUNG . 
MISSES COATS j 


Fleece wool in shades of camel or heather 


blue. Fully belted. Sizes 6- 14, Reg. $36 


*29 


„ 
( $ 


MINK 
TRIMMED 
LUXURY 


Lovely wool coats with luscious mini 


collars. Choose f r o m winter brown 


beige, black or celery green. Sizes 12 


18. Reg. $110. 
*£8 


wise 
Santasj 
SHOP] 


FOOTED SLEEPERS 


Yellow, blue, green, pink. IT — 4T. 


1 1 99 


TODDLER GIRLS 
SLACK SET 


Reg. price 


$5.50 


$6.00 
$650 


SALE 


BOYS 


SPECIAL 
CLEARANCE 


Great buys for Infants and tod­ 


dlers. Hurryl 


THIS IS THE LAST WEEK TO 
USE YOUR E.S.A. ACCOUNT. 
BUY NOW-PAY NEXT YEAR! 


SHIRT SET 
Light ground plaid long sleeve shir! with point­ 
ed collar and two button cuff. Perma-press. Solid 
color shrink top, ribbed sleeveless "U" neck. 
100% cotton. Sizes 4 - 7. Meg. $7.00 
*500 


DRESS JEANS 
Special table of dress jeans — a perfect go to­ 
gether for the layered shirt set, Sizes 4- 12, 
9300 
SJjOO 


hme-r k - 
M sm , 


SWEATERS 


Turtle necks 
sizes 4 - 7. 
Reg. $5.00 SALE 3.50 
Cardigans 
sizes 4 - 7 . 
Reg. $5.50 SALE 4.00 
Turtlen-cks 
sizes 7 - 1 4 
Reg. $6.00 SALE 4.00 
Cardigans 
sizes 7 - 1 4 Reg. $9.00 SALE 6.00 


Nation's Air Carr iers Interested 
In Providing Service to China 


to China, commercial and char­ 
ter airlines still must obtain ap­ 
proval 
under 
import-export 
regulations, according to 
the 
White House. 
Pan Am owned China Nation­ 
al Airlines from 1933 to 1949, 
and flew under its own banner 
to Shanghai from 1947 to 1949. 
when the Communists seized 
power. A spokesman for Pan 
Am echoed the feelings of sev- 


NEW YORK (AP) - Most of 
the nation's m ajor air carriers 
indicated 
positive 
interest 
in 
setting up scheduled service to 
China after a White House an­ 
nouncement Wednesday that of­ 
ficial bars to such travel will 
be removed. 
Northwest Airlines, which of­ 
fered service to Shanghai from 
1947 to 1949 described itself as 
‘ eager 
and 
able to provide 
service again as soon as ar- 
rangmenU can be made be­ 
tween the two countries.” 
A Northwest spokesman said 
the Shanghai traffic made up 
about 29 per cent of the air-| 
line’s international business in 
1948. Under a 1946 certificate 
from 
the 
Civil 
Aeronautics 
Board 
wMch 
carries 
no ex*' 
piration date, Northwest is also 
S A N T A MONICA, Calif. (A P ) 
licensed to provide service to — Don Loper, whose fashions 
Peking. Harbin. Shenyang, Dai- of 
understated 
elegance 
nut­ 
ren and Nanking. 
(fitted the rich and the cele- 


eral other airline officials when Shanghai. TWA also flew the 
American press corps to Pe­ 
king 
this 
past 
January, 
he 
added. 


he said ‘‘it might take years” 
to work out the details of serv­ 
ice resumption. 
A 
Trans 
World 
Airlines’ 
spokesman said, “ We welcome 
the action of the President — it 
might be a really fine opportun­ 
ity." He observed that TWA 
has a CAB certificate — though 
it was never used — permitting 
it 
to 
fly 
to 
Canton 
and 
Fashion Designer, 
Don Loper, Dies 


Pan 'm erican Airways, the 
only other U.S. carrier which 
has 
ever 
provided 
scheduled 
service to mainland China, said 
it was “ very interested” in re- 
scm irg service. 
Even with removal of the rig­ 
id bans of the past to air travel 


brated, is dead at 65. 


There will be no funeral serv­ 
ices. The body will be cre­ 
mated. 
Loper, 
in 
partnership with 
Northrup, headed a $25-million 
Loper died Tuesday night at B e v e r l y 
Hills-based 
inter- 
St. 
John’s 
Hospital 
of 
com- national fashion business. 
He 
plications from a fall, his part- designed clothing for men and 
ner, Charles Northrup, said. He women and his line also inelud- 
said Loper fell from a ladder at led prestigious accessories rang- 
his home Aug. 24, He was ad- ing from handkerchiefs to jew- 
mitted to the hospital Nov. 4. 
elrv to toiletries. 


A spokesman for United Air 
lines said United 
applied in 
January 1971 for a route be­ 
tween Seattle, Wash., and Can­ 
ton 
and 
Shanghai 
in 
China. 
“ We serve Seattle extensively 
and feel it would be an ex­ 
cellent jumping-off point. We 
are still interested and anx­ 
ious,” the spokesman said. 
An American Airlines official 
said his airline had applied in 
April 1971 for permission to fly 
to 
an 
unspecified 
‘ terminal 
point 
in 
mainland 
China” 
through intermediate points in 
the Pacific which American al­ 
ready serves or hopes to serve. 
American proposed to offer a 
China service 
from 
Boston, 
New' 
York, 
Washington-Balti- 
more, Chicago, St. Louis, and 
Dallas-Ft. Worth. 
A spokesman for Eastern Air 
Lines 
said 
Eastern 
has 
no 
transoceanic flights now, and 
probably would not be inter­ 
ested in routes to China in the 
near future. 
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SURFS UP—With his surfboard obscured, 
tified su rfe r rides a wave as surf boils up 
an uniden- 
during run at Sunset Beach at Hawaii’s Oahu’s North 
behind him 
Shore, a favorite surfing site. (AP Wirephoto) 


SP O R T SW E A R -T H E C A SU A L LO O K 
QUILTS 


LEATHER GLOVES 


Fine leather — fully lined in either fur or acry­ 


lic. 3 lengths. Black or brown. Values $7.00 to 


$11.00 


$ 2 9 9 


HANDBAGS 


A selected group of winter fashion handbags in 


leather and vinyls Is waiting to be shown off on 


your arm or shoulder. Many styles and colors. 


t/2 O F F 


WOOL SKIRTS 
AND SLACKS 


new 


RHINESTONE 
JEWELRY 


Earrings and pins for that sparkle look. Values 


$2.50 to $4.00. 


$129 


SPORTSWEAR 


Come in and browse through this rack o f regu­ 


lar stock. You'll find slacks, skirts, tops. Sizes 


10*18. 


Picture a colonial bedroom without a quilt on 


the bed. Never I W e've got two styles — "Olde 


Kentucky" and "A rbor Rose" that are on sale 


right now. They are 71 in. x 73 In. and come in 


blue, pink, gold. They're completely reversible. 


Ruffled on all sides. Reg. $0.00 


1/2 O F F 


Keep warm with a casual look in 


wool skirt or lined slacks. Front or side zip­ 


per. Solids, plaids, tweeds. Sizes 1 0 - 18. Reg. 


$7.99 & $8.99 


PEARLS 


Necklaces In one or two strands. Ropes in 36, 


39, 4-5, 54, and 60 inches long. Earrings — seven 


styles. Values $3 to $5. 


1166 


HATS, SCARVES, 
MITTENS, GLOVES 


Keep out the winter chill with a hat, scarf, mit­ 


tens or gloves. Asst, styles and colors, A great 


gift for the college girl. Values to $9.00 


1/2 O F F 


COTTON 


PAJAMAS 


1 0 0 % Sanforized Cotton pi's. 


Solids and prints. Sizes A-B-C- 


D. Good selection. Reg. $5.00 


$100 OFF 
ANY REGULAR 
PRICED SHIRT 


Dress shirts, dress shirts 
— any color, any style, any brand. 


W ide assortment of stripes, prints, 


and 
a llo w designs. 
100% 
poly­ 


ester, all silk, wool and polyester, 


silk and polyester. Values from $4.50 


to $6.00 


SJI9 


Stitch Up a Mem| Christmas 


PLAID SEERSUCKER 


Assorted plaids in the all-popular seersucker. 60 inches wide. Reg. $3 98 


$2*9 


SWEATER KNITS 


Sew up a storm with these shades of brown, cranberry, and red. 54 


inches wide. Reg. $4.50 


$299 


SINGLE KNIT JERSEY 


You'll make a big hit when you give a gift made from these beautiful 


knits In blue, red, yellow or rust. 60 in. wide. Reg. $2.98 


S f 99 


$64 


TOWELS by DUNDEE 


The beautiful "F lo w e r Path" com es in pink, blue, 


green and gold. A thirsty terry jacquard by the 


giant in towel manufacturers. 


Bath Size 
reg. $2.50 .... SALE $1.59 


Hand Towel reg. $1.49 .... SALE $1.19 


Wash Cloth reg. $ .70 .... SALE $ .49 


SHEETS 
i, 
by SPRINGMAID 


M ade of 
W ondercale 
— the no 
iron fabric. 


"M arlow e '' is an ail-over rose print in pink or 


gold. 


Twin ........ 
reg. $6.00 .. SALE $4.44 


Full ........... reg. $7.00 .. SAIE $5.44 


Queen ........ reg. $9.00 .. SALE $7.44 


Pillow Coses 
reg. $4.00 pr. SALE $3.44 


CAR ROBE 


A perfect gift for the stadium buff, or just a 


handy blanket to carry in your car. Handsome 


plaids in assorted colors — choose from 9 styles. 


50 x 60. 1 0 0 % w arm acrylic. Reg. $8.00 


5099 


A CHRISTMAS 
GIFT FOR 
THE CHEF 


- CORNING 


CORNING DUET SET 
% 
2 quart covered sauce pan and 10 inch eove<-*d skilfet 
Blue cornflower pattern. Reg. $16.90 
S9 99 


CORNING ROASTER 


1 3 x 9 x 2 roaster w ith rack. Blue cornflow er pattern, 
Reg. $9.95. 
$7” 


4 quart 
$11.95 
CORNING SAUCEPOT 


with cover. 
Blue cornflower pattern. Reg. 


CRUSHED VELVET 


MENS' HANKIES 


1 0 0 % cotton. White. A perfect stocking 


•tuffer for every man on your list. Velue» 


59c & 69c 
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Ml. Vernon, Maple Scene of Accident 


A two-car accident late Tues- Street when she realized that 
day night at South Mt. Vernon Maple Street was one-way west- 
and Maple streets resulted in bound. 
$100 dam age. 
She stopped the car in mid- 
According to Pottstown Pa- turn and backed up. colliding 
trolman 
John 
Vroman, 
Mrs. with a car operated by Lorraine 
Dorothy Bilinski, Catfish Lane.,Frain, 762 S. Court St., Sana- 
North Coventry, began turning toga, which was following the 
east onto Maple Street from the Bilinski vehicle, 
southbound lane of Mt. Vernon; 
There were no injuries. 


Those Serving Their Country 


Pvt. Jam es M. Rebert. 20, som 
of Mr. and Mrs. Richard Rebert, 
Acoma Lane, Collegeville, com­ 
pleted a 10-week medical corps- 
man course at the Army Medi­ 
cal Training Center, Ft. Sam 
Houston. Tex. 


Rebert entered the Army last 
June. His wife. Marianne, lives 


STOCK UP NC 
TREMENDO! 


.11.9* V A L U E 
AN AC IN 
tm'XA 
TABLETS 
' 1 M 
, 100's . . . . . . . . 
B 


>W ON THESE 
JS VALUES! 


$1.69 Value 
A 
1 , 


MAALOX 
V 
4 
LIQUID . . 12-ox. 
11.19 
V A L U E 
SCHICK SUPER &m 
a 
a 
CHROMIUM 
^ 1 
/ I f 
BLADES _____ 
■ 9 Am / 
Pack of 12 


$1.25 Value 


CORYBAN-D 
W 
V 
COLD CAPSULES 


$2.00 Value SCENT-A-LIKE 
i « A 
, 
SPRAY COLOGNE 
# 1 J ? 
Chanel # 5 — My Sin — White Shoulders # # 


69c V alue 
A t* 
SACCHARINE 
/ ¿ I ? 
TABLETS _________ + • 
Effervescent & Solvable 
V« Gr. 1000's 


Sl.SO Value 
OLD SPICE 
A 
A 
. 
AFTER 
W M 
SHAVE LOTION. . # * 


91c V A LU E 
6 95 Value 
{ j 
a m 
ELECTRIC 
U 
S 
HEATING PAD T - 9 # s # 
3- Heats Guaranteed 
F R E S H 
H EA R IN G AID BATTEH 


$7.89 Value Theragran-M 
High Potency 
P R O 
VITAMIN 
w/MINERALS_____ 
• # 
100+ 30' F R E E 
IES — DISCOUNT 
P R IC E S ! 


: 
• 
W E F I L L UNION AND B L U E CROSS P R ESC R IP TIO N S 
j 
J ] 
AT DISCOUNT P R IC ES 
BINDER’S DRUG STORE 
307 High St. — 326-1255 
FREE Delivery daily at 4:30 P.M. 


OPEN 
x 
, 


EVERY 
[ / 


NIGHT 


TILL 9 


at 425 Linfield Road, Royers- 
ford. 


Pvt. Clarence A. Krepps Jr., 
1220 Miller Road, North Cov­ 
entry, completed a 10-week med­ 
ical corpstnan ‘course at the 
Army Medical Training Center, 
Ft. Sam Houston, Tex. 


Krepps entered the Army In 
June and completed basic train­ 
ing at F t. Polk, La. 
He is a 1068 graduate of Owen 
J. Roberts High School, and 
received his bachelor of science 
degree this year from Lebanon 
Valley College. 


Holiday Jun.. 
in tkMakiag 


SI BONNE LINING Pre-Cut 
Lengths 45" wide 
Regular $1.59 yd. . . . . . 


FORMITE and PELLON 
Interfacing 45" wide 
Regular 98c yd 
. 
49' vd - % 


yd. 


ALL 100% ACRYLIC KNITS 
60"wide. Prints and solids 
Regular $3.98 & $4.98 . 
$2 


4 9 


MAKE YOUR HOLIDAY GOWN AND PANTS 


y*L | 


SAVE $1.00 Yd. 
LYONS TYPE VELVETS 
and PANNE VELVETS Reg. $4, 


I RENCH VELVETS 
CRUSHED Reg. $4.98 .................. Yd. 


100% POLYESTER DOUBLE KNITS 
12-OZ. DOUBLE STITCH CREPE 
$*)! 
AH Colors. 60” wide. Value to $3.98 
L 
yd. 


PRINTED OR SOLID 
GEORGETTE CHIFFON 
Reg. $1.98 & $2.29, 45” Wide 


FASHIONABLE 
BROCADES Reg. $3.98........ 


$ | 29 
Yd. 
I 


$ | 99 
. Yd. J 


1 0 0 % POLYESTER DOUBLE KNITS 
Prints — Plaids — Stripes 60” & 68” Wide 
$«119 Yd. 
$n98 Yd. 
$}98 Yd. 
T 


DRAPERY & SLIPCOVER FABRICS 
Perma Press Sailcloth, Ruff spun Weaves, Scotchguard, 
| 48" & 54" wide. Reg. $2.49 & $2.98 yd............................... 


$ 1 1 9 
$ | 4 9 


y d - 


A LL COLORS! FUR SHAGS AND O TH ERS. 
Reg. $4.9*, 


A L L 
K ER SC H 
HARDW ARE 
FANCY 
A 
PLAIN 
T R A V E R S E 
RODS, 
C A F E 
& 
CURTAIN 
RODS. 
A L L SIZES UN STOCK 
1 A°e 
Deduct . . . . 
* « 
OF IF 
Ticket Price 


C O N C E N T R A T IO N — Je sse B royles of 
R a le ig h , N. C., re a d s his afternoon p a ­ 
p e r undisturbed by his pigeon frien d s 
perching on his,hat, shoulders and arms. 


B royles sells p ean u ts a t th e south en ­ 
tra n c e to th e sta te cap íto l and the 
pigeons know he w ill provide th e ir next 
mea 1. (AP Wi rephoto) 


SAVE 
UP TO 
Va AND 
MORE 
L U .ILL END FABRIC SH0 


213 HIGH ST., POTTSTOWN 
323-8564 


OPEN 
EVERY 
NIGHT 


'Twas the night before 
Christmas, and all through 
the house was 


MM f9W t H t H I f Ml f II11M f f MUM tl If I f Ilf | IM IHVMt III If 
HIM If®f 
LHealth-texji 
• S i 
S T A N T O G S 
INN. 
lltmuMMMtitiiitmi'immitiimMiiilf 


Tourists Visit Grave Despite Snow 
On Anniversary of Kennedy Death If COME SEE SANTA ARRIVE AT MEMORIAL FIELD FRIDAY 9:30 A.M. 


THEN. COME TO 
TOWN TOY 


TO SEE THE LARGEST SELECTION Of TOYS, 


HOBBIES AND GAMES ANYWHERE IN PA. 


y GaV Sifts to fill a secret closet with: Health-tex J 
| boys’ and girls’ polyester and cotton permanent " 


* press knit shirts. In visions-of*sugarplum colors, 
| with the long sleeves and neckline styles little 
| spies like. Mom even likes wash day. Because 
£ these shirts pop into the machine and come 
t unshrunk. 
t 
SIZES 9 MOS. to 8 YRS.-FOR BOYS' & GIRLS' 


WASHINGTON 
(API 
— schools children helped Mayor 
Scores of tourists braved1 near- Wes Wife conduct rites at the 
freezing temperatures and wet Kennedy memorial a few hun- 
snow Wednesday to waikup the dred yards from where he was 
granite steps to the grave of ¡slain. 
M President John F. Kennedy on 
About 
150 persons gathered 
I 


the ninth anniversary /if his there in chilly but sunny weath- 
I[d e a th . . 
~ «f. 


M r s . 
Hugh 
Auchincloss, 
This was the first such ccre- 
A mother of Jacqueline Kennedy monv at the plaza in which. 
í Ooassis. 
and Evelyn 
Lincoln, youngsters 'took official 
part., 
4 the late president’s secretary, ^ ne rea^ from the Bible and 
were1 the onlv relatives or close |*wo offered prayers. 
seen 
during 
Msgr. Joseph P. Erbrick of 
St. E ’izabeth's Catholic Church 
Ethel 
Kennedy 
visited 
the presided, 
with 
music by the 
gravesite of Kennedy and her -Jesuit College Prep Band. 
kncKan/i 
Q„n 
RftKArt iv^nnpdv 
Manv of the evervda\ 


MILTON’S 


YOUTH 


CENTER 


husband. Sen. Robert Kennedy, 
wan> or me everyday citi- 
several days earlier. 
, fo u g h t 
Bowers 
and 
Mrs. Auchincloss knelt briefly P ace^ t^,ern on 
8ra' e in 
before the eternal flame and Arlington, 
placed blue and white flowers 
^en- 
M. Kennedy, the 
at the foot of the graves. Mrs. 
e surviving brother of the 
Onassis, as is te r custom, did ja*e president, was reported -n 
not visit the grave during 'hours WfSt Germany.____ 
the cem etery is open to the y 'c c c tx tK tY irfe rc T 'C 'e c x 
! public. 
Kennedy 


y 
221 HIGH ST., DOWNTOWN POTTSTOWN 


¡O,*».**»*»,»,»,3,S.J,>,**3.».* 


was 
killed 
nine 
Wednesday 
when 
shot by a sniper while riding in 
a m otorcade in Dallas. 
In * the 
Texas 
city, 
Da'las 


1 1 years 
ago 


forChristmás, 
Accutron® 
by Bulova 


AC CUT RON "217” —St. in less 
ateel, m iter resistant S»eep 
second tund, blue dial with blue 
strip. $110, 


Li I tin I Time 


for WOMEN 


BABY LOVE LIGHT 


DOLL! . 
. 
. 
. 


MATTEL'S 


SMALL 
SHOTS 


DOLLS...s7 


MATTEL'S 


"I Wish I Were 
and Mr. Circus 
See & Say 
. . 


AURORA AFX MODEL MOTORING 
” RACE SET 
LA Y O U T SIZE 35 " x 44" 


69 


99 


99 


Accutron by Bulova 


Jiilt 
Ask 
For 
The 
Accutron 


"430". Tha Watch That Give* 


Equal Tima to Women 
IMS 


WARRICK 


/eire/era 


101 HIGH ST. POTTSTOWN 
a » » » » » » » » » » » » » » . » » an »i 


j g SIZZLERS DUAL LANE 
¡ V SPEED BRAKE & ESSES PAK 
I B 
5: IDEALS MIGHTY “0” 
$ 4 a 


| CLASS A RACING S E T 
■ A 


| SUPER CLASS A 


| RACING S E T ........................... 
I O 


| LA YAW AY - NO EXTRA CHARGE! 


|j¡ 
363 HIGH ST. 


POTTSTOWN 


3 2 6 - 1 9 5 0 
A S. ' 
1 he Franklin C enle- Building 
I 


HOTWHEELS 


DUAL LANE 


CURVE PAK... 


OPEN 
EVERY 
NIGHT 
TOWN TOY 


« W W W 
PENNEYS’ 2 BIG DAYS 
SALE PRICES, SPECIAL PRICES! THAT'S SUPER SAVINGS NO MATTER 
HOW YOU FIGURE IT. BUT 2 DAYS ONLY! SO HURRY! 


Men’s sweater sale. 


Sale 
675 
Reg. 7.98. Men’s virgin 
acrylic ribbed turtleneck. 
This classically good- 
looking sweater is ma­ 
chine washable and comes 
in many colors. In sizes 
S, M ,L,XL 


GREAT GIFT VALUE 


• men’s wrinkle-free knit dress 
shirt 


• in fancy patterns of triacetate 


fortrel 
• machine' washable in sizes 1414-17 


• a real buy on men’s neckwear 
• it's polyester in stripes, solids 
or patterns 
• in a fashionable 4 
width 
• at this price you can really tie 


one on 
Special 
1 


Save 20% on misses’ tops. 


Reg. $11. Zip-front pant 
top Is polyester knit In 
white, purple, camel, or 
red. Sizes 30 to 38. 


28s8 


Men’s texturlzed 
all-weather coat. 
Polyester with 
acrylic zip out 
lining for year 
'round wear. Has 
zip front, slash 
pockets and wide 
lapels. In beige, 
navy or brown, 
36-46. 


Man-cut Jeans of 
polyester knit. 
They’re western 
cut with flare leg 
and two back patch- 
pockets. In navy, 
burgundy or brown. 
Waist 32-40, 
inseam 29-33, 


Special 
377 
Sleep wear savings. 
Shifts, gowns, long 
or short pajamas— 
all in deliciously 
soft brushed acetate/ 
nylon. Lots of 
colors. P.S.M.L. 
Special 
J99 


Super-soft robe 
of fleecy Arne I 
triiaeetate/nyion. 
Sizes 10 to 18 in 
delightful fashion 
colors. Full-length 
version, 9.99. 


2.99 


M en’s pajam as w ith long sit we. They're 
Penn*Prestv« polyester/cotton flannel 
Assorted stripes, sizes S, M, L, X L 


sgforSy 


Boys’ corduroy flare fsdne. They're 
polyester/cotton in brown, blue or 
wine. Regular 6-18, slim 6-16. 


15% OFF 


ENTIRE STOCK 


GIRLS COATS 


Little girls know what 
they want. So does 
Penney*. And we’ve put 
it all together in this 
special coat collection 
for sizes 3 to 6x and 7 to 
14. Hooded wool plaids, , 
washable acrylic piles, f j 
boot-length cotton 
' q 
corduroys, tven 
tapestries. In all their 
favorite colors, 
naturally. 


FOR THE BIGGEST TOY 
SELECTION IN TOWN 
SHOP PENNEYS CATALOG 
JCPenney 
We know what you’re looking for. 


OPEN EVERY NIGHT 
UNTIL CHRISTMAS 


i 


i 
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COUNT EM! 


1. MONTGOMERY COUNTY 
4|1 f fv" 
, 
2. BUCKS COUNTY 


3. CHESTER COUNTY 


4. DELAWARE COUNTY 


5. BURLINGTON COUNTY 


Cha In Store managers, Advertising Directors, M arketing 


and District representatives . . . Here 


is a 12 member Newspaper group with a tremendous combined 


potential. You can reach their rich primary market areas 


of more than 1,000,000 readers by placing one order 


for your massage. 
jW 1, 


S.P.A.N. or the "Suburban Philadelphia Area Newspaper" 


group gives you all this in 5 Big counties surrounding 


Philadelphia. Proven statistics show S.P.A.N. grow ing 


in all counties while others are on the down swing. 


But don't take our word for it . • . 


get the facts!! Contact one of their representatives. 


You will be furnished with a complete market evaluation. 


Act now! Contact Bottinelli & G a Hager, Inc., Robert 


Hitchings Co., Inc. or Mathews, Shannon & Cullen, Inc. 


The S.P.A.N. office is located at 12 South 12th, Suite 1236, 


Philadelphia, Pa 19107, Phone (2151 925-4077 


Place one order . . . get only one 


COVERS THEM ALL! 


HERFS YOUR S.P.A.N. LINE-UP . . . 


1. ARDMORE, PA. Main Lina Times 


2. CHESTER, PA. Delaware County Daily Times 


3. COATESVILLE, PA. Coatesville Record 


4. DOYLESTOWN, PA. Daily Intelligencer 


5. LANSDALE, PA. North Penn Reporter 


6. LEVITTOWN, PA. Bucks County Courier Times 


7. NORRISTOWN, PA. Times Herald 


8. PHOENIXVILLE, PA. Daily Republican 


9. POTTSTOWN, PA. Potts town Mercury 


10. UPPER DARBY, PA. News of Delaware County 


11. WEST CHESTER, PA. West Chester Daily Local News 


12. WILLINGSBORO, N.J. Burlington County Times 


o v e r 320,000 
CIRCULATION & GROWING 


S.P.A.N. POPULATION 


2,224,000 


S.P.A.N. HOUSEHOLDS 


632,000 


S.P.A.N. E.B.I. 


PER CAPITA (AVG.J 


$3,533 


S.P.A.N. EFFECTIVE 


BUYING INCOME 


$B,282,271,000 


S.P.A.N. FOOD SALES 


$924,430,000 


S.P.A.N. RETAIL SALES 


S.P.A.N. COVERAGE 
51% 


S.P.A.N. SUPER 


MARKET SCALES 


$790,729,000 


S.P.A.N. E.B.I. 


PER HOUSEHOLD (AVG.) 


$12,770 


$4,047,719,000 


S.P.A.N. PASSENGER 


CAR REGISTRATIONS 
867,610 


AFL-CIO Takes Aim on Convention Quotas 


CHICAGO DAILY NEWS 
SERVICE 
WASHINGTON 
— 
AFL-CIO for the P081* began to bow out B a r k a n 
and 
the 
labor 
9 federation’s top lobbyist, An­ 
drew J. Bi emitter. An AFL-CIO 
political 
strategists, confidentH ^ i°b before a Dec I 
that 
they 
and 
other 
anti-: showdown on her future, 
McGovern forces have deposed 
There 
were 
reports 
Jean Westwood as Democratic George 
Mitchell, 
a 
Maine j .®13 * r ™ a n s h 1P 


vention delegates. 
Mrs. Westwood 
the 


w as selected 
by presidential j 
Mitchell met this week with treasurer w ho helped to reduce strength any effort to roll bac 
nominee George S. McGoTCrn AFL-CIO political director 
AI the partys $9 million 
deficit.!thi6 progress we have made anc 
but quit after McGovern was| 
an(|-al| e(forts t0 
nisb 


. 
. 
. 
. . . 
. a any segments of the party, or 
Although 
she 
insisted 
last * ' 
¡„ 
nci,|L c 
that source said, however, that the ...^ ch_ 
fnr„0 _ _An 
‘ndulge 
in 
useless 
anc 
, in. c h a i r m a n s h i p 
was 
not " 
" 
f rce a roH caM destructive recrimination,” she 
■ 
I 
- 
' 
- 
‘ 
¡ dicriKiwH 
showdown 
if 
necessary 
to said. 
on the party’s quotas for com1 backer, of • Sen> 
Edmun<1 
S*i 
f 
preserve her job, Mrs. West-; “ As for my own future, that 
....*t,— 
— 
Muskie’s abortive bid for theiR O B E R T STRAUSS 
wood issued a statement later is subordinate to consideration? 
■¡ pr esi dency, would inherit) 
Barkan 
is now supporting, 
that implied she would place a'bout the future of the party, 
throaty-, McGovern backing to succeed Robert Strauss, a Dallas (Tex.) the party above personal powfer. I have until Dec. 9 to decide 
voiced wwnan from Utah who! Mrs. Westwood. 
j lawyer and former Democratic 
“ I will resist with all my how my own future fits into( 
------- these considerations.” 
The 
Democratic 
National j 
Committee, newly-expanded to j 
3© members, is scheduled: to 
meet Dec. 9, and Mrs. West-; 
wood's job will be on the. line.1 
Five Democratic governors — 
from New England, the East. 
South and 
Midwest — have 
asked that she step down, and 
so have 
Democratic 
leaders 
from her home state of Utah*. 
“ Gravel Gertie is going to 
go,” said one AFL-CIO official, j 
“ The next thing we have to do 
is get rid of those damned 
quotas,” 
I 
He referred to guidelines for 
percentages of young people, 
minorities 
and 
women 
in 
s e l e c t i o n 
of 
convention 
delegates that were put into 
effect for the 1873f assembly that 
selected McGovern. 
AFL-CIO leaders regard them 
as unworkable and unfair to 
union 
members 
and 
older 
people who are not protected 
like those under 30. women and 
blacks. 
Mrs. Westwood, however, said 
in her statement that broader 
understanding of the newr mles 
I would result in a “ truly open 
; political process'” that should be 
prized. 
Mitchell, a 39 year-old lawyer 
from Portland, \le., is regarded 
as a supporter of the McGovern 
revisions in delegation selection 
and #a 
proponent of a new 
Democratic charter to govern 
the party. 
Some 
regular 
Democrats, 
i n c l u d i n g 
the 
AFL-ClO 
hierarchy, take a dim view of 
a 1974 convention to adopt a 
charter and do not want Mrs.:, 
Westwood to name members of j 
a charter commission to be 
headed 
by 
Terry Sanford ,| 
f o r m e r 
president 
of 
the 
University of North Carolina. 


► 


Petite Diamonds To Warm Her Heart 


Wear them singly or in beautiful multiples. Delicate mini- 
diamonds flash with light and luster for your special girl. 
From our collection of unique designs that express our spe­ 
cial sentiment. Her very first diam ond...a gift of love that 
is forever. 


ROYAL 


251 HIGH STREET 
326-2560 
D 
U 
A 
/ 


Other Locations Lancaster, Lewtttown 
Middletown, 
State College 


USE OUB CUSTOM CHARGE PLAN. MASTER CHARGE, BANKAMERlCARB OR LAYAWAV 


------------------S L . , A \ ____________________________________ 


HUGE 23" SCREEN 
DELUXE CONSOLE "SU PER" 


CHROMACOLOR 


FM/AM DIGITAL 


CLO CK RADIO 


V 


19” 
COLOR TV 


SUPER 
(HROm ACOLO* 


s 
00 


SUPER 
CHROMACOLOR 


j 


Move it from Room to 
Room — Keep up with 
the football action! 


• SUPER CHROMACOLOR 
PICTURE TUBE 
• TITAN 101 
CHASSIS 


• SUPER VIDEO 
RANGE TUNER 


D2966W 


Modem styled lowboy console finished’ 
in grained Walnut color. Super Chrom- 
acolor Picture Tube. Zenith Titan 101 
Chassis. 
Automatic 
Fine-Tuning 
Con­ 
trol. 
Solid-State 
Super 
Video 
Range 
Tuner. VHF/.UMF Spotlit© Dials, 


$ 4 9 9 0 0 


New computer inspired tape • readout 
FM /A M digital dock radio. Has lighted 
clock, 


TOUCH 'N SNOOZE SLEEPSWITCH 
ZENITH QUALITY 4" SPEAKER 


Featuring Circle of Sound 


1 


V 


A 
mrnm 


11 nN* 


$ 0 9 5 


5-Piece Gill 


EnsemMe 


8 transistor 


Shirt Pocket 


AM Radio. 


Earphone jack. 


Choice of colors. 


POCKET PORTABLE 


F M /A M TRANSISTOR 


« Telescoping 
FM 
Antenna 


* Bui It-In 
Wave Mag­ 
net A M 
Antenna 


# Carrying 
Strep, ter- 
phone 
at­ 
tachment 


F» • *" 


!17 
SO 


ZENITH' 


FM/AM 


PORTABLE 


. RADIO 


• f Transistor 


• Earphone Jack 


• Rosewood or 


Teak Cabinet 


• 13 Tuned 
Circuits 


“ WHERE SERVICE M AKES IT A BETTER BUY" 
OVERHOLTZER’S 
RADIO-TVSERVICEr 


frlwÉi wrwrtr-- 
! 


34 HIGH ST. 
323-6010 


ON... 


T* ttrsdfly, Nov. 23, 17,'11 ■ T » P ’ 


—-wj|i » -+ ■ 
m 
» 
"■» 
— >¿|i 


é 
~ 
CHRISTMAS 
LAY-AWAY 
CAMERAS 


6 ACCESSORIES 


For That Someone Special Here Is 


a Photografic Gift List 


i 
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A fló W CAMERA SHOP. INC. 


KODAK POCKET CAMERAS (AU Models In Stock) 
HONEYWELL PENTAX SP500 
MINOLTA SRT 101 
TRIPODS 
BOLEX MACROZOOM MOVIE CAMERAS 
ALBUMS (Any Size Photos) 
KODAK CAROUSEL PROJECTORS 
KEYcTOHE FVFP FLASH INSTAMATICS 
FRESH DATED FILM 
POLAROID SOUARE SHOOTER II 
BINOCULARS 
X L-55 MOVIF CAMERAS BY KODAK 
PROJECTION TABLES 
VIFWMA<Tr # PPFIS fc VIEWERS 
POLAROID CLOcE-UP KIT 


DAPKPOOM SUPPLIES 
PROJPCTION ECRFPNS 
BELL It, HOWELL P»OJFCTORS 
Xt-33 MOV'E CAMERA (No Lights Needed) 
STPORE LIGHTS 
KOnAK INSTAMATIC CAMERAS (All Models In Stock) 
FILTERS 
POLAROID COLOPPACK CAMERAS 
NIKON OR NIKKORMAT CAMERAS 
TAPE CASSETTE PECORDERS 
KODAK MOVIE PROJECTORS MANY MODELS 
MOVIE SPLICERS & EDITORS 
ALL TYPES SLIDE TRAYS & FILES 


M O V IE TITLE SET 
FLASH BULBS. FLASH CUBES (Even 
Brand & Type) 
HONEYWELL SLIDE PROJECTORS 
LEICA CAMERAS 
FLASH CUBE EXTENDERS 
YASHICA MOVIE CAMFRAS 
POLAROID FILM (All Sires) 
P'CTItRf FRAMES w o o d o r m e t a l 
VIEWMASTPR TALKING VIEWERS 


AGFA 3Sn»m CAMERAS 
PENTAX ES CAMERA 
BOLEX MULTIMATiC SUPER 8 PROJECTOR 
SUPER 8 & REG 8 DUAL PROJECTORS 
LENS FOR TELEPHOTO OR WIDE ANGLE 
LENS HOODS 
CAMERA CASES 
ENLARGERS 
CHEMICALS (Liquid & Powder) 
PHOTO CUBES 
KODAK INSTAMATIC REFLEX (The 24 Hr. Camero) 
GADGET BAGS — COMPLETE PRICE RANGE 
BATTERIES FRESH FOR ALL SIZES 
LIGHT METERS (Used With Most Cameras) 
MOVIE LIGHTS 
HONEYWELL ELMO MOVIE CAMERA 
YASHICA 35mm CAMERAS 
MINOX CAMERAS 
HONEYWELL ELECTRONIC FLASH (Many Models) 
KEYSTONE ELECTRONIC FLASH 
SLIDE VIEWERS 
CHANGING BAGS 
SLIDE POINTERS 
CASSETTE & 8 TRACK RECORDING TAPE 
MICROSCOPES 
PHOTO INFORMATION & TECHNICAL BOOKS 
2x OR 3x CONVERTERS 
DAYLIGHT LOADERS 
SLIDE CUBE PROJECTORS BY BELL & HOWELL 
PROJECTION BULBS 
ANTIQUE & OVAL FRAMES 
FUJI COLOR FILM 
NIKON MOVIE CAMERA 
POLAROID TIMER 
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TOMORROW AT THE 


SANTA ARRIVES 


BY SLED, OF COURSE 
AT 2 PJIÍI. 


HEY BOYS and GIRLS! 


Come to Norco Mall and receive 


your Christmas Gift from Santa 


... Each child who is on hand to 


welcome Santa will receive a gift 


from him... some of which are re­ 


deemable for cash. 


Get your picture with Santa °niys1 


Children may visit Santa in his Home at the Norco Mall 


immediately after his arrival. For those who wish, pic­ 


tures of children can be taken with Santa for a cost of 


$1.0Q each. Those having their picture taken with Santa 


will receive a Christmas Coloring Book compliments of 


the Norco Merchants Association. 


SANTA HOURS: WEEKDAYS 1 to 8 P.M.; SATURDAYS 10 A.M. to 8 P.M 


NORCO 
STORES 
'¡PEN LATE FBI OAY NIliH 
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Apollo-Emblem 


CAPE KENNEDY, Fla. (API 
— The Apollo 17 crew emblem, 
worn on the spacesuits of the 
three 
astronauts, 
underscores 
the theme that their flight is 
not the end of an era but rather 
the beginning of a golden age 
of space flights. 
The astronauts 
selected 
as 


[the dominant element the head 
of Apollo, the Greek god of the 
sun, and the image chosen was 
¡that of the famous Apollo of 
Belvedere sculpture now in the 
Vatican Gallery in Rome. 
Suspended in space behind 
¡Apollo is a futuristic American, 
eagle. The background is deep 
blue space and within it are the 
moon, the planet Saturn and a 


spiral galaxy. 
The moon is partially over 
laid by the eagle's wing, in­ 
dicating this is a celestial body 
that has been visited by man. 
The thrust of the eagle and the 
gaze of Apollo toward Saturn 
and the galaxy implies that 
man’s goals in space will some 
day include the planets and 
perhaps the stars. 


COLLECTION OF ** 


Famous-Brand Outerwear 


...and we mean LONGS 40 to 46, 
EXTRA LONGS 40 to 52, BIG sizes 
48 to 561 


Stop in n o w . . . find out why 
BIG and TALL MEN Jove us/ 


EU G EN E 
JA C O B S ,X-T-B 


GIFT C E tT W C A T fS t 
Of MUtW . . . 
Is ony am ount . . , 
Gaod 'til utadl 


FOR XTM TALL, 


* T R A B I G M E N 
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Open Every Night Til Christmas 


lay-A way Plan • Master Charge • BanleAmericarcf • American Express 


am cwtíficartsr 
Of coarta . . , 


*ttotn*eWpi 


It's time to get on top of 


the fashion scene with the 
Grubb® U-neck sleeveless 


sweaters by Robert Bruce. 


Top off your "layered look* outfit with the 
true " IT . . , they're handsome . , . go with 
anything, anyw here, onytimel W ashable 
or Ion* acrylic, trim and slim . . . extra-long 
ribbed bottom. Groovey colors, brown, camel, 


gold, red, navy, burgundy, bottle 
green. SIZES S,M ,L,XL 


BOYS’ SIZES 8 to 20 . . . JUST 6.98 (Sleeveless 
sweaters in tapestry look . , . *lif htly higher.) 


f 
Great Sweater Collection: Sleeveless sweater* 
also available in capped sleeves, orgy les 
and tapestries , . . slightly higher hi prsc*. 


NORCO MALL SHOPPING CENTER 


Open Every Night T il Christmas 


ty-Awoy «on • Master Charge • BonfcAmerkord • America* Expme 


SPACESHIP NAMES 
CAPE KENNEDY, Fla. ÍAP> 
— The crew of Apollo 17 chose 
the names “America” for their 
¡ command ship and “Challeng­ 
er” for their lunar module “to 
¡ pay tribuate to our nation,” 
said mission commander Eu­ 
gene A. Cernan. 
“The impossible dream that I 
like to call America, that I like 


to think of .as our country, was 
not an accident,” Cernan said. 
“The 
thing 
that 
has 
made 
America what it is today is that 
we have never turned our back 
on challenge. We thought that 
very appropriately the name of 
Challenger would fit right in 
with the theme of what has 
made America what it is to­ 
day.” 


TH O U G H TFU L 
M USICIAN — Vicki, a 
in the classroom in Lincoln School, Du- 
student in a special music class of h e a r- 
buque, Iowa. (AP Wirephoto) 
ing-im paired c h ild re n , plays th e kazoo 


Jack Diamond 
Shoes 


Is Proud To 
Announce That 
W e Now Carry 
A Large Selection 
O F . . . 
WIDE-CALF® 


BOOTS 


by CARBER 


From $25 


CAREER'S Great Boot 


Fita Up To 


An 18" Calf 


Jaék Diamond Shoes * , . 
I 
the Exclusive ( ARBER Dealer In The Area 


Use Our 


Laya way 
¡ BankAmericaro 


Qach 
’lamonu —Jiioeó 


O p e n Evening* 'til 9 —-N o r c o M all 


Phone $23-7733 


Smart moms save $202 on 
Sears three piece look. 


regular $ 7 .99 


You can outfit all your si»* 3 to 6x in pants sets cheery as Christmas . . . 
and pocket a savings. Machine wash these easy-care patterned acrybc 
pants 'n tunic tops with solid polyester and cotton blouses because they re 
Perma-Prest ” fabrics. 


- 


C H IL D R E N ’S 


2-DAYS ONLY 


buy 'em , wear 'em , wash 'em , 
wear 'em E 


sizes 
7 to 14 


“ PRETTY . PLUS'* sizes 8*/2 to 1 b / % ............8 .9 7 


There's lots to like in this holiday assort­ 
ment. Perma-Prest polyester dresses never 
need ironing when machine washed and 
tumble dried. Never look less than pretty n 
great, thanks to smart styling and perky col­ 
on. Shop today, Mom. 
CHARGE IT 
on Seers Revolving Charge 


SHOP AT SEARS AND SAVE 
Satufocbon Guarauieod mr Yow Honey Bock 


Norco Shopping Center 
RTS. 724 and 100 tY-PASS 
Phens 323-0600 


Open Friday 9:30 am to 11 pm. 
New Christmas Hours: 
Opan Friday 9:30 am to 11 pm 


CO. 


j” * -■' - * 
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Saturn 5 Expected to Provide Spectacular Show 


CAPE KENNEDY, Fla. <AP) 
— The Saturn 5, the m ost pow­ 
erful rocket in the world, is a 
howling, 
fire-spitting 
m onster 
that 
shakes 
the 
ground 
for 
m iles around when it breaks its 
earthly bonds. When it lofts the 
Apollo 17 astronauts tow ard the 
moon 
in 
the 
first 
after-dark 
launching of 
a 
U.S. 
man-in- 
space flight, it should be an 
aw esom e sight. 


The prospect of a spectacular 


Queen Shares 


Anniversary 
With Public 


LONDON (AP) — Once upon 
a time a future English queen 
married a tall, dashing prince. 
Judging from 
their 
glittering 
silver wedding anniversary cel- i 
ebrations this week they have 
lived happily ever after. 


A radiant Queen Elizabeth. II 
and 
her 
beaming 
consort, 
Prince1 Philip, accom panied by 
their four children, set historic 
precedents for the ancient B rit­ 
ish monarchy by sharing one of 
th e ir m ore intim ate fam ily oc­ 
casions with tens of thousands 
of 
cheering 
Londonders 
and 
millions of television viewers, 
j 
During a thanksgiving serv­ 
ice in the 11th century West­ 
m inster 
Abbey, 
where 
they 
were m arried 25 years ago, the 
queen was m isty-eyed. Philip, 
d i s p e n s i n g w ith tradition, 
walked at her side instead of 
two paces behind, and briefly 
offered the queen his arm. 
Elizabeth 
II 
was 
the 
first 
queen in the 1,000-year history 
of the English throne to cele­ 
brate her silver wedding anni­ 
versary in public. Church bells 
pealed for 3*4 hours. Trumpets 
blared. 
W hite horses fitted with sil 
ver bells pulled the golden roy 
al 
stage 
coaches 
through 
crowded, flag bedecked streets, 
escorted by a horseback honor 
guard in traditional costumes 
an d a rm o r plate. 
In perhaps the biggest break 
with, tradition, the royal party 
for the first tim e in this coun­ 
try, 
later 
walked 
through 
a 
crowd of their subjects, shaking 
hands, chatting inform ally and 
receiving bouquets of flowers. 
Only one thing m arred the 
day for the royal couple. There 
were more em barrassing head­ 
lines 
about 
their 
daughter, 
P rincess Anne who w as stopped 
tw ice recently for speeding. 
The 
newspapers 
said 
Anne 
went fox hunting eight days ago 
in 
Yorkshire, 
prompting 
the 
League Against Cruel Sports to 
say she was “ setting a deplor 
able exam ple.” Raymond Row­ 
ley, the league chairm an, sent 
an, angry telegram to the prin 


le 
Royal Society 
for the 
mention of Cruelty to Ani- 
s, which counts the queen 
Queen Mother 
Elizabeth 
ing its patrons, announced 
fas “ implacably opposed to 
huntings: it doesn’t matter 
rincess Anne or anyone else 
5 part.” 
•ian Seager, chairm an of a 
tant 
group 
within 
the 
sty, 
said 
he 
wanted 
the 
;n and the queen mother re­ 
ed as patrons, 
illiam Hamilton, an antimo- 
:hist 
member 
of 
Parlia- 
it, denounced the “ tedious, 
iphantic and predictable eu- 
;s” in the House of Com- 
s for the royal anniversary, 
the congratulations appar- 
r reflected the opinions of 
¡ that consistently show 75 
cent of the British people 
r retaining the monarchy, 
indreds of well w ishers had 
ed hours to be on hand for 
royal walkabout at the Bar­ 
ra Arts Center, now under 
truction at 
a 
site 
whe^e 
am 
Shakespeare 
wrote 
s in 1604 during the reign 
ie first Queen Elizabeth, 
owds 
there 
brought 
sup- 
i of tea and blankets, wait- 
under intermittent drizzles, 
the skies cleared shortly 
re 
the 
queen 
arrived to 
e the hands of her sub­ 


file House of Commons, 
\e Minister Edward Heath 
sed 
the royal 
fam ily for 
►ting the traditions of the 
archy “to suit the changing 
ím stances of the tim e.” 
irold Wilson, the Labor on­ 
ion leader, added: “ Fami- 
throughout 
Britain 
have 
able to identify with the 
r and happiness of the roy- 
tmily.” 
ousands 
of 
people 
from 
nd 
the 
world 
m ailed or 
ed 
congratulations to the 
1 pair. 
•arly 100 coupies, married 
he sam e day as the queen. 
invited 
to 
Westminster 
»y along with political lead- 
British and foreign royalty, 
peers of the realm to take 
in the cerem ony, 
ie queen wore a dress and 
in aquamarine silk, a gift 
i the queen 
of Thailand, 
med at neck and sleeves 
mink, and a close fitting 
with an ostrich plum on one 


show is expected to drawr more 
than half a million outsiders to 
the 
Cape 
Kennedy 
area 
to 
w atch the blazing departure at 
9:53 p.m ., EST, Dec. 6. 
If th ere 
are 
no clouds or 
haze, space agency experts cal­ 
culate anyone within 500 miles 
should be able to spot the rising 
rocket as it spews a tail of 
flame 
2,200 feet long 
in the 
night sky. 
That 
m eans 
people 
as 
far 
awfay as Charlotte, N.C1., Mont­ 


gom ery. 
Ala., 
and 
Havana. 
Cuba, might catch a glimpse as 
Astronauts Eugene A. Cernan, 
Dr. H arrison H. Schmitt and 
Ronald E. Evans start the final 
Apollo adventure. 
Lester T. Keene cf the Data 
System s Division at the Kenne­ 
dy Space Center here said the 
exhaust will, be m ost dazzling 
to those nearby, with the light 
level at the base of the launch 
pad at liftoff estimated at 7.500 
foot candles. This is equivalent 


to the brilliance of sunlight. 
As the rocket rises, it will be 
visible over a wider and wider 
area. If the sky is clear, peak 
visibility 
range 
will 
be 
500! 
miles 
in 
any direction 
about 
two minutes. 30 seconds after 
launching. Then the Saturn 5 
will be 42 miles high and 56 
miles northeast of Cape Kenne­ 
dy. 
T hat will be just before shut­ 
down of the five first stage en­ 
gines, which burn a kerosene- 


type fuel that produces a red- 
orange flame. The second stage 
will ignite im mediately after­ 
w ards, 
but 
it 
burns 
liquid 
hydrogen 
which 
produces 
a 
nearly invisible pale blue flame 
that can’t be 
seen 
that far 
away. 
“The peak visibility estimate 
is based upon pure geometry,” 
Keene explained. “ At the outer 
lim its of the potential viewing 
area, the Apollo 17 space ve­ 
hicle would not be visible for 


Apollo 17’s liftoff time was 
dictated by the relative posi­ 
tions of the earth and moon and 
the 
desired 
landing 
spot 
at 


more than one or two degrees much of Cuba, and the northern 
!above the horizon for a viewer 
islands in the Bahama chain. 


atwsea ie\ e^ . 
.. 
. 
All 
of Florida, with the ex- 
He said, however, th at the 
,, 
. 
’ 
'outer 
visibility 
limits 
mightícePüon 
of ,he 
vcr>’ " tstern 
possibly be extended for view- panhandle, is within the view- Taurus-Littrow. 
.After 
e val­ 
iere on tall buildings or in areas ing area. 
juating 
all 
safety 
constraints! 
[substantially above sea level. 
N A S A 
prefers 
launching space 
officials gave 
the 
go? 


i 
M ajor population 
centers manned spaceships in daylight, ahead. It w as based 
a great 
within the 500-mile-radius circlet for safety reasons. Rescue of1'deal 
on confidence in the Sa- 
the astro n au ts from the Allan- turn 5. The 
big 
rocket has 
tic Ocean is easier in case of flown 11 tim es w ithout a m is­ 
an 
ab o rt 
because 
of 
rocket ¡hap. 
nine 
of them 
m anned 


include Charlotte and Wilming­ 
ton, N.C.; Atlanta and Savan­ 
nah, 
Ga.; 
Montgomery, Ala.; I 
Colum bia and Charleston, S.C.; trouble. 
¡Apollo missions,. 
an ALL 


Christmas 


2 DAYS ONLY! 
14.1 -Cu. Ft. ALL-FR0STLESS 
C0LDSP0T REFRIGERATOR 


► You 11 never defrost again 
► Roomy 1 05-lb . freezer with handy door shelf 
► Full-width crisper holds 2 5 .2 -qts. of food 


62401 
Sears 


.WFNE GOT G I F T IDE4S 


1 C0LDSP0T HUGE CAPACITY 
■ 19.0-Cu. F t. SM-BY-SIDE 


• 6.5-Cu. Ft. freezer holds 227-lb s. of food 
f 


e 12.5-Cu. Ft. fresh food section; 17.6-Q t. crisper 
• You'll never defrost either section 


5.9-Cu. Ft. REFRIGERATOR/ 
FREEZER( holds 15 -lb s .) 
C0LDSP0T 3.9-Cu. Ft. COMPACT 
FREEZER (Holds 13 6 -lb s .) 
YOUR CHOICE 
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Middle East Peace Settlement Faces Obstacles in 1973 


CHICAGO DAILY 
NEWS SERVICE 
WASHINGTON - A Middle 
East peace settlement, blockec 
this year by a summit meeting 
* and an election, may be blockec 
again next — by a summit 
meeting and an election. 
The United States is quietly 
seeking to re-establish formal 
negotiations between Etypt and 
Israel. 
But 
there 
is 
much 
skepticism, particularly among 
the 
Israelis, 
that 
anything 
substantial can be accomplished 
until after .Soviet Party Leader 
.Leonid I. Brezhnev's visit heré 
in the spring and the Israeli 
national elections in the fall. 
The Egyptians appear finally 
to have reached the realization 
that they connot retrieve their 
lost lands by military means. 
Not only the Americans, but 
most especially the Russians, 
are telling them that the cause 
‘is hopeless even if they were 
given the best Soviet offensive 
weapons. 
Yet Cairo clearly has not 
given up the hope of getting 
the 
United 
Nations 
or 
the 
superpowers to force Israel to 
return the Arab territory it 
occupied in the 1967 war. And 
that hope will not have been 
a d e q u a t e l y 
tested 
until 
Brezhnev’s 
summit 
meeting 
here with President Nixon. 


ISRAELI ELECTION 
Nor will the Israelis be in 
a mood to make concessions 
until after they elect a new 
prime 
minister 
and 
Knesset 
(Parliament) n e x t November. 
Political campaigns in Israel, 
even more than in the United 
States, tend to be periods of, 
diplomatic immobility in which 
the doves fly for cover. 
And so a key Israeli involved 
in 
the 
negotiating 
process 
predicts: “ 1973 will be a year 
of m a n e u v e r i n g without 
meaning.” 
This year might well have 
been described in the same way 
with 
Middle 
East 
initiatives 
held In abeyance, first for the 
Nixon-Brezhnev s u m. m i t in 
Moscow 
and 
then 
for 
the 
presidential 
election 
in 
the 
United States. 
But in his first post-election 
interview, Mr. Nixon signalled 
a possible return to his pre- 
election year policy of putting 
pressure on Israel to withdraw 
from the occupied territories. 
“The Middle East,” said the 
said the President, will have a 
very 
high 
priority, 
because 
while the Mideast has been, 
over the past couple of years, in 
a period of uneasy truce or 
armistice, 
or 
whatever 
you 
want to call it, it can explode 
at any time.” 
ROGERS STATEMENT 
Oft the otherhand, Sec. of 
Slate 
William 
P. 
Rogers is 
understood to have told Israeli 
Defense Minister Moshe Day,an 
in their recent meeting that he 
no longer saw any danger of 
a U.S. -Soviet confrontation in 
the Middle East. 
And 
in 
Dayan’s 
earlier 
m e e t i n g , 
with Henry A. S 
K i s s i n g e r , the President’s 
n a t i o n a l 
security 
adviser 
reportedly 
indicated 
no 
real 
concern about a new round of 
fighting between Israel and the 
Arabs. 
Mr. Nixon’s public comment 
is thus being interpreted by the 
Israelis, and by some U.S. of­ 
ficials, less as a reflection of 
genuine apprehension than as a 
signal to Moscow that he is 
prepared to accommodate Its 
demand for further Middle East 
talks. 
1 
Soviet Foreign Minister An­ 
drei Gromyko conveyed a sense 
of urgency on the matter in his 
meeting with Mr. Nixon last 
month, 
and 
the 
President 
responded with an expression of 
willingness 
to 
discuss 
the 
p r o b l e m 
at 
length 
with 
Brezhnev. 
On the other hand, neither the 
Israelis 
nor 
U.S. 
specialists 
have detected any intention on 
the part of the President to 
seize the problem as a crisis 
issue for special White House 
attention. 


CONCERN OF ROGERS 
In 
his 
talk 
with 
Dayan, 
Kissinger limited 
himself to 
generalities and left the strong 
impression that the Middle East 
remains the exclusive preserve 
of Rogers and his energetic, 
secretary, Joseph Sisco. 
Under normal circumstances, 
s u c h 
State 
Department 
predominance 
m i g h t 
have 
unnerved the Israelis, who have 
become accustomed over the 
past 25 years to better treat­ 
ment from the White House (in 
his first term, for example, Mr. 
Nixon 
overruled 
the 
State 
Department three times, most 
cricially in deciding to fulfill 
Prime Minister Golda Meir’s 
request for more Phantom jets 
in late 1971). 
But the Israelis now have 
such good relations with Rogers 
that they, more than any other 
diplomatic mission here, would 
suffer a sense of loss if he is 
replaced as secretary of state. 
Two years ago Rogers, an 
uni sually gentle man. delivered 
a 
fierce 
tongue-iashing 
to 
Foreign Minister Abba Eban, 
accusing Israel of seeking more 
weapons so as to smash all 
prospects of peace and hold 
onto the occupied territories. 
But in the last year, par­ 
ticularly in the last six months, 


Rogers has come around to an 
.lmost absolute identity of view 
vith the Israelis. The Arabists, 
he State Department specialists 
*n the Arab countries, have 
jeen routed, and their voice is 
low 
rarely 
heard 
above 
a 
whisper 
in 
the 
top 
policy- 
making suites. 


RUSSIAN INFLEUNCE 
T h e y 
argued 
that 
the 
Russians would 
extend 
their 
influence throughout the entire 


Arab World 
threatening U.S. 
access to Middle East oil and 
posing the danger of a nuclear 
war. unless the United tSates 
halted its arms shipments to 
¡Israel and forced it to with- 


j draw*. 
But they have been overtaken 
by the events of the past two 
years. The Israelis have been 
heavily 
resupplied, 
yet 
the 
ceasefire has 
held, and the 
Egyptians in frustration have 
e x p e l l e d 
the 
Russians. 


Moveover, Soviet and Egyptian, even more clearly in private, 
influence over the Persian Gulf that he is prepared to make 
is at a new low, and there a separate peace with Israel, 
appears to be less constraint 
The details of the settlement 
on the flow of Arab oil to the!have alreadv ^ 
^ g ^ t e d , 


United States than ever before. : including Jordanian access to 
In Jordan, events have moved the Mediterranean at Gaza and 
to the verge of a formal peace a string of Israeli defense posts 
treaty. Emboldened by Egypt's along the west bank of the 
passivity along the Suez Canal, Jordan 
inside 
the 
king’s 
King 
Hussein 
crushed 
theÍ reclaimed 
domain. 
A 
secret 
Palestinian guerrillas in 1970. protocol may even cover an 
Now he has indicated publicly, 
and his diplomats have asserted 
Israeli 
guarantee 
to 
defend 
Jordan against its Arab neigh­ 


bors. 
¡saving fulfillment of his pledge 
Jerusalem remains a sticking nevei to yield his claim to the 
point, but there has been major 
movement 
toward 
a 
com- AN ACCOMMODATION 
promise that would keep the 
But the Israelis do not believe 
reunited 
city 
under 
Israeli Jordan can move first toward 
control but give the king a ¡peace without enraging the rest 
share of tourist revenues and ¡of the Arab World. They argue 
sovereignty over the Moslem that an accommodation of some 
religious places. The Israelis sort must be made in .advance 
have even given thought to with Egypt, 
constructing 
what 
might 
be j 
But, in their view, a total 
called an East Jerusalem and settlement with Egypt is not 
ceding it to Hussein in face-1 likely 
for 
many 
years. 
No 


i Egyptian leader is likely to 
! survive an agreement to yield 
title to even a yard of Egyptian 
soil .and no Israeli leader is 
likely to survive an agreement 
to turn back every yard of the 
occupied territories. 
S« 
the 
movement 
toward 
peace, as the Israelis see it, 
will be a slow process at best, 
starting with Rogers’ modest, 
interim plan to reopen the Suez 
Canal 
after 
an 
Israel with­ 
drawal of 15 to 20 miles. 
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fort of polyester double knit uppers. 
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New Wave Sweeps Nation: Save America's Land 


By the CHICAGO DAILY NEWS 
S ERV IC E 
WASHINGTON 
- 
A 
new 
stage is beginning in the way 
Americans govern their most 
fundamental resource; the land. 
From 
the rolling 
Hogback 
plains to the Gulfstream border, 
s t a t e s 
and 
counties 
are 
broadening control over land 
use 
as 
part 
of 
a 
new 
“ ’development’' 
e t h i c 
that 
places 
greater 
priority 
on 
balanced growth and improving 
the quality of life. 
Instead of permitting 
land 
speculators to turn a fast buck 
on trailer camps and ticky- 
tacky housing sub-divisions, at 
least a score of states have 
enacted regulatory controls over 
large-scale development in an 
effort to forestall urban sprawl. 
And 
others 
are 
restricting 
development in areas of critical 
environmental concern such as 
wildlife habittats, timber lands, 
shorelands 
and 
scenic 
river 
valleys. 
“ The 
idea 
that 
unlimited, 
uncontrolled growth is good is 
no 
longer 
an 
unquestioned 
dogma,” 
says 
William. 
D„ 
Ruckelshaus. head of the En­ 
vironmental Protection Agency. 
“States are considering moves 
which a few years ago would 
have been denounced as un- 
American.” 
The 
shift 
toward 
Iand-use 
planning was illustrated three 
weeks 
ago 
when 
California 
voters approved a referendum 
freezing development along the 
state’s 1,072-mile coastline — 
largely privately-owned — and 
lodging control over its future 
with a new state commission 
and six. regional commissions. 
Elsewhere, Vermont regulates 
the 
development 
of 
moun- 
t a i n s i d e s , Florida restricts 
subdivisions, New York has a 
state development corporation 
with zoning override powders, 
M i n n e s o t a and Wisconsin 
exercises shoreland zoning and 
Hawaii and Maine plan and 
zone on a statewide basis. 
And beyond this, Congress is 
expected to consider legislation 
next year that would give other 
states an incentive to begin 
statewide planning. 
President 
Nixon 
is 
resub­ 
mitting a bill that would provide 
$100 million during the next five 
years to help states protect 
environmentally valuable areas 
where development could cause 
i r r e v e r s i b l e damage. The j 
Senate 
approved 
a 
virtually] 
identical bill in the last session, j 
but it never reached the House 
for a vote. 
No one is willing at this point 
to predict how far government 
controls will ultimately go, but 
their adoption has not occurred 
without sharp dashes between 
land 
developers 
and 
preser­ 
vationists. 
Statewide planning often flies] 
in the face of age-old tradition, 
and nowhere has resistance to I 
land-use standards been greater 
than 
in 
Colorado, 
where 
mushrooming 
subdivisions 
of > 
quarter-acre lots are creating- 
a 
hodgepodge so lacking 
in 
fundamental order as to make 
any planning an exercise in 
futility. 
“We’re too 
close 
to the 
clinking dollars of short-term 
profit to recognize the rumble 
of long-term disaster,” laments 
a Colorado lawmaker. 
This year, for the first time,] 
the Colorado Legislature em­ 
powered the State Land Use, 
C o in. m i s s i. o n to halt the j] 
development of housing sub-, 
divisions which create an en­ 
vironmental hazard, 
but 
ex­ 
cluded- from the controls- were, j 
some 
230 
huge 
subdivisions j 
covering more than 500 acres 
€! 3 ch«, 
“ State control doesn’t make] 
much of a difference, except] 
when laying out transportation 
corridors and preventing flood 
p l a i n 
development,’’ 
Land 
Commission 
Director 
Claude 
Peters 
says 
lamely. 
“The 
decisions on land ought to be 
made at the lowest levels of 
government. ” 
"' 
. 
But local planning control in 
Colorado, as in many other 
states, 
has failed miserably, 
and Peters is the first to admit 
it. “Even if we had state con­ 
trol, it’s too late to do anything 
about 
Denver,’’ 
he 
says. 
‘There’s no more open space.” 
It’s not hard to see why 
C o l o r a d o 
planners 
seem 
pessimistic. With development 
booming 
and 
virtually 
no 
controls, ranches on the Denver 
outskirts are being torn up to 
accommodate an endless maze 
of subdivision tracts, shopping 
centers, highways and parking 
lots. 
V-: .■ . 1B||I.~ 
Altogether between 1.5 million 
and 2 million acres are being 
parceled 
into housing tracts, 
producing a strip city stretching 
400 miles to the north and south 
of Denver from Cheyenne, Wyo. 
to 
Albuquerque, 
N.M. 
The 
Forbes-Trinchera 
subdivision i 
near the New Mexico border 
alone covers 177,000 acres, yet] 
it’s subject to no county or state 
planning controls. 
“ We 
still 
have 
a 
cowboy 
p h i l o s o p h y dominating our 
state,” says Robert Bronstein,; 
executive 
secretary 
of 
the I 
C o l o r a d o 
Environmental 
Commission. 
“It means 
that 
almost anything goes. You let 


me alone and I’ll let you alone.” 
Despite resistance from the 
powerful Rocky Mountain Land 
Developers 
Association, 
the 
state 
legislature 
authorized 
planners to produce a state 
master plan bv January. 1974. 
with 
the 
ultimate 
goal 
of 
slowing 
Colorado’s 
galloping 
population growth — more than 
25 per cent during the last 
decade, which is almost twice 
the national average. 


The 
l e g i s l a t u r e 
also 
authorized 
state 
officials 
to 
draft 
zoning 
regulations 
for 
counties which refuse to adopt 
their 
own, 
but 
it 
left 
en- 


But land control advocates! 
are hopeful that the picture will 
soon change. They point to the 
overwhelming voter rejection of 
Colorado as the site for the 1976 
forcement on the local level and Winter Olympics as evidence of 
rejected an effort to establish public pressure for better land 
an integrated system of en- use and growth policies, 
vironmental management on the 
“ The politicians in this state 
state 
level. 
As 
a 
result, have 
a 
mandate 
to 
stop 
Colorado is one of the few states dragging their feet on the en- 
still without an Environmental vironment,” says John Parr, 
Protection Agency. 
coordinator 
of 
a 
grassroots 


group 
called 
Citizens 
for 
Colorado’s Future. 
Thougli 
it 
was 
organized 
specifically to spearhead the 
anti-Olympics fight, the group 
now intends to remain active 
in the growing movement to 
control growth through better 
land planning. 
Instead of tearing up priceless 
farm 
land 
and 
ranches 
for 
shopping centers and housing 
tracts, 
environmentalists 
like 


State Sen, Richard B, Lamb's i m i 1 a r 
clashes 
between 
believe that Coloradans must ¡ developers 
and 
land 
control 
seriously begin to consider how ¡ advocates across the country — 
the remaining open space is ¡over the vanishing farm lands 
going to be used. 
in New York, the wetlands of 
“The 
Olympics 
referendum Louisiana, the pine barrens and 
was a political time bomb that meadowlands of New Jersey, 
exploded in the face of some the 
forests 
of 
Oregon 
and 
big developers here, but it’s Washington and scenic shoreline 
only a m atter of time until the of Maine, 
same thing happens elsewhere,” i 
The 
developers 
are 
still 
he says. 
pushing outward every year, 
Indeed, there are signs ofj bulldozing some 450,000 acres of 


open 
land, 
denuding 
hill*, 
draining swamps and building 
subdivisions in their place. 
“ It’s a creeping danger. We 
see- the building going on, but 
we don’t feel it until it’s all 
over,” says one planner “And 
by then, it’s too late.” 
“One thing is certain,” says 
EPA’s Ruckenshaus. “We must 
begin to look at land use from 
a very long-range point of view. 
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Nixon May Give Specter High Post in Administration 


CHICAGO DAILY 
NEWS SERVICE 
WASHINGTON — There are 
r e p O' r t s that Philadelphia 
District Attorney Arlen Specter, 
who 
headed 
Pennsylvania’s 
Committee for the Re-election 
of the President, is being 
considered strongly for high 
posts in the second Nixon ad­ 
ministration. 
Sources close to the White 
House say Specter rould wind 
up as attorney general if 
Richard Kleindienst vacates the 
position, or as director or 
deputy director of the FBI if 
L. Patrick Gray goes back to 
the Justice Department, either 
as attorney general (as a 
reward for his service .as. acting 
director since the death of J. 
Edgar Hoover) or deputy. 
Specter has announced he 
would not seek a third term as 
district attorney, and Penn­ 
sylvania politicians assume he 
would spend the 1973-74 political 
year preparing to run for 
governor against Gov. Milton 
Shapp. But a crimp developed 
there when Philadelphia Mayor 
Frank Rizzo — one of the 
President’s favorite people — 
began making gubernatorial 
sounds. 
Rizzo could either revert to 
his 
o r i g i n a l 
Republican 
registration, or remain the 
Democrat he is now and 
c h a l l e n g e Shapp m the 
primaries. 
If he stays a 
Democrat, there also is a 
possibility that the mayor would 
run against Sen. Richard S. 
Schwciker. 
Either way, Nixon would have 
a hard time choosing — and 
his choice would be eased by 
giving Specter a federal ap­ 
pointment. The prosecutor, a 
strong law and order man 
though a moderate - liberal in 
most respects.,, does not want 
a judgeship — feels the bench 
would be too confining at this 
stage of his life. 
Senate 
Republican Leader 
Hugh Scott and Schweiker are 
pushing for a big job for 
Specter. 


* 
* 
* 
President Nixon hasn’t heard 
the last of his recent landslide 
yet 
— 
particularly 
from 
Republican office-holders who 
are still complaining bitterly 
that the White House ignored 
their calls for electoral help. 
The astonishing net loss of 
two Republican, seats in the 
.Senate and1 the party’s failure 
to take control of the House, 
despite Nixon’s overwhelming 
victory, continues to be a prime 
conversation topic in GOP 
circles. 
A House Republican Cam­ 
paign Committee member told 
the conservative weekly Human 
Events that he was appalled at 
t h e 
administration’s 
per­ 
formance. “Our requests for aid 
not only weren’t forthcoming,” 
he said, “they weren’t even 
answered. I firmly believe the 
Republicans would never have 
lost its incumbent senators if 
the 
President 
had 
begun 
campaigning a week earlier.” 
In their own analyses of why 
they 
lost, 
some 
defeated 
R e p u b l i c a n Congressional 
candidates directly blame ad­ 
ministration policies. Sen. Jack 
Miller of Iowa, for instance, 
said his downfall was the 
Russia wheat deal, hi which 
middlemen, rather than far­ 
mers. profited greatly. “The 
farmers,” he said, “never 
forgave us.” 


* 
* 
* 
After 16 years as chairman 
of the House Veterans Affairs 
Committee, not the most ex­ 
citing job In Congress, Rep. Olin 
E. (Tiger) Teague (D-Tex.) 
wants a change. 
Teague wants to head the 
‘ ‘ H o u s e S c i e n c e and 
Astronautics Committee, known 
as the Space Committee, where 
he is the ranking Democrat 
behind Chairman George P. 
Miller of California, who was 
defeated in the primary and 
won’t be back. 
Teague long has chafed under 
the leadership — or lack of 
same — of the elderly Miller. 
Teague is one of the most active 
members of the committee, 
which oversees the space ex­ 
ploration program, and has 
devoted more time to it than 
to his own veterans committee. 
If the switch goes through as 
expected. Teague would have to 
give up his other chairmanship 
under the inviolable custom of 
the House that nobody gets to 
chair two committees at once. 
In that event, the next in line 
to head the Veterans Committee 
is Rep. William Jennings Bryan 
f)om of South Carolina. 
* 
* 
* 
The 
bulk 
of 
the 
1.000 
American Indians who staged 
the militant demonstrations at 
the Bureau of Indians Affairs 


has left town, but the federal 
bureaucracy has not heard the 
l a s t 
from 
this, neglected 
minority group. 
A three-day meeting of In­ 
dians from the tribes of the 
eastern 
United 
States 
is 
scheduled to begin the first 
weekend in December. The 
conference, which will involve 
m e e t i n g s with government 
officials, was originally to have 
taken place during the week of 


protests by the American Indian 
Movement (AIM), the group 
that sponsored the takeover of 
BIA. 
Postponed because of the 
furor over the AIM protest and 
its attendant vandalism, the 
conference will feature a talk 
by Vine Deloria Jr., a Standing 
Rock Sioux and a Denver-based 
attorney. Deloria is author of 
a book that helped launce the 
militant 
Indian 
movement, 


“Custer Died for Your Sins.” 
The fact that a group of hard­ 
working people in a southern 
Ireland district has the longest 
average life span in the world 
is 
attracting 
attention 
in 
medical circles. Most of these 
people are dairy farmers, and 
Dr. 
Albert Casey of the 
University of Alabama, has 
studied them and isolated two 
key factors in their longevity 
— their diet of mostly milk 


[products and beef, and their 
heavy hand-and-arm labor in 
such activities as gardening, 
woodcutting and dairying. 
These workers of an upland 
bog 
district 
called 
Sliab 
Luachra have an average life 
span of 77 years, which Casey 
says is a world record, com­ 
pared to a normal worldwide 
average of 68 years — nearly 
a 10-year difference. 
But Casey found that Sliab 


Luachra natives who went into 
more sedentary 
occupations 
such as the priesthood or 
teaching tended to die at ages 
closer to the normal average. 
Milk product diets, of course, 
are heavy in cholesterol, which 
heart specialists have identified 
as a contributor to heart 
disease, but Casey believes that 
a lifetime of hand-and-arm work 
dissipates the bad effects of 
cholesterol while the health - 


giving qualities of milk are 
retained. 
• 
* 
* 
The Civil Aeronautics Board 
is mulling over industry and 
public reaction to a proposed 
rule 
requiring 
airlines 
to 
separate smokers and non- 
smokers on commercial flights. 
CAB said it began considering 
the rule after a survey revealed 
that a majority of trunk airlines 
had voluntary provisions for 


segregating smokers — while 
many smaller regional airlines 
don’t. However, many travelers 
claim, the airlines don’t enforce 
this separation, which they 
could do if CAB rules go 
through. 
The proceeding began in 1969, 
when Ralph Nader told CAB 
and the Federal Aviation Ad­ 
ministration 
h e 
considered 
smoking on airlines to be a 
public health and safety hazard. 


MORE MURDERS 
HONG KONG I API - The 
annual number of murders in 
Hong Kong topped the 100 mark 
for the first time, rising from 
98 in 1971 to 104 so far this 
year, police said. Suspects have 
been arrested and charged in 
only 58 of the killings. 
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U.S. Arabs 
Urge President 
To Alter 


Thursday,, Nov. 23, 1172 - T!h« P etti town M ercury— 47 
New Castle Rises to Symbolize Poland's Continuity 


CHICAGO DAILY NEWS 
SERVICE 
WASHINGTON — Spokesman 
for U.S. Arabs urged President 
Nixon to change U.S. 
policy 
toward 
Israel in his. 
second 
term, 
and 
to adopt 
a view 
sim ilar to that now in effect 
with Formosa. 


M o h a m m a d 
T. 
Mehdi, 
secretary-general of the New 
York-based Action Committee 
on 
American-Arab 
Relations, I 
said he has also urged the Arab 
states now meeting in Kuwait' 
“to 
force 
the 
American 
oil! 
companies 
operating 
in 
the 
Arab 
world 
to 
spend 
$100 
million” to “ educate” (he U.S. 
public on the Mideast conflict. 
“This would be in their own 
long-range economic interest.” 
he said. “Otherwise, he added, 
the 
oil 
firms 
“will 
be 
nationalized as the Suez Canal! 
was nationalized." 
Mehdi spoke at a sidewalk 
press conference in front of the 
White House last week after 
winning a court battle 24 hours 
e a r l i e r 
against 
federal 
restrictions on such meetings in 
the 
absence 
of 
two 
weeks’ 
notice to the National Park 
Service. 
Mehdi 
said 
his 
committee 
represents about 40,000 persons 
of Arabic background 
among 
approximately a million such 
persons in the United States. 


'SEAT OF POWER' 
He selected the White House 
as a backdrop for his news 
c o n f e r e n c e , he explained, 
'because “ this, is the seat of 
p o w e r ” 
to' 
which 
“ Arab 
Americans 
can 
hardly 
get,” 
because it is “influenced by 
Zionist voters.” 
in 
urging 
that 
President 
Nixon 
“ bypass. 
Israel 
and 
develop its ties with the Arab 
people,” Mehdi said, “only a 
basic 
change 
in 
American 
policy 
will 
force 
Israel 
to 
change its policy toward the 
A r a b 
governments” , 
and 
facilitate the return, of Arab 
refugees to Israel. 
Mehdi said he told Mr. Nixon 
In 
a 
telegram 
that 
Arab- 
Americans have “optimism and 
high expectation” that he will 
adopt 
“ an 
imaginative 
and 
courageous”' policy toward the 
Arab 
world, 
“just 
as 
the 
President did toward China.” 
He said Israel is “America’s 
Formosa” in the Mideast, and 
“ It 
should 
be 
treated 
like 
Form osa 
in 
the 
F a r E ast,” 
adding 
that 
all 
military, 
economic and political aid to 
Israel should halt. 
(Far Eastern 
experts here 
pointed out that the comparison 
of Israel to Formosa (Taiwan) 
in relation to the United States 
is puzzling. The United States 
m a i n t a i n s full diplomatic 
relations, has a mutual security 
treaty, and a constant interest 
In the economic well-being of 
the island off the shores of The 
Peoples Republic of China, they 
pointed out.) 
Mehdi 
said 
in 
his 
com­ 
munication to the Arab foreign j. 
m inisters at Kuwait, he urged 
they adopt “ a new attitude” 
toward, the United States and 
h a v e 
“ confidence 
in 
the 
American 
people” 
eventually 
supporting the Arab position. 
Magazine Tells 
Of Compassion 
By Ex-president 


NEW YORK (AP) — While1! 
his own infant son lay dying, j 
President 
John 
F. 
Kennedy 
took time to writé a note of en­ 
couragement 
to 
a 
mother 
whose little daughter was criti­ 
cally burned, the Ladies Home, 
Journal reports. 
The magazine recounts the! 
instance of the late president’s 
compassion in an article in its 
December issue. 
On Aug. 8, 1963, the story! 
says, Kennedy was sleeping at. j 
Boston’s 
Children’s 
Hospital 
Medical Center to be near his ¡ 
newborn son, Patrick Bouvier 
Kennedy, 
who 
was 
suffering 
from hyaline membrane dis­ 
ease. 
, : 
Around midnight, the baby’s 
condition worsened and Kenne­ 
dy was awakened. As he waited 
for 
an 
elevator, 
the 
article 
says, Kennedy saw a b’onde 
2-year-old girl in an oxygen 
tent. 
He learned from a nurse that 
she was Sandra Cramb, who 
had been badly burned when 
her bib caught fire. The maga­ 
zine reports that he wrote this 
note to the girl’s mother: 
“ 'Dear Mrs.. Cramb. we saw' 
♦our daughter. I hope she is 
better soon. She looks sweet. 
John F. Kennedy.” 
Mrs. Cramb told the Journal. 
“I began to feel, for the first 
time, that my baby would be¡¡ 
'better soon, and. a few weeks 
l a t e r 
she 
regained 
con­ 
sciousness.” 
A healthy Sandra, now 11, 
lives with tier mother and step­ 
father in West Rindge. N.H. 
Once or twice a year, she re­ 
turns to Children's Hospital to 
have scar tissue removed. 
On the same night he wished 
the little girl well, Kennedy’s 
son died. 


WARSAW (AP) —' Once upon 
a 
time 
Poland’s 
Communist 
party rulers decided to build a 
beautiful king’s castle in their 
capital and the President of the 
United States donated $100 to 
help things along. 
It’s no fairy tale. Right now, 
in the heart of Warsaw’s old 
town, workmen are building a 
replica of their capital’s famous 
17th Century royal castle — 
blown to bits by the Nazis in 
World War II. 
The building, 
looking more! 


like an elegant palace 'than, a just any old castle,. It sym- 
fortress. is going up on the bolizes the historical continuity 
orders of Edward Gierek, first of this tragic country which has 
secretary' 
of 
Poland’s 
ruling always known more of foreign 
Communist party. 
oppression than independence. 
Costing 600 million Zlotvs — 0ver ^ e centuries it served as 
$27.3 
million 
at 
the 
official| the 
seat 
of 
Polish 
kings, 
exchange 
rate — the 
castle I parliament, 
government, 
and 
m i g h t 
strike 
foreigners. unt‘l 
war, the office of 
ideology aside, as a strange Poland s president, 
investment, 
considering 
the 
Nearly all the funds for its 
nation’s critical housing shor-j reconstruction are oouring in 
tage. Tens of thousands, are still from 
voluntary 
contributions, 
waiting for homes of their own. ¡ ¡ i n c l u d i n g donations 
from 
But for most Poles this isn’t ¡abroad. It was just officially 


reported that President Nixon 
personally dropped a 100-dollar 
¡bill into the gift box when he 
visited 
Warsaw 
earlier 
this 
year. 
Under the slogan “ every Pole 
one zloty” — the equivalent of 
4.5 cents — the biggest cam ­ 
paign 
in 
Poland’s 
post-war 
history has been launched to 
bring in the money. 
Gift 
'boxes 
in, 
factories 
¡throughout 'the nation and lot­ 
teries have already 
put the 


equivalent of $9 million in the 
fund in just 20 months. It’s 
enough to cover the expenditure 
of the castle’s actual shell but 
nearly twice that amount is still 
needed to pay for the specialist 
work in outfitting the building. 
Every week, 
as though to' 
keep a “ watch” over their in-i 
vestment, 
thousands of War- 
sovians make regular Sunday 
outings to “Stare Miast.ro” or 
“ Old Town.” 


hats 
to keep out the biting 
Polish cold, they stand around 
the site’s fenced off area ob­ 
serving the castle’s progress — 
its red-bricked walls presently 
overshadowed 
by 
towering 
cranes, 
Poland’s 
Roman 
Catholic 
Church also is collecting money 
to 
reconstruct 
one 
of 
the 
chapels, a further sign of im­ 
proving church-state 
relations 
since Gierek. cam e to power 
nearly two years ago. 


Abroad, 
Polonia, 
societies 
have 
lent 
a 
helping 
hand, 
mainly in the form of cash gifts 
from 
America, 
Britain 
and 
France. 
One 
Polish-born 
.pensioner, 
Mrs. Kamilla Kas.se, living in 
K u 1 s e 
rest 
home, 
Great 
Meadows. N.J., regularly sends 
a small donation to the editor 
of S to lid , a Warsaw weekly. 
“ She’s 'been at It for m ore 
‘than a year now,” said, an of- 
I ficial. 
SOUNDS FOR 
CHRISTMAS 
8 -TRACK STEREO PLAYER 
WITH AM/FM RADIO 
' 
«118 


Complete book-shelf system with inputs for ceramic 
phonograph and headphone. 8-track player for pre­ 
recorded. tapes... Handy pushbutton selector and. light­ 
ed channel indicator. Stereo FM/A.M! radio with tone, 
balance, volume controls. AFC cuts FM drift. 5-in. 
speakers. 


...WEME GOT G IF T IDEAS 


No M onthly P aym ent U ntil February 
On Sears Deferred M onthly Paym ent Plan. 
(there will be a finance charge for the deferral period) 


DAYS ONLY 


SAVE *41.00 ON A REED ORGAN 
WITH RHYTHM SECTI0N...EASY TO PLAY 


REGULAR 
$259.00 


BENCH 
EXTRA 


You can play rich harmony and melody in minutes thanks to a 
keyboard num bering system and 18 chord buttons. Combine 
electronically-amplified reed, string, horn and diapason voices 
with rock, fox-trot, waltz or metronome rhythms. Double key­ 
board with 69 full size keys. Matching bench is optional. 
SEARS ORGAN PRICES START AT $ 7 8 .0 0 
VISIT SEARS 
COMPLETE COMPONENT SHOP 


19-IN. DIAGONAL MEASURE 
PICTURE BLACK AND WHITE 


9-IN. DIAGONAL MEASURE 
PICTURE BLACK AND WHÍT1 


8103 
4998 


SHOP AT SEARS AND SAVE 
Satisfaction Guaranteed or Your Money Back Sears 


SEARl. B O EB V CI AND CO. 


Norco Shopping Center 


ttili 724 anil lOO By-Pa«* 
Phone 323-0600 


OPEN FRIDAY 9 :30 A.M. to II P.M. 


New Christinas Shopping Hours 


DAILY 9:30 A.M. lo 10 P.M. 


Navy Surplus 
Helps Singapore 


Build up Force 
SINGAPORE (AP) - The 
Singapore air force is buying 
about 40 obsolete U.S. navy A4B 
Skyhawks to double its fleet of 
jet fighters in a major defense 
b u i 1 d u p , qualified sources 
report. 
In another move Defense 
Minister Gob Keng Swee has 
launched a locally built missile 
gunboat, the third of a fleet of 
six to join the Singapore navy. 
The first two were made in 
West Germany. 
Sixteen Bloodhound surface- 
to-air 
missiles 
are 
being 
commissioned to bolster the 
eight now in operation, and 
defense planners say there may | 
be' GO of the British supersonic ' 
missiles here eventually. 
The 225-square-mile Southeast 
Asian republic on the tip of the 
Malay Peninsula .is now spen­ 
ding about a third of its budget 
for arms, military supplies and 
the compulsory national service 
program. 
Goh, in a recent speech, cited 
Switzerland and Sweden as 
neutral countries that have 
stayed out of world conflicts. 
4 The short answer,” he said, 
“is they did this by arming 
themselves to the teeth.” 
Although British, Australian 
and New Zealand forces are 
b a s e d in Singapore and 
Malaysia under a five-nation 
pact, authorities here have 
stressed the need for their own 
defense system.. But Australia’s 
labor party, which stands a 
good chance of victory in 
December elections, is com­ 
mitted to 'withdrawing Can­ 
berra’s force here. That would] 
probably collapse the whole 
arrangements. 
The Skyhawks. 
subsonic 
fighters built for carrier use by 
McDonnell Douglas, will be the 
first. American military aircraft 
u sed by Si n ga pore. The air 
torce now has about 20 British- 
built Hawker Hunters and 20 
Strikemaster trainers. 
Sources said the deal was 
made within the last year by I 
McDonnell Douglas and Navy 
representatives s e e k i n g to 
dispose of 100 of the aircraft. 
First flown in 1056, the A4Bs 
were used In Vietnam before 
they were taken out of service. 
First deliveries are not ex­ 
pected until late 1073., sources 
s a i d , and the 'Singapore 
government is talking with the 
U.S. Navy about a pilot training 
program. 
Singapore, with a population 
of two million, has a com­ 
pulsory armed forces program 
with active duty followed by 10 
years of active reserve. Men 
remain subject to emergency | 
call until the age of 40 — or 
58, for officers. 
Prime Minister Lee Kuan 
Yew told an election rally in 
'September 
that 
by 
1980,, 
Singapore could summon a 
quarter million trained men “at 
the press of a button.” 
Only a force three times that 
size could threaten the republic, 
he said. 


Mayor Asks Court to Make Reporter Reveal Sources 


THE CHICAGO DAILY 
NEWS SERVICE 
WASHINGTON - The Mayor 
of St. Louis has asked the 
Supreme Court to force a. .life 
magazine reporter to disclose 
the ’‘confidential sources” of 
“leaked justice department” 
information alleging that the 
mayor has Underworld con­ 
nections. 
Mayor Alfonso J. Cervantes 
claims that permitting Life 
magazine reporter Denny Walsh 
to protect his “confidential 
s o u r c e s ’ ’ will authorize 
newsmen to utilize ’‘unlawful 
sources” of news about public 
officials. 


U.S. Prisoners 
In South Worry 
About Freedom 
SAIGON (AP) — The nine 
American men behind bars in a 
South Vietnamese prison 'be­ 
cause of criminal charges won­ 
der whether a cease-fire will 
bring them freedom. 
For up to two years, they] 
have lived on a daily diet of a 
loaf and a half of French 
bread,, two bananas and half a 
can of milk. They count on 
packages from home to sur- 
vive.While the cease-fire talks], 
have dealt at length with Amer­ 
ican prisoners of war held by 
North Vietnam, and the Viet 
Cong, there are no announced 
plans for these nine Americans j 
held by the South Vietnamese. 
They are among the 7,000 oth- j 
*r criminals and political pris- 
mers at Chi Hoa prison, an 
jgly overcrowded colonial-era 
brt located in one of Saigon's 
seedier slums. 
But they fear going out of 
heir own little cellblock alone 
«cause of what they describe 
is a growing anti-American 
ind anti foreign feeling among, 
¡orne of the Vietnamese prison- 
:rs. 
, 
“The Vietnamese are down! 
in Americans now because' of 
his peace thing,” said James 
iutherland of Chicago, serving 
he last year of a three-year 
entente for LSD possession. 
‘The Vietnamese feel the 
American are leaving them 
langing.” 
All but one of the Americans 
ire ex-GIs who fought in the 
fietnam war. Most were ar- 
ested on drug charges or for 
lossessing an unregistered gun. 
Nearly always, they were 
licked up by .American mili­ 
ary police and turned over to 
iouth Vietnamese police be- 
ause they were then civilians. 
Their sentences range from 
ne to three years. One claims 
e doesn’t know the charges 
¡gainst him... 


a far-reaching decision by a Cervantes filed a $12 million ¡ informants would submit them 
U.S. Court, of Appeals 
which,¡libel suit against Life and to threate of "physical danger” 
for the first time, ruled that reporter Walsh asking $2 million a nd 
would 
impede 
“the 
under certain circumstances, j compensatory damages and $10 dissimination of news” by 
newsmen may keep secret their ¡ rrdlLicm. punitive damages. 
| discouraging government in- 
confidential sources of allegedly) He undertook to take pre-trial formants from supplying the 
defamatory information 
depositions 
in the case in an press with information about 
It is one of the few 
lower e^or* ,f:0 ProJ® ®at the story official wrong - doing, 
court decisions to counter the 
ka,íj5?í 
6 í í A U.S. district court in St. 
r e c e n t trend of limiting 
°L th« Louis took evid€nC€ from Life 
newsmen’s rights under the 
, 
disregard lor me iending to show that Waish and 
Freedom of the Press protec- « UUI* 
'the 
magazine’s 
staff 
had 
tions of the First Amendment. 
Life refused to disclose its engaged in extensive research 
The case involves a Life sources. It said that much of on the story and had attempted 
article,, “St. Louis, the Mayor, the Information, had come from to cross-check the accuracy of 
the Mob and the Lawyer,” “confidential reports” supplied the information supplied by 
which alleged that Cervantes by “informants . . . withint he Justice Department agents. 


evidence, the mayor could not 
prove that Life had written the 
article with “malcie” or with 
“reckless” disregard for the 
truth. 
Cervantes appealed to 
U.S. Court of Appeals for the of the libel and their source. 


Cervantes, in his Supreme “Fair play and fundamental 
C o u r t appeal, said that]concepts of justice are also 
testimony from Walsh’s con- Involved. 
Investigative 
files 
fidential sources was necessary, often contain hearsay, gossip 
that'and other remote information 


“has business and personal ties Federal Bureau of Investigation 
with the gangsters that operate and the Justice Department.” 
The libel case appeal involves in his city.’ 
j Life said that identifying the 
The district court judge then 
ruled that the case should be 
dismissed because, based on the 


Eighth, Circuit which, upheld 
district court ruling. 
The court said that Life had 
presented “substantial evidence 
of carefully collected ... and! 
documented” material about the 
mayor. 
But the mayor, the, appeals 
court said, only made a 
“minimal” case and “produced 
not a scintilla of proof” showing 
Life was either malicious or 
careless. 


, because they might testify 
the| Walsh “fabricated both the guts ... the power of government 
a power to suffocate both 
is 
He added: 
I people and. causes. 


Put Your M oney To Work • • 


OPEN A SAVINGS ACCOUNT 
US TODAY!! 
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Christmas 
Moonlight Sale 
Friday 9PM Until 11PM 


Moonlight Specials 
£ 
J*' Every 15 Minutes From 9 to 11 


SPECIAL CHRISTMAS SAVINGS IN ALL THESE DEPARTMENTS 


• SEWING MACHINES • APPLIANCES 
• TELEVISIONS • HARDWARE • PAINT 
• ELECTRICAL • HOME IMPROVEMENT 
• TOYS • SPORTING GOODS • FURNITURE 
• DRAPERIES • RUGS • BEDDING 
• WOMEN'S FASHIONS • MEN’S FASHIONS 
• CHILDREN’S FASHIONS • SHOES 
• JEWELRY • PHOTOGRAPHY • NOTIONS 
• COSMETICS • FABRICS • LUGGAGE 
• HOBBIES • CANDY 


Plus Many Other Items 


NEW STORE HOURS 
NOW TIL CHRISTMAS 
9:30 A.M. to 10:00 P.M. 
MONDAY THRU SATURDAY 


JND 


AT THE NORCO MALL . . . TOMORROW AT 2.-00 P. 
BY HORSE DRAWN SLEIGH 
COME EARLY!! 


R E G . 9.88 


■ Real automatic toothbrush— Just 
tor kids. 
■ Makes It tom to brush teeth dean. 
■ Snoopy-shaped- handle and dog* 
house with compartments tor tooth­ 
paste and toothbrushes. 


Uses 2 "D" batteries.fnot included) 


MILTON BRADLEY'S 


K l f ü l K U U L 
$ 4 0 9 0 


Reg. $16.95 


Features Cue 
On Automatic 
Pivot Shooter. 
Fun For 2 Players or 
Teams. With 16 Balls, Rack. 


SALE 8.49 


“Fisher Price* 
Play Family 
AIRPORT 


S52 PUT FAMILY HOUSE 
Hinges sits, carrying handle leeks 
skirt! 19 play parts. Carafe doer 
dides sp, doorbell rises. Beauti­ 
fully decorated inside asd out. 
luffed wood aid plastic, n in­ 
tone finishes. Ages 2-« years. 


X H C f 
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'KENNER'S" 
DUNE BUGGY 


"RECHARGEABLE" 
INCLUDES: Car, battery 
and recharger. Drive in- 
d o o r s 
o r 
outdoors. 
"Makes him feel like a 
big wheel/ 


S 1 0 9 0 


<"■ t 'j.V m 
>n»3m.y A 
rays 


M * 


"REMCO" 
SPEED SUCKS 
BALL BEARING FAST 


SCOOTER 
$4*90 


REG. $9.99 


Heavy duty steel 
f rames,' foot operated 
brakes, kick stand 
for parking. 


1 


\ 


Batteries 


Not 
Included 


*— mm 
- ¡ 


SHE SAYS _ 
EVERYTHING YOU 
TELL HER TO SAYÍ 


Raise her arm. pot! string and talk to 
Gabblgale— lower «ran, puil string end 
Gabbigale W ILL REPEAT WHAT YOU 
TO MORROW 
SAID! FuU 18 inches tal! with beautiful 
blond hair to' style and brush. Fun to 
cuddle . . . dress and undress her tool 
Also available as black, dolL______________ 


MR. DO BEE'S 


"ROMPER ROOM 


“ M A R X ’ 
BIG WHEEL 


$ 4 4 66 


REG. 14.95, A Real Rally 
Typo 3 Wheel Sport Cycle. 
Many Great Features) 


Reg. 
14.99 
$n 


Lovable friend is fun to 
ride, he inches forward 
with a clicking sound. 
For ages 2-6. 


ROCK'EM SOCK'EM 
ROBOTS 


REG. 
SQ90 
13.88 
7 


By Marx, worlds on fighting robots, heavy- 
weight fighters for two people.___________ _ 


o 
i>loo 
S Q 9 0 
Reg. 14.88 
J J 


SKITTLE POKER GAME 
NEEDS PIN-POINT SKILL 
Softly swing the Skittle ball to tap 
roiling balls into card holes to build 
a winning hand. For up to four 
players._____________________________ 


Reg. $14.88 
Rugged plastic and hardboard 
airport wfih swing-out loading 
ram p, |et plane, action heli­ 
copter, revolving baggage con­ 
veyor, 
t 
Play 
Fam ily, 
tug 
tractor, 2 baggage carts, jet 
fueler, two 2-passenger 
cars 
and 4 pieces luggage 2-8 years. 


TEARFUL 


BABY TENDER LOVE® 


REG. 
$1/190 
14.88 


A 15" foam doll with a facial 
expression 
feature! 
Expres­ 
sions change from a happy 
smile, frowns, and back to a 
natural expression! 


© 1972 M A T T E L L . INC 


FIRST BEAT 
TRAP DRUM 
S E T 
$390 fy 


Reg. $4.97 
COMPLETE SET 


C O L E G O 
World of Sports 
COMMAND 
CONTROL 
FOOTBALL 
GAME 


Electric Control 
REG. 
$ 
14.99 
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THE ADVENTURER 


ACTION FIGURE 
ENSEMBLE 


$<fl 99 


Figure has movable arms, 


twists *n turn waist, bend­ 


able legs, 12" high, assort­ 


ed uniforms. 


( t j l 
Open A 
II 
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Charge 
MJ 
Account 
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STORE HOURS: 


OPEN TOMORROW 
Friday, Nov. 24th 
10:00 A.M. XO 
11:00 P.M. 


REGULAR HOURS: 
MONDAY - SATURDAY 
10:00 A.M. to 9 P.M. 
* 


OPEN THIS SUNDAY 
“Christmas Trim-A-Home" 
and 
“Christmas Gift” Shoppcre 
I 
(ONLY) 
NOON 
UNTIL 
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4:00 P.M. 
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SM ILEVfHH 
THE 87> FOOT 
MOUSE 


ALL SOFT ACRYLIC PILE WITH POLYFOAM / URETHANE STUFF- f t 
ING. 
1 
; 
1 
DRAWING TO BE HELD SATURDAY, DEC. 16th AT 10:00 A.M. DUR-$£ 
* * 
ING "BREAKFAST WITH SANTA 
n 


• 
NOTHING 
TO BUY 


• 
YOU NEED NOT BE PRESENT 


TO WIN 


• 
FACSIMILE 
COUPON 
MAY 


BE USED. 


W IN “ SMILEY MILKY” MOUSE 


MAME ...................................................................................... 


ADDRESS .............. 
............ 


TELE, NO................................................... ..................................... 


Drawing to he held at 10:00 a.m. Saturday, Dec. 10, 1972 


CUP AND DEPOSIT AT BRITTS 


HAVE BREAKFAST WITH 


S AN TA 


e F R E E G IF T S ! e T E L L SANTA W HAT YOU W ANTI 
SATURDAY DEC. 2 OR DEC. 16 
8:30 A.M. TO. 10:30 A.M. 
BREAKFAST 
99*« 


For Adults or Children: Orange Juice, Pancakes, Coffee 


or Milk. 


RESERVATIONS O N LY............. 


Call 326-7000, Mail Slip to Britts, or Stop By The Restaur­ 


ant, and Make Your Reservations. 


RESERVATION SLIT 


DROP OFF AT BRITTS RESTAURANT OR MAIL 


ADDRESS ............................................................... 
y 


d a t e .................................................. 
m 


TELE NO................................................' 


' NUMBER IN PARTY 


* ^ 


il'íÉ t ití11I 
J h * M t 
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GOOD FRIDAY-SATURDAY ONLY! 


o 
o 


MEN'S 
LONG SLEEVE KNIT 
SPORT SHIRT 
Assorted Patterns, 5 0 % Poly, 5 0 % cotton 
Circular Knit. Wear for Dress or Sport. 
REG. VALUE 8.00 
190 


BOY'S 
DELUXE PAJAMAS 
Middy Style or Coat Style. 5 0 % 
Poly, 
5 0 % Cotton, Assorted Patterns. 
REG. 3.59 


* * 9 0 


BLANKET 
SLEEPER 
100%. Acrylic, Plastic No-Slip Soles. A s­ 
sorted Colors. Sizes S-M-L. 
REG. 3.00 
S I 90 


EMPIRE 
COMB AND BRUSH 
SET 


Green or Red 
REG. 1.00 
PC 


G i FM AM 
CLOCK RADIO 
Solid State Circuitry. Wake to Music Alarm 
4 " Speaker, Slide Rule Tuning. 
REG. 1888 


190 


BILTMORE 
ELECTRIC BLANKET 


Double Bed Size, Dual Control. Colors: 
Blue, Green»: Gold, 
REG- 18.99 
|90 


HOOVER 
RUG SHAMPOOER 
Light, Durable, Easy to Use. Can Be Used 
For Polishing and Scrubbing. 
REG. 34.95 
190 


MEN'S 
SWEATERS 


Select Group. Sizes S - XL. Assorted styles 
Cardigans & Pullovers. 


REG. VALUES TO $20.00 


P9Q 


BOY'S 
SWEATERS 
Select 
Group, 
Assorted 
Styles, 
Colors. 
Pullovers, Cardigans. Sizes 4 to 18. 
REG. 5.99 I 4.99 


$ 0 9 0 
$ 9 9 0 


< 3 
& L 


MEN'S DOUBLE KNIT 
SLACKS 


1009® 
Polyester 
Flares 
Belt Loop Model, Solids 
And Patterns, Sires 30-42 
REG. 11.00 & 14.00 
NOW -190 


BOY'S 
CORDUROY FLARE 
JEANS 
Assorted Styles and Wales of Corduroy, 
Assorted Colors. Sizes 4 to 18 
Reg. 3.99, 4.99 and 5.99 
50 


LADIES' 
WINTER FASHION 
BOOTS 
Waterproof and Insulated. Assorted Styles, 
Colors and Heights. 
REG. 9.99 
$ # 9 0 


LADIES' 
VELOUR TOPS 
,2 Styles, Zip Placket or Turtle. 
Holiday Colors, Sizes S - L. 
REG. 9.00 


$ C 9 0 


Lovely 


LADIES' 
QUILTED ROBES 


In pink, blue, or'yellow . 100% acetate tricot top. 
109%: acetate tricot lining... Sizes 10' to 18. Assort­ 
ed styles, 
long or short tangth.. 
SHORT 


LENGTH 
...................... SPECIAL 


LONG 
LENGTH ------ 
SPECIAL 


S 5 44 


S0 6 6 


LADIES' NO WALE 
CORDUROY JEANS 


Assorted Colors and1 Styles.., Sizes 8 to 16. 


REG. 6.00 
‘3 
90 


GIRLS* 
DRESSES AND SPORTSWEAR 


Assorted Sty I es, Sizes 4 to 
1 4 Se I ect 
Group. 
REG. TO 11.00 
VlOFF PRICE 


2 TIER 
WOODEN SPICE RACK 


With 12 Apothecary Type Spice Bottles 
and labels. 
REG. 3.99 


SO 9 0 


ARLINGTON 
PUNCH BOWL SET 
By Anchor Hocking 
18 Pieces, 6 Gt. Punch Bowl, 8 6-oz. 
Punch Cups, 8 Hooks, and 1 ladle. 
REG. 3.99 
$«J90 


GE TWO SLICE 
TOASTER 


Compact Styling, Fast Toas ting 
REG. 14.88 
‘12 
90 


KODAK XL33 
MOVIE CAMERA 
The 
Camera That Takes Indoor Movies 
Without Special Flash. 
REG. 129.95 
S O A 9 0 
89 


Moss 


3-FOOT 
SCOTCH PINE 
ARTIFICIAL TREE 


Green, 33 Tips, Plastic Stand 
REG. 4.99 
$ % 9 0 


OSTER 10-SPEED 
PULSE-MATIC 
BLENDER 
Chrome Only 
REG. 29.95 
¡24*° 


JUNIOR 
SMOCK TOPS 
Assorted Plaids, 1 0 0 % Acrylic. Assorted 
Styles. Sizes 5 to 13. 
REG. 17.00, 18.00, 20.00 
‘13” 
in in if i— 
- 
w t nm r 1 tn i—iin ri 


HAMILTON BEACH 
But!er-up Corn Popper 


The Corn Popper Endorsed by Joe ¡N a math. 
The Only Real Self Buttering Corn Popper I 
REG. 15.88 


L A Z Y 
SUSAN 
C O S M E T IC 
O R G A N IZ E R 
3-Piece Organizer. Beautifully Styled Hand Mirror. 
Assorted Colors. Reg. 2.99. 
s1.90 


GE 
SHOW & TELl 
PHONOGRAPH - VIEWER 


4 Speed Phono & Slide Viewer 
REG. 32.95 
26 
90 


2 4 " » 48" 
FRAMED ARTIST 
REPRODUCTIONS 
‘12 
90 
REG. 9.99 
$-790 


WINTUK RIPPLE 
AFGHAN KIT 
Extra 
Large 54" x 
72" Finished Size. 
! 00% 
Orion 
Acrylic, 
Non 
Allergenic, 
Machine Wash & Dry, Assorated Colors. 
REG. 12.95 
90 
‘8 


PINE 
FLOOR LAMP 
From Our George Bent Collection of Early 
American Furniture. 
REG. 29.99 


$ * * > 1 9 0 
24 


PROVINCIAL 
COASTER TRAY 


Hand Carved Hardwood Set of Six Cork 
Coasters. 
REG. 5.99 


$ 0 9 0 


WILSON FOOTBALL PLAYER 
FOOTBALL & TEE SET 


Genuine Cowhide. Official Size & Weight. 


KELVINATOR 


DISHWASHER 


SAVE! *30°° 


REG. $209.0® 
SALE 


COLORS: WHITE, AVOCADO, 
HARVEST GOLD, COPPERTONI 


• Thorough Washing and Clean­ 
ing— A, revolving spray arm 
under each dish rack deans 
aach dish completely. 


• Large Family-Slze Capacity— 
Ample room for a full day's 
dirty dishes. 


• Hygienic Wash Cycle— 'Wash­ 
ing and rinsing water heated 
to ISO 
tor the ultimate In 
clean dishes. 


« left 
Scrap 
Disposer— Pum p 
chaps up small food particles, 
flushes them away. 


s Automatic 
Dispensers— Per 
detergent and rinse additive.. 


"EX T R A " 


‘SPECIAL" 


FOR 


WE W ill 


LET YOU 


PURCHASE 


AN ICE MAKER 


WORTH $30.00 


BY KELVINATOR 


WITH THE 


PURCHASE OF 


THIS COMBO 


REFRIGERATOR- 


FREE ZER 


KELVINATOR 
REFRIGERATOR-FREEZER 
20 CU. FT. F000ARAMA 


REG. *449°° 
f a i r $ 0 ¿ n 
s a v e ! *8<r SALE 369 


247 LB. FREEZER CAPACITY. COLORS: 
WHITE, AVOCADO, HARVEST GOLD, COPPERTONI 


•NOTE WITH SPECIAL OFFER YOU SAVE *130" 


REG. 7.95 
$ E 9 0 


KELVINATOR 


30 ELECTRIC 


RANGE 


SAVE! *40°° 


REG. $179.00 
SALE 


QUALITY COOKING BENEFITS: • INFINITE HEAT SWITCHES, 
• EVEN HEAT FLOW OVEN 
• ADJUSTABLE BROILING 


• CONVENIENT RECESSED TOP 
• FAST OVEN PRE-HEAT 
QUALITY CLEANING BENEFITS; • LIFT-UP BAKE UNIT 


• PLUG-OUT SURFACE UNITS 
• REMOVABLE SWITCH 
KNOBS 
• REMOVABLE CHROME DRIP PANS 


COLORS; WHITE, AVOCADO,, HARVEST GOLD, COPPERTONI 


Í2 F 4 M M B / 


Tomorrow Fri., Nov. 24 
A.M. to 11:00 P.M. 


Dramatic wrap up!— our she 11-stitch, I turn 
knit cape of 100% Wintuk* Orion* acrylic. 
Button front style, with deep fringe. White— 
to wear with all colors. One size that fits 


3 H k 


J t 


M W , 


¿íf1: V 
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— ,jnfi[D OF FASHIOft 
WONOEBFUt V* 
NORCO MALL, POTTSTOWN 


* 
*, " 


everyone. 
Du Pont cert. mark 


Y d 


Absolutely the ultimate in separates 
designed by Trissi. A blend of poly/ 
Nylon, the print top comes in two 
color combos end Tha flared pull-on 
pant comes in Gold or Silver, ideal 
for this holiday season. Top in sizes 
S-M-L- . . . $19.00, Pant in sizes 
8-18 . . . . $16.00. 


a happy fashion 


'•r0r 


r • .1 
I 


Start the new fashion season in this| 
bright 
Dacron 
Poly 
pullover 
by 
Trissi. The smart ascot tie at the? 
stylish jewel neck adds that little ex4 
tra. In designer colors of Tomato 
Red/Pansy/Putty, complement by a 
pull-on pant in a wide choice of 
Sizes S-M-L . . 
. $16.00, Pant in Siz-^ 
•s 8-20 . . . $12.00. 
Í ’ 
m 
v 
! f j » .: V : 


HARD-TO-FIND SIZES 


IN A SWEATER CLASSIC 


* 1 4 < > 0 
...............$1500 


SIZES 42 TO 46 


SIZES 41 TO 52 


Shy away from big, bulky sweaters? Then 
here’s one you’ll really like. The open dia­ 
mond design gives a long, slim m ing line. 
Lium knit of Wintuk* Orion* acrylic, the 
marvelous yam you can wash without worry. 
White, black, bone, light blue. 
•DuPont cert, mark 


Diamond-plus 


Cardigan 


pure flattery! 


SIZES 


34 to 40 


Tv 
r A 
Y 


•'WHISKERS* 
A Real Fun 
Slipper 
That Looks 
Like A Mop 
$4.00 


Tip-dyed, 
fury 
acrylic 
with cushy soft sole. A 
great relaxer. Light blue 
or pink, and other great 
colors. Women's sizes 5 
to 10. 


qUp** 


Wonderfully warm, too! It’s of Wintuk* Or­ 
ion» acrylic . . . the great, resilient yarn that 
can be hand-washed or tossed in the ma­ 
chine without losing its fresh fluffiness, 
n 
Diamond and basket stitch in vertical pan- 
/ 
els. White, navy, bone, lilac. 
^ 


•DuPont cart, mark 


ELECTRIC RCwK TUMBLER 
I QftfTm« * 
JEWELRY MAKING KIT 
- 


Reg. 19.88. Electric double barrel, 
gear-driven tumbler, abrasive, polish­ 
ing compound, stones, mountings, 
more. 


C LI VILA Ml \ 
COS COB DELIVERS 


FASHION'S 


CURRENT 


MESSAGE IN 


POINTS-FOR-YOU 


PARTS 


PALASSO PANTS 


. . 518.00 


SHIRT . . . M2.00 


VEST . . . s 13.00 


OR . . . 


LINED BY C O L L E G E - 


TO W N — $18.00 


Sizes 8 to 18, assorted colored 


palasso pant, shirt in white and 
black, 
vest in 
assorted 
colors. 


Wear together or wear as sep­ 


arates. 


¡ : 


s15.00 


REG. 
$9.99 


S 


DECANTER AND ICE BUCKET 


HANDSOME GIFT BAR SET 


Duart-size glass bottle tod stopper 
and pewter-finish alumtnum tee buck­ 
et fiberglass insulated. Gift-boxed. 


PRIME 
TIME 
SANTA! 


S E E 
OUR 
MANY 
OTHER 


FÍNE 


Wa t c h e s 
a t 


B R I T T S 


A ) 


MEN'S, WOMEN'S 
fa m o u s w a t c h e s 


BUXTON’S “KIMBERLEY** STYLE 
LEATHER-Y VINYL JEWEL CASE 


Four-partition, lift-up tray. Suede-like 
lining. White, gold, red, green, or» 


yellow. 10Vix6fcx3yi' 
6*50 


VAN HEUSEN 


When you buy Van Heuaen "417" 
you r# getting the fashion look* A dress 
•hid with the new longer Cory button-down 
collar in a frash new oxford weave. Lean 
V-taper* fit in Vanopresa" 65% Dacron* 
polyeater, 35% cotton. Two-button 
cuffa. $9.00. 


REG. $19.88 


CLOCK SHAPE JEWEL BOX 
IN WALNUT FINISH WOOD 


Door with metal knob, 4 drawers lined 
in red velveteen. Room for all your 
treasures. 8V&X6X1246*. 


EXTRA SPECIAL 


$83.90 


I l f 
3 » 


w 1 
§M 
■mm 


Electronic Calcúlala." 


Reg. 99.00 8 digit machino adds, s«•’? 
tracti, 
rmiltiplle», 
dividai. 
Perfcrrrs 
mixed calculation». Full floating c.ei.- 
rn «I. 


m 


* 


Open A 


& a s ° 
Chary* 
■ J 
Amount 


IlsttxAxEsmssI 


W S B 3 3 M 


Store Heur»; 
Open Daily 
10:00 P.M . 
to 
* P.M. 


CHRISTMAS GIFT AND TRIM-A HO’ 
SHOPPES OPEN SUNDAY 
NOON TO 4:00 P.M. 
¡ess 


BSÍE 
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ONCE-IN LIFETIME VACATION 
. . . HAWAII-MARCH 73 


-A D V E R T IS E M E N T — 


If you're looking for a perfect 
place to spend that once-in-a- 
lifetime you’ve always promised 
yourself, try Hawaii. 
Specifically, try the Hawaii 
you’ll visit as a member of the 
Pottstown Mercury’s All-Hawai­ 
ian Adventure, an unforgettable 
15-day excursion to paradise 
which leaves Philadelphia Inter­ 
national Airport on March 11, 
1973. 
Why do we call Hawaii the 
“perfect" place for a vacation. 
Frankly, for a number of 
reasons. 
ÍTOP) You'll thrill at KHavea 
on Hawaii 


(LEFT) 
Akaka 
Falls 
on 
Hawaii take your pictures, 
groat vlow. 


(BELOW) These cliffs shield 
Molokais Leper Colony. 


First, passengers are practic­ 
ally guaranteed ideal weather. 
The Islands’ brief rainy season 
is 
over 
long 
before 
the 
Mercury’s group arrives. 
Humidity doesn’t exist and 
even though all hotel rooms 
have air conditioners, no one 
ever bothers to turn them on. 
Secondly the islands present a 
contrast found in few places 
throughout the world. One oay 
you’ll be on the outer island of 
Maui, drinking in the special 
beauty of a sparsely inhabited 
tropical island with its stately 
palm trees, flaming sunsets, 
green mountains and sparkling 
sea. 
The next day you’ll be in 
twinging Honolulu, one of the 


comes 
time 
for 
that 
final 
“aloha,” there is many a damp 
eye among the travelers and 
many, many vows to return. 
The Pottstown Mercury this 
year, has put together a pack­ 
age which will enable its read­ 
ers to take advantage of a truly 
luxurious vacation at a bargain 
of a price. 
The package combines the 
utmost of convenience with a 
plan that will enable each pass­ 
enger to do as much—or as little 
—as he or she pleases *or two 
sun-filled, fun-filled weeks. 
The low price of f§0§ (per 
person, based on double occu­ 
pancy, plus five per cent tax 
and services includes round- 
trip transportation by modern 


(B ELO W ) A closeup look at 
Lehua and Niihau islands. 


great entertainment capitals of 
the world with first class acts 
in nightclubs, outstanding res­ 
taurants of a dozen cuisines, and 
the most modem of shopping 
centers. Yet even In bustling 
Waikiki, you are surrounded by 
the .great natural beauty of 
'Hawaii and it is only a few 
minutes’ drive to practically 
deserted beaches. 
Perhaps most Important is 
the "Aloha Spirit” for which 
the Islands are famous. For in 
fact, the "Aloha Spirit” isn't 
just an advertising slogan, it's 
a way of life and no one ever 
visits Hawaii without feeling tt 
—practically from the moment 
ne lands and Is greeted by 
native girls carrying th e tradi­ 
tional orchid lets. The girls are 
not 
left standing, 
handsome 
native lads are also waiting 
with th e traditional orchid leis 
greeting for them as they land 
on 
this 
beautiful 
group 
of 
Islands. 


It Is a spirit that grows the 
longer you stay and when it 


Northwest Orient 747 jetliner, 
superior 
accommodations 
at 
four of the finest hotels in the 
Pacific, breakfast and dinner 
daily on the Outer Islands plus 
all baggage handling, four side 
trips, two Aloha parties, a sun­ 
set barbeque, Luau, old fashion 
Hawaiian darn, bake and live 
Hawaiian 
entertainment 
and 
Floor Show. 
Included is one night at the 
Manióla and. three at the Kona 
Hilton on the “Big Island" of 
Hawaii, three nights at the 
Royal Lahaina on the Valley 
Isle of .Maiul and six nights in 
the spectacular Sheraton Waiki­ 
ki in Honolulu on Oahu (The 
Gathering Place), 
The tour will have exclusive 
guides 
and 
escort 
services 
throughout the entire trip, all 
handled 
by the experienced 
Hawaiian agency of Atkinson & 
Mullen group travel specialists. 
To make sure you take ad­ 
vantage of this “perfect vaca­ 
tion,” fill out the coupon which 
appears and return it immedi­ 
ately to 
1973 Hawaiian Ad­ 
venture 
F.A.S. 
Tour 
Coord­ 
inator, Pottstown Mercury, King 
Sr Hanover Streets, Pottstown, 
Pa. 19464. 


Potfstown Mercury 
Hanovar and King Sts., 
Pottstown, Pa. 19464 
c/o P.A.S. Tour Coordinator 


Yos, I am intarostod in tho 2 wook All-Hawaiian 


Advonfuro March 11 to 25, 1973. Ploaso sond 
mo moro information. 


NAME 
_______________ ________ _________ _______ ______ 
ADDRESS 
TO W N ...........................STA TE................ Z IP ............ 


PHONE 


MAKE RESERVATIONS FOR 
PERSONS 


□ $699+5% Tax A Sor. por parson, dbl. opp. 
enclosed. 


□ $100 deposit check enclosed (per person) 
□ Send descriptive folder. 


PJ Single Room 
£“) Shtre Room 
[“) Find Roomm*te 
Moke checks payable to The Pottstown Mercury 


Lobby to Center on W om en 


^ 
• 
R * - y fjN 


v:\'' . - 


WASHINGTON 
(AP) 
- 
There’s a new lobby in the na­ 
tion's capital: Women’s Lobby, 
I Inc., with plans to lobby solely 
!on women’s legislation. 
A group of women who or-|mary goal will 
ganized two years ago to lobby I legislation and 


group, announced the organ­ 
ization of Women’s Lobby, Inc. 
at a news conference. 
“ We will be a lobby of wom­ 
en and for women. Our pri- 
be child care 
we hope to 
for the Equal Rights Amend-(achieve a broad based program 
ment in Congress announced¡ for all women,” said Miss Bur- 
Monday they have incorporated ris. 
and 
registered 
as 
Women’s 1 
"Child care is not expensive 
Lobby, Inc. 
unless the women who are cur* 
Carol Burris, president of the I rently caring for children are 


considered free labor,” sh said. 
"We will work on pension 
plans for women, social secur­ 
ity reform, and tax reform.;, the 
National Abortion Rights Act, 
welfare reform, a livable min­ 
imum wage for domestic work­ 
ers, health care for women, 
and the 
Women’s Education 
Act. We will work on the re­ 
form of credit laws to see that 
they 
do 
not 
discriminate 
against women.” 
_________ 
Singer® 


If you've never thought of us as a Christinas Gift Center, think again! 
Right now there’s a world of holiday giving at every Singer Sewing 
Center. Full of surprises and unique gifts you won't find under 
everybody else's tree. 
Last TWo Days 
F R E E ! One of these beautiful 
cabinets with your purchase of any 
Tbuch & Sew machine. 


MOO EL 750, 


TOWERING OVER THE CITY — a 980-foot high TV 
tower rises in foreground on Mt. Sutro in San F ran ­ 
cisco, Calif., awaiting installation of three stacks of 
antennas before being put into operation in April. 
The new tower will replace the 517-foot one nearby. 
The $12 million installation is expected to improve TV 
reception in m any sections of the San Francisco area. 
(AP Wirephoto) 


Mayor s Ordinance 
Has Bad Vibrations 


Elegance of design. 
Handsome wood veneers 
glowing with a satiny patina. 
What memorable gifts any of 
our cabinets and a 
magnificent Touch & Sew* 
machine will make. 
1 A) The contemporary 
Pacesetter. B) The 
graceful Stamford. 
C) The Spanish 
Malaga. D) The 
traditional Saratoga. 


Tbuch & Sew 
machines... Three styles to choose 
from, each with exclusive Singer 
features; the push-button, front 
drop-in bobbin that rewinds in the 
machine instantly with the touch of 
a finger; the soft-touch fabric feed 
system that's gentle to sheers; 
many more features! 
m 
SINGER 
Sewing Centers 
e n d p a r tic I p a lin g a p p r o v e d d e a le r s 
A small deposit will hold any machine until Christmas. 


Singer Sewing Centers have a. Credit Plan to fit your budget and, 
if you wish, monthly payments can be deferred until February, 1973. 
Many approved dealers offer attractive credit terms. 


•A Tradwnar* of THE SINGER COMPANY. 
NORCO MALL 
PHONE 326-5055 


MIAMI. Fla. 
(AP) 
- All 
Mayor Jack Orr of Dade Coun- 
| ty wanted to do was run un­ 
scrupulous fortune tellers out of 
business, but his proposed an- 
tioccult ordinance' has set off 
"bad vibration from amateur 
psychics. He’s “looking for a 
happy medium.” 
Orr presented the proposed 
¡ordinance to the County Com* 
| mission two weeks ago. He said 
he wanted to keep unscrupulous 
(fortune tellers from bilking su- 
¡persttous people. Orr ad ratted 
overrun by crooked mystics, 
but he added that he believes 
most fortune tellers “prey upon 
!: the .public.” 
In fact, he even refused to 
sign a fortune teller’s occupa­ 
tional license a few weeks ago 
¡and mentioned to County Attor­ 
ney Stuart Simon that he wish­ 
ed there was some way fortune 
telling could be stopped in the 
county, which includes the City 
of Miami. 
“It can,” replied Simon, and 
dug up a 1964 antifortune tel­ 
ling ordinance which the state 
Supreme Court 
ruled uncon­ 
stitutional because the state is­ 
sued occupational licenses at 
that time and thereby implicit­ 
ly endorsed the activities of the 
licensees. It wasn’t until the 
I commission was in .session that 
On* had a chance to read it and 
learn it not only outlawed for­ 
tune telling but also banned the 
practices of clairvoyance, as­ 
trology,, palmistry, phrenology, 
(character reading, mind read­ 
ing and mental healing. 
Orr’s office was immediately 
. 'fooded bv callers who protest­ 
ed that in this Age of Aquarius, 
¡lots of people were Interested in 
(the occult and. the county had 
no right to' keep them from en­ 
joying ESP classes or trying to 
levitate Granny. 
“'The problem has been to de­ 
fine with sufficient precision1 
exactly what the ordinance is 
supposed to do,” sighs Orr, who 
is a believer in. such thing! as 
ESP and took part in Dr. Jo­ 
seph Rhine’s ESP experiments 
at Duke University a few years 
¡¡ago. 
Peace Justice Alvin 'Good-' 
man, another occasional dab­ 
bler in the occult, told Orr he 
doesnt think the proposed ordi­ 
nance 
would 
stand 
a 
con-j 
stitutional test, so 
Goodman 
and Simon are trying to draft 
an ordinance that will keep the 
good spirits happy while run­ 
ning the bad ones out of town. 
“I dont know, I guess we’ll 
Must have to play around with 
¡the wording,” Goodman says.' 


Thursday, Nov. 23, 19/2- i ,.j K -¡own M-rcu. y -j3 
Successful Auto Dealer Spends More Time With Horses 


CHICAGO1 DAILY MEWS 
| items) and that horses are his 
SERVICE 
main interest. 
CHICAGO - When 
Martin LIKES HORSES MORE 
Loeber, president of what’s “I can appreciate the fine 
billed as the country’s largest engineering of the Mercedes, 
Mercedes-Benz dealership, met but I just can’t relate to steel 
film director Mike Nichols out and rubber like I can to a 
east awhile back, he asked him horse,” he says. “Besides, I’ve 
with ^ some surprise how he a ! w a y s enjoyed being a 
could afford an Arabian horse; salesman, though here, too,, I’m 
which Nichols, had just bought. \ perhaps more oriented towards 
‘‘The last time I saw you, farming. That’s why I came to 
Mike, you were hanging around, America,” 
horse stables near Chicago,” ' This was in the late I'?J®». 
said Loeber, who is one of the 'Loeber wanted to make money 
world’s shrewdest buyers and in the States so he could return, 
breeders of Arabians. 
to his native Germany and buy 
‘ ‘ We l l , , ’ ’1 Nichols began, a farm, First he worked in an 
somewhat amused, “I'Ve donej animal slaughter house 
in 
a few ^ movies since then. You' Baltimore, then sold furniture 
know, “The Graduate.” . , , 
there, and finally ended up in 
Loeber, who at 71 years of ¡1 Detroit, where he became in 
age looks 10 years younger and I less than two years the city’s 
who has the energy of a young.top Chevrolet salesman. He 
man, doesn’t see too many | abandoned plans to settle in 
movies. He doesn’t have time. Germany 
because 
of that 
always jetting to some remote ¡country’s monetary problems, 
part of the world to buy another 
“Becoming the top Chevy 
prime Arabian horse to take salesman just, took, some basic 
back to his Plum Grove Farm : t h i n k i n g , * * Loeber recalls, 
near Chicago — a, city where “Detroit was filled with im- 
his dealership, .Loeber Motors, migrant workers, and I waited 
is located. 
. outside factory gates until they 
Loeber’s two sons, George ¡got off work, Then, I made -the 
and Paul, are in charge of the auto deals.'”1 
dealership, which has 
two 
Once, 
when 
Chevy 
was 
branches, but Martin Loeber showing a new line of cars at 
has the final say. “The “Old the General Motors; building in 
Man,” as he’s affectionately ¡ Detroit, Loeber, who was selling 
called, has been around the auto' them at a furious rate, was 
business for a long time, though: approached by a tal, hefty man 
he’s the first to admit that helwho’d 
teen 
watching him 
sells cars just to make money closely. The man began asking 
(Mercedes-Benzes are profitable highly technical questions, and 


Congressman-Priest Blasts 
Religion as a 'Private Cult' 


CHICAGO DAILY 
of social problems...” 
NEWS SERVICE 
Fatter Drinan, a lawyer and 
CHICAGO — A Jesuit U.S. former head of Boston 'Colega 
Congressman earlier this week:Law School, referred briefly to 


Loeber became a little em- to handle customers over the 
barrassed when he couldn’t phone and even made them 
come up with the .answers, wear white gloves. Sales rapidly 
Suddenly the big man smiled picked, up. 
aid said: “That’s all right. 
Loeber then worked for a 
young man you’re doing just Pontiac dealer in Milwaukee, 
fine selling these cars.” It was 
William Knudgen, president of 
GM. 


SOLD CADILLACS 


who had 400 sad-looking used 
cars which he couldn’t give 
away. **I pulled off one of the 
biggest used car -sales in 
t 
history,” .Loeber says. “I sent 
.Loeber became impatient and 
, ,e|e-ram 
nrosnectiw 
tried selling stocks, but it was 
teieS™ms to prospective 
the early 1930s, hardly an Jd Jfu y e rs inviting them to take 
time for this profession. So he ^ 
*<*• °"e .™ n , . cKame 
sold Cadillacs in Chicago, then s orn™ 8 “ and sa,d he/ d ba*n 
went 
10 Milwaukee, Wise., f 'f P 1"? at 2 
when *he 
where, he says, "There wasn't tele*ram arrived. He was a big 
one solvent GM dealer '• 
su>': he wanted to kill me. I 
Somebodv at G M remem- »egan talking fast and finally 
bered Loeber, and he was put sold hl™ ? „car 
~ the worst 
in charge of a combined Buick, 01,0 " e 
O l d s m o b i 1 e and Pontiac QUITS ANGRILY 
dealership, which also served as 
The dealership’s owner, who’d 
a training school for GM been vacationing in Florida, 
salesmen in the area. 
j was told by Loeber of the coup. 
He fired any salesman whojlhlt . ^ie dealer said* “You 
wasn’t at work exactly at I should have gotten more money 
a.m., gave them pep talks, had for them.” Infuriated, Loeber 
ttem sing “On, Wisconsin, 
each morning, taught them how quit 
“IVe never hesitated to leave 


a job immediately If I didn’t 
like it,” he said. '“Sure I had 
a wife and kids, but that never 
stopped me. I’ve found, that a 
man learns more on the way 
down than, he does on the way 
up. if he remembers his 
mistakes.” 
Loeber 
finally settled 
in 
Chicago at a Pontiac dealership 
'which also was having difficulty 
selling cars. It later became one 
of his Mercedes-Benz; outlets. 
‘ ' I 
caught 
the 
service 
manager stealing. I fired all the 
salesmen, and I bought out the 
dealer,” Loeber recalls. He 
dropped Pontiac following a 
quarrel with a key GM man 
who wanted him to sell an 
unrealistic number of cars 
annually. He 'began selling 
Lincolns in 1956, then Mer­ 
cedes-Benz at a time when 
sports cars were pretty hot 
items in America and not larger 
foreign cars. It was a gamble 
which paid off handsomely. 
Loeber actually had his eye 
on Mercedes-Benz for some 


time. In the 1930 s he tried 
selling a Cord to a man. He; 
invited him to drive the car. 1 
which the prospective buyer, 
promptly took up to 100 miles; 
per hour. The Cord broke down, 
and the man quietly drove off 
in his Mercedes-Benz. Loeber 
was impressed. 
H e 
sold 
Hugh 
Hefner, 
Playboy’s publisher, a Mer­ 
cedes-Benz 300SL convertible, 
which, Loeber says, Hefner 
“used, to drive up and down 
Rush Street at ,2 in the morning 
to impress people.” Now, with'j 
his dealership humming, Loeber 
spends most of his time with 
his horses. It’s not unusual to 
have people, 
including en­ 
tertainer Arthur Godfrey, ateo 
an Arabian horse enthusiast,, | 
drop by at Plum. Grove Farm, 
which originally consisted of ISO 
acres. Loeber has sold parcels 
of it at considerable profit,: 
including 4® acres to ac­ 
commodate 
a 
multi-million 
dollar apartment project called 
International Village. 


But he still shops at a nearby;a horse from a high-ranking 
restaurant and relates to the government official. Naturally, 
owner that he has just returned he drives a Mercedes-Benz. And 
from Egypt, where he bought quite well at that. 


blasted religion as a “private 
cult.” and indirectly urged 
churches to form organized 
lobbies and finance political 
campaigns. 


J earns People and The 
Evangelicals,” saying only that 
he has “nothing against them.” 
But his; attack on. religion as 
a private cult comes at a time 
'The Rev. Robert F. Drinan. of national, resurgence of both 
a. Democrat just re-elected to fundamentalist and “spirit * - 
h is 
second 
term. 
from, centered” religion. 
Massachusetts’ 14th District, 
fastest - growing chur- 
a d d r e s s e d ^ the Religious, ches in America are those 'that 
Education. Assn.. here. 
^ 
emphasize personal salvation' 
Hie U.S. Government, he through 
Jesus, 
often 
ex- 
said, “has forced it® own view perienced in an emotional 
of the moral and. religious manner, 
issues, of the Vietnam War upon «“'Spirit - 'centered” religion, 
the church.” 
J or ponteeostaltam, leans heavily 
M a n y 
church 
people, j on an indefinable feeling' of 
frustrated' by their inability to i being “baptized, by the holy 
influence 
government, 
have spirit” and, has strong mystical 
decided to become “ mystics overtones, 
rather than militants, Father, Described. as 
'most vital 
Drinan said. 
'movement today in the Roman 
I* aced with ‘ a dangerous Qg^oiic Church, Pentecostalism 
subordination of religion to the crosses jjj denominational .lines, 
objectives of government, they, Father 
DrinQn cited the 
h a v e retreated into 
an ineffectiveness 
of churches, 
emolion-laden form of belief j virtually all of which have 
and worship.” 
'Condemned the Vietnam War, 
They have been attracted by j^, government 
“oversimplified beliefs 
that, «should the churches; have 
allow their consciences to turn, organized lobbies?” he asked 
away from ^ the 
horrifying I ^ 1,50$ people attending the 
spectacle” of the world as it national convention of the 69- 
»* 
¡I year-old interfaith association„. 
Th0 v 
fo3 v0 sought to 
m 3 k s ¡ 
* * a jj 
j u 
m 
¡» 
+ u 
*» k ^ 
religion a “private cult almost ¡ 
m w ritten” He asked 
divorced from the examination ¡f churches ought to' 'do “the 
/unthinkable” and1 help finance 
campaigns of caitoidat.es who, 
j p -• 
'5 
,r7rr 
r '* ' 
^ Pregnant? 
Need Help? 


For abortion assistance and! 
information 
on 
a 
confi­ 
dential basis . . . call us —1 
we wIN help you. 
A M E R I C A N 
F A M I L Y 
P L A N N I N G 


seek their goals. 
“All I know,” he said, “Is 
that we are not effective. 
Referring to' chtirchesf role .in 
I achieving prohibition against 
| the sale of alcohol, in this 
¡country, he said, “at least the 
churches were effective then.” 


449-2006 
(215) 
449-2007 
(anytime) 


DISTANT INSTITUTION 
UNITED 
NATIONS, 
N.Y. 
í AP) — A U.N. report declared 
that for most young people, the 
United Nations is “a distant 
and detached institution,” and 
recommended that member na­ 
tions establish two-way chan­ 
nels of communication with 
young people and youth organ­ 
izations. 


L J 
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save $2 .0 1 on sweaters . 
* 
j&9 
9 
' 


R eg. $ 1 2 O ur pretty W intuk Orion ® ac ­ 
rylic sw eaters In attractive lacy stitch p a t­ 
terns., W hite, beige, blue,, pink, maize and 
black. Sizes 34 to 42. 
pantsuits, 
us! 
99 


You get a pants suit 
plus an extra blouse' 
or skirt. Double knit 
polyester makes them, 
machine washable and 
perfect for traveling. 
Misses', Misses' Petite 
and Half Sizes. 


2-Days Onlv 


boy cut jeans 


we’ve got 
GIFT ideas 


shirts 3 88 and 
shrinks 4 88 


Brushed, cotton denim boy cut jeans ready 
to team up with polyester and cotton 
-Perma-Prest ♦ shirts and Orion » acrylic 
shrinks. leans in. proportioned sizes 3 
to 15. Shirts 5 to 1.5. Shrinks S, M, L, 


SHOP AT SEARS AND SAVE 
Satisfaction Guaranteed or Your Money Back Sears 
Norco Shopping Center 
RTS. 724 and 100 By-Pass 
Phone 323-0600 


Open Friday 9:30 am to 11 pm 
New' Christmas Honrs: 
Daily 9:30 am to 10 pm 


SEARS. ROEBUCK AND CO. 


Study Shows Administration 
Faces Big Budget Deficits 


WASHINGTON (AP) — The¡ 
“Obviously, the achievement 
Nixon 
administration 
faces of a less expansionary budget 
large Inflationary budget d e fl-'vould fecluire cutback, in pro- 
. 
.. . 
... 
* 
. 
. grams or increases in taxes— 
cits during this fiscal year and ¡ssues that are bound to be in 
the next 
unless it cuts 
back the forefront of administration 
spending 
sharply or 
raises ’planning and congressional de­ 
taxes, a study by the Brookings liberations on the budget for 
institutioni concluded Monday. 
the I974 fisca, year/- the studv 
The study by Brookings Nan* 
cy H. Teeters projected a full- ' 
$13.2 billion for the 1973 fiscal W,LL FIGHT 
year that ends next June 30 and 
The White House says it will 
at least a $7.2 billion full-em- fight agninst raising taxes dur- 
ploym ent deficit in the follow- ing the next four years and will 
tag 12 months. 
not sponsor a tax boost. It says 


it will try to keep the current jobless rate is now about 5.5 
budget in line by impounding 
some appropriated money and 
then present an austere budget 
to Congress next year. 
A full-emplovment deficit is 
worse thin an actual deficit. It 
means 
the 
government 
is 
spending more than the amount 
of money the tax system would 


per cent. 
Nixon’s efforts to try to hold 
down spendine to the $250' Ml-- 
lion level in the current fiscal 
year by proposing a spending 
limit were rejected by Con­ 
gress. 
WITHHOLD FUNDS 
The 
Brookings 
paper 
sug- 


TV Today 
10 WCAU TV 
12 WHYY-TV 


7:30 


1:00 


1 K YW-TV 
I WPVI TV 
EVENING 
6:00 0 0 0 NEWS 
CD HODGEPODGE lo dge 
CD PATTY DUKE 
© PLEASE DON'T EAT THE DAISIES (C) 
The Righteous Brothers take refuge in the Nash 
home when pursued by fans. 
OD GILLtGAN'S ISLAND 
Mr. Howell revises his will, leaving each castaway 
a valuable piece of his estate. 
6:15 
© PRO FOOTBALL REPORT 
6:30 
0 0 NBC NIGHTLY NEWS (C) 
0 ABC NEWS WITH SMITH, REASONER (C) 
{ft) KJCU/C 
CD EYE ON DELAWARE 
CD THE HIGH CHAPARRAL (C) 
Upon returning home from a visit to her father’s 
ranch, Victoria and her escorts find an infant, the 
only survivor of an Indian raid on his 'parents’ 
wagon. 
00 I DREAM OF JEANNIE (C) 
When Jeannie decides Tony should be a general, 
he’s in trouble. 
m STAR TREK (C) 
Children from a strange planet board the Enterprise 
and begin to take over the minds of Captain Kirk 
and the crew. 
7:00 
0 WHAT'S MY LINE? (C) 
0 TO TELL THE TRUTH (C) 
0 TRUTH OR CONSEQUENCES (C) 
© CBS NEWS— WALTER CRONK1TE (Cl 
© HATHAYOGA 
© THAT GIRL (C) 
Don gets a secretary who has her eye more on Don 
than on her steno pad. 
0 HALF THE GEORGE KIRBY COMEDY HOUR 
Guest: Freda Payne. 
O 0 HOLLYWOOD SQUARES 
© LASSIE (C) 
""Run To Nowhere" (Part III 
© OUR STREET 
"Departure.’’ Slick and grandma suspect that J.T. 
fancies himself in love with May. 
© GOMER PYLE, U.S.M.C. (C) 
Corner has a severe attack of stage fright before 
he Is to appear In the Navy Relief show In Wash­ 
ington, D.C. 
© DRAGNET 
Friday attempts, to recover a large cache of stolen 
weapons. 
OD CINDERELLA 
0 0 THE FLIP WILSON SHOW 
Guests: Frank Gorabln, Joan Rivers, the Temp­ 
tations. 
o THE MOD SQUAD (C) 
"Crime Club.’’ A group of genius IQ students 
prove their superiority by pulling bizarre headline- 
making robberies. 
© CHITTY CHITTY BANG BANG 
Dick Van Dyke and Sally Ann Howes star In this 
1968 family" film about an inventor who buys a 
dilapidated' car called ‘'Chitty Chitty Bang Bang.’’ 
© THE ADVOCATES 
"Would We Be Safer From Crime If We Closed 
Down Most of Our Prisons?" 
© 8 O'CLOCK MOVIE 
“Finocchio in Outer Space" (1965) Arnold 8tang 
and Cliff Owens provide the voices for the ani­ 
mated cartoon based on the famous children s 
story. 
© HOGAN'S HEROES 
Hogan is annoyed when Allied Intelligence puts him 
under the command of a woman scientist. 
© THE EXPLORERS 
© THE MERV GRIFFIN SHOW 
0 0 IRONSIDE 
"The Countdown." A belt containing a bomb set 
to explode in five hours is locked on a scientist 
who can free himself only by arranging the re­ 
lease of three prisoners. 
0 NCAA FOOTBALL 
Texas vs. Texas A&M 
© INTERNATIONAL PERFORMANCE 
"The Spellbound Child." A child’s everyday world 
is tranformed to magie. 
© THE WAYNE HARDIN SHOW 
<9 W ACKY WORLD OF JONATHAN WINTERS 
Guests: Zsa Zsa Gabor, John Davidson 
© I SPY 
0 © THE DEAN MARTIN SHOW 
Guests: Jack Benny. Lvn Anderson. 
© TV QUARTERBACKS 
"Penn State vs. Boston College'* 
© SECRET AGENT 
-Not So Jolly Roger." The person Drake wants if 
not one of thaws he suspects. 
© PERRY MASON 
•The Case of the Bogus Books" 
© LEARN TO BOWL CHAMPIONSHIP 
© NEWSPROBE 
0 
© NEWS, WEATHER, SPORTS (C) 
© CHANNEL 10 NEWS 
© EYE ON DELAWARE 
© TWILIGHT ZONE 
, 
, 
An elusive twin haunts a 
young woman and ends 
UD taking her place on a 
bus. 
OD VINTAGE JOHN GARFIELD FILM FESTIVAL 
"Out of the Fog" (1938) starring John Garfield, 
Ida Lupino. Two peaeeloving citizens of Brooklyn* 
Sheepshead Bav get involved in murder. 
0 © THE TONIGHT SHOW (C) 
Guest: Charlie Callas 
© CBS LATE MOVIE 
"Santiago" (1956) starring Alan Ladd, Rossana 
Podesta. 
Exciting adventure befalls gunrunners 
transporting their cargos from Florida to Luba 
before the Spanish-American War. 
© SUSPENSE THEATRE (C) 
"The Name of the Game." A professional gambiet 
accepts winning or losing money as easily as hs 
accept* winning or losing a girl. 
0 ACTION NEWS 
© ALL STAR BOWLING 
0 MOVIE 
. 
u 
. 
-Street w ith No Name" (1948) starring Richard 
Widmark. Lloyd Nolan. 
© RUN FOR YOUR LIFE (C) 
0 EYEWITNESS NEWS 


0:10 


9:00 


9:30 


10:00 


10:30 
10:45 
11:00 


M:30 


12:00 


12:30 


1:00 
0 NEW S (C) 


Mercury Display Advertising Deadlines 


Regular Display 
Must Be In Our Office 
Advertising Copy For: 
Not Later Than: 


Monday ...... ----- 
__ Thursday— 3 p.m. 
Tuesday 
. 
Friday— 3 p.m. 
Wednesday........... 
... Friday— 5 p.m. 
Thursday ............ __ Monday— 3 p.m. 
Friday .......... 
.... Tuesday— 3 p.m. 
Saturday ------- ------- 
... Thursday— 5 p.m. 
NOV. 23 THANKSGIVING E D IT IO N -A L L ADVERTISING 
COPY MUST BE IN OUR OFFICE FRI. NOV 17 


generate In times of high em* gested th it he has the authority 
ploy merit and prosperity, thus 1 to withhold funds, bul it said 
triggering 
inflationary 
pres-spending probably would be in 
ployment and prosperity, thus]the $256 billion range, 
triggering 
inflationary 
pres-,' 
It said the fiscal year is al- 
(sures. 
m ost half over and “reductions 
If there is a $13.2 billion full- at an annual rate of 14 to 15 
employment deficit during the per cent would 
have to be 
current fiscal year, as Brook-,made" if that is to be accom- 
ings suggested, the actual red plisLed. 
ink would be about $33 billion, 
j 
The study said that spending 
Nixon has adopted the fu ll-will probably rise by about $21 
employment budget as the tech- billion in fiscal 1974* because of 
nique for putting an upper limit built-in increases in the budget, 
on spending. It adopts the prin- 
Brookings is .an independent 
ciple 
that 
the 
government organization 
devoted 
to 
re- 
should spend no more than the'search, education and publiea- 
tax 
system 
would 
produce if tion in economics, government, 
there 
was 
an 
unemployment foreign policy and the social 
rate of roughly 4 per cent. The sciences. 


IT'S ALL PART OF THE ACT—Clown Oleg Popov 
of the famed Moscow Circus gags it up with his dog 
“Liver” at a press preview in New' York. The show 


opened a six week engagement this week at Madison 
Square Garden’s Felt Forum. Popov and his pal are 
among the many performers. (AP Wirephoto) 
knit: slat ck save $3 
03 


Now at Sears, Perma-Prest • knit slacks, in solid and fancy flares, 
styled for today's fashion-minded man. Made of texturized poly­ 
ester knit, the “comfort" fabric that looks great while it resists 
wrinkles all day long. And the Ban-Rol waistband helps keep that 
neat appearance wherever he goes. Available in a wide variety of 
this season's latest colors. Now sale-priced for your holiday budget, 
a t T he-Men' s- Store. 
R e g .‘13 


body-warming 
velour save 


He'll Just love the soft, plush feel of this 
100% cotton velour knit shirt. The rich 
texture of velour and the snug, comfort­ 
able fit of a knit are smartly combined 
in the latest 4-button pullover style. 
Available in a wide selection of this 
season's latest colors. S, M, L, and XL. 


$ 1 0 Mock turtleneck k n i t . . . 6 97 


8HOP AT SEARS AND SAVE 
Satwfaction Guaranteed 
ar fwtr Mewgr Use* 


[ ^ e a r s ] 


The store within • stor# at Stars, Roebuck and Co. 


Norco Shopping Center 


lit». 7 2 4 anil 100 By . Pa«a 
Plum e 323 - 0 6 0 0 


O pen Friday 9 :3 0 am to 11 pin 


New C h ristm as H ou rs: 


Daily 9 :3 0 am to 10 pm 


Oregon Ruling 


Elks Will Lose 
Tax Exemptions 


PORTLAND, 
Ore. 
(AP)—A 
three-judge 
federal 
district 
court panel ruled this week that 
Oregon; no longer may grant 
tax exemptions 
to 
the 
Elks 
Lodge because the fraternal or­ 
ganization limits its member­ 
ship to C aucasians. 
Senior U.S. Dist. Judge Gus 
Solomon, 
speaking 
for 
the 
court, rejected the contention of 
State Atty. Gen. Lee Johnson 
who had said the exemptions 
did- not encourage or foster ra ­ 
cial discrimination. 
However, Solomon said, “The 
granting of tax exemptions to 
fraternal 
organizations 
that 
practice 
racial discrimination 
violates 
the 
equal 
protection 
clause 
of 
the 
14th 
Amend­ 
ment. 
Solomon, in a prepared state­ 
ment, said the case “had been 
watched with considerable in­ 
terest because of the recent de­ 
cision 
in 
Moose 
Lodge 
107 
vs. Irvis in which the U.S. Su­ 
preme 
Court 
held 
that 
the 
granting of a liquor license to a 
Harrisburg, 
Moose 
L o deg e 
that also practiced racial dis­ 


crimination did not violate the 
equal protection clause.*"' 
He said, “ Unlike liquor li­ 
censes, Oregon grants tax ex­ 
emptions to encourage private 
support of activities that would 
otherwise be performed by the 
state 
and 
that 
by 
granting 
these exemptions Oregon has 
placed its stam p of approval on 
the discriminatory policies of 
the Elks Lodge.” 
The suit had been filed by 
Michael Falkenstein and Clif­ 
ford V. McGiotten “individually 
and on behalf of all others sim­ 
ilarly situated.” 
The ruling on the complaint, 
filed ip U.S. District Court in 
Portland, 
said 
McGiotten—a 
Negro—was 
denied 
member­ 
ship 
in 
Portland 
Lodge 
142 
of the Elks solely because of 
his race. 
The opinion said Falkenstein 
“ is a white Oregon taxpayer” 
and that since McGiotten “ has 
standing to question the con­ 
stitutionality of 
the 
tax 
ex­ 
emptions, it is not necessary to 
decide whether Falkenstein has 
standing here.” 


Regards 1972 


Nr. and Mrs. Everybody 


Everywhere, U.S.A. 


Dear Mr. and Mrs. Everybody 


What would a psychedelic Christ­ 
mas be like? 
Santa Claus dressed in blue jeans? 


Red and blue snowflakes? 
Jam sessions in every store? 
Hey! Could be fun! 
If we can help you with the "old" or 
the "new" way of celebrating this 
wonderful day, please call O'in us. 
Happy New Year, 


Matthew Consumer Discount Co. 
365 High St. (2nd Floor) 
* 
Open Fri. 'til 7 P.M.; 
Dial 323-3200 
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Solution to Doctor Shortage Sought 


PHILADELPHIA 
(AP) 
— care for their health needs.” 
Gov. Shapp this week asked the 
“ Also, there is a oversupply 
legislature to create a system of specialists and a shortage of 
■f<j of financial incentives encour- general practitioners and other 
aging doctors to practice in professionals,” he said, 
areas suffering from a shortage 
The Health Department has 
of physicians. 
¡been drafting an incentive plan 
In rem arks prepared for the that would for example, help a 
Philadelphia Center for Health doctor set up an office in any 
| Career's, 
Shapp 
described 
a area certified in need, of more 
“crisis in-health manpower in physicians, 
the state of Pennsylvania.” 
In addition, Shapp said, the 
“ In some areas of the state, adm inistration is taking steps 
health professionals are clus- to encourage medical students 
tered together. In other areas,'to study prim ary medicine in­ 
cur people have no one at all to stead of the specialties. 
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JOHNSONS AND DOG— F o rm e r President an d Mrs. 
the LB J 


Lyndon B. Johnson and their dog, Yuki, pose before 
couple's 


ranch house in this picture tak en to note the 


38th w edding an n iv ersary . 
(A P W irephoto) 


NATIONAL OEM RINGS 
FOR MEN AND WOMEN 


• Over 2 St I Styles to choose 


• Featuring Fabulous Endura 
Con o i e r it e it Di a mood $ 


• Genuine Gents — 
Tiger Eyes, Jades, Onyxes, 
Opals, Cameos 


• Many with Matching 
Earrings, Pendants and 
Tic-Tac» 


Luxurious Jewelry Gift Case Free with every Jewelry 


• Mountings and Jew els protected by Lifetime Guarantee 


ERIE HOME DEMONSTRATION .. WRITE OR PHONE NOW 


Most Orders Mailed Out 
In 48 Hours 


— W rite for Free C a t a lo g — 
C. D. FO X EN T ER P R IS ES 


145 S. Mill St. Birds boro, Pa. 19508 


PATRONIZE POTTSTOWN MERCURY ADVERTISERS 


Apollo- 


CAPE KENNEDY. Fla. (API 
— The 
cost of sending the 
Apollo 
17 
astronauts 
to 
the 
moon is $450 million, or about 
$4.20 for each American tax-;, 
payer, according to space agen­ 
cy calculations. 
A breakdown of the costs: Sa­ 
turn 
5 
rocket, 
$1.85 million; j* 
command and service modules, j 
$65 million; lunar module, $50 . 
million; 
science 
exponents, 
$45 million; operational costs 
$105 million. 
Apollo 17, the last mission in 
the moon-landing series, raises 
the total Project Apollo price 
I tag to $25 billion. 


2-Days Only 


...W E’NIE G O T G I F T IDEAS 


Save $2 02 and $3 02 
Boys' vest sets 


Little b o y s ' 3-pc. v e s t suit 
Bigger b o y s ' 2-pc. s u i t ..... 
reg u la r * 1 2 .9 9 
regular * 1 1 . 9 9 


[ T » . C h M i H * < •,. , t W a r , | 
W.lt Oi,m, I 
«H N N II I H i roO M 
AND TM( a i u m 
e r M r 
w.tcfc him «« Mac 
O--O1 h,.i«Mf ram 
f 
IM,a 1 * r. 
$ m* rnmm 


hi 


At last! A look that boys like as well as you do. Grand­ 
ma, too. Off to holiday gatherings, then, in two-piece 
patterned vest sets for bigger boys' sizes 8 to 12. And 
three-piece sets for little boys' sizes 3 to 6x —they in­ 
clude Perma-Prest 
patterned pants 'n vest plus a 
long-sleeved, solid shirt. Shop our big selection now! 
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CHARGE IT 
o n S e a rs R ev o lv in g C h a r g e 


NORCO MALL SHOPPING CENTER 


Open Every Night 'Til Christmas 


loy-Awoy Plan 
• Mojter Charge 
• 
BankAmercard 
• 
American Express 


« 
SH O P A T SEARS AND SAVE 
Satisfaction Guaranteed or Your Money Back Sears 


SEAM, KWMYX AND CO. 


C H IL D R E N ’S 


NORCO SHOPPING CENTER 
RTS. 724 end 100 BY-PASS 
Phone 323-0600 


Open Friday 9:30 am to 11 pm 


New Christmas Hours: 


Daily 9:30 am to 10 pm 
/ . 
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Medical Examiner Intrigued by Death's Special Signatures 


EDITORS SOTE—Milton 
Helpern: 
Medical examiner, 
doctor, 
detective. 
To 
his 
•staff he's a Gillespian ‘''chief," 
to the police, a llolm sian 
scientist to whom the dead 
tell secrets. To murderers, 
he's anathema. The lab where 
he toils is labeled: “Let con­ 
versations cease. Let laughter 
flee. This place is where death 
delights to help the living.” 


| Helpern is widely regarded asithus is responsible for deter-gans and slices sections fromj 
She was lying face up and ap-enduring book on forensic pa- 
the nation’s foremost medical mining the causes of about 31,- parts of the body for micro- parently died in her sleep. 
thoiogy in 1937. He’s been presi- 
jsleuth. He frequently is asked 000 sudden, suspicious, obvious- scopic analysis, He uses blood! 
But the chief medical exam- denl o{ four medical societies 
'and honored internationally. 
Helpern had finished a V k - 
year residency at Bellevue Hos- 


or 
tin usa 1 
deaths Mtid chemical tests of various iner noticed two incriminating 
to testify in trials across the i ly 
violent 
country and sometimes is cast ¿each year. 
¡tissues. 
¡details: There were a few tinv 
as the most crucial witness. 
! 
He and his staff perform 8,-j 
Characterizing an autopsy as hemorrhages in the whites o f . 
000 autopsies a year, nearly one;“an interpretive job." Helpern her eyes plus a lipstick markipital in 1031, when the depres- 
K E Y 
T E S T I M O N Y 
every hour on the average. 
' said, “ It isn’t just taking stock, on the pillow. 
sion wiped out his expected job 
His key testimony five years 
— 
g 
-- 
............... 
‘ 
r 
1 
- r 
* 
ago helped convict Dr. Carl 
Copoolino in a Florida court of 
the murder of his wife by a poi- 


NEW YORK (API — Human 
livers, hearts and limbs pre­ 
served in jars with the yel­ 
lowed labels of crimes corn-!that 
mitted long ago. A human head recently, 
embalmed in a murky pool of bored.” 
formaldehyde. A century of vio-| 
At 70, Dr. Helpern has the de 
on 
wooden 


son hitherto thought undetec­ 
table in a body. 
“Here I am and I don’t real­ 
ize that I’ve gotten to the age 
I 
am .” 
he 
reflected 
‘I’ve 
never 
been 


lence catalogued 
shelves. 
This is Dr. Milton Helperil’s 
museum. 
After 18 years as the city’s 


ceptive 
appearance 
of 
an 
avuncular country doctor. His 
large 
frame 
droops ever-so- 
sPgtitly, and the doctor’s ben­ 
evolent 
gaze through 
hilf- 
ui i 
aí „i 
i* glasses belies his impatience 


s t i f i n " * 
S 
J 
^ 
of 15 
cial signatures. Helpern lingers '(|octo£ 
al his six.story‘building 
over the specimens he s c ( llect-| jn ^ New 
york University 


K^0r?mU¿ ¡nhnttipf 
V 
d Medical Center, plus five physi- 
begnmed bottles. 
K 
wbo visit Fdeath sites on 
an interesting cay 


In the lobby, they encounter 
a string of polished aluminum 
letters, chiding 
all who can 
translate the Latin: “Let con­ 
versations cease. Let laughter 
flee. This place is where death 
delights to help the living.” 
Greeted wherever he goes in 
Their job—that 
of 
fo re n sic!You can overlook things very! 
Had 
she 
been 
lying 
facejas a laboratory director. 
the building with a “Hi, Chief,” 
pathologist—is 
part 
detective easily if you're not careful.” 
¡down, the hemorrhages 
could 
¡Helpern heads 
for his 
office 
•and part physician. 
They are 
A cardiac patient does not die have been normal. 
And had PA$SED EXAM 
jand sits in a leatherette rocking 
not so much interested in who'necessarily from a heart, at- Helpern not seen her until the 
So he 
took and passed the -armchair to take care of corre­ 
gid it, but what did it. 
/tack., 
Helpern continued. The next morning, the body’s dege-" 
“The responsibility here is to patient might have choked 
to nerolive changes would 
have 
determine the cause 
of death'death on a hunk of 
steak. 
made them meaningless. 
and to find the answer to ques- 
“Everyone thinks that all a 
Helpern determined that she 
- ____ r_____ „ 
tions that may arise later on.” medical examiner has to do is was smothered to death, 
andfmedical examiner. It was c o m burden that keeps him from the 
said Helpern. “We don’t work an autopsy; we discover hom i-her 
estranged 
husband 
later venient,” he recalled. “Like ev- autopsy room, which he visits 
against a suspect. W’e try to get ¡cides in our work,” Helpern ¡confessed to the crime. 
jerything 
else, you can be a several times a day 


civil service exam for assistant I sponden.ee and manage his or- 
medical examiner; 
jganiza.ti.Qn, 
“I 
was 
interested, 
but 
1 
The “chief” sees the paper- 
hadn’t been planning to be a I work of his job as a necessary 


as 
much 
can.” 
information as 
we|said, underscoring “discover. 
“There 
are 
no 
crimes. 
There 
are 


"Now here’s an, interesting 
case ... ” he’ll begin, 
The city’s third chief medical, 
examiner since coroners went 


On a $2 mi lion budget, he Is 
charged 
with 
investigating 
about a third of the deaths in 
the way of gas lights in 1918, the nation’s biggest city and 


Independent Moviemakers 
Have Trouble Getting Money 


C H IC A G O D A IL Y N E W S 
¡ G r a d u a t e , ” among other 
S E R V IC E 
biggies; and several new British 
Bill Hare is an independent films 
including 
an 
Elizabeth 
moviemaker 
who 
currently T a y l o r - R i c h a r d Burton 
needs $500,000 for his next film, television movie, “ Divorce Hun­ 
an d one thing is for sure — he’s Divorce Her, ’ and ‘ The Last 
not going to get it from the Ten Days of Hitler,” starring 
First National Bank of Chicago, ¡ ^lex Guinness, 
The Bank of America, or the 
“ T h e y ’ r e just inventory 
First National Bank of Boston, 
loans,” one loan officer puls it 
Or 
just 
about 
any 
other ¡ blandly* 
, 
established financial institution, 
They are also inventory loans 
for that 
matter. 
Tinsei 
and that are next-to-impossible to; 
glamor aside, movie making — | obtain, 
unless 
one 
is 
an| 
the financial end of it - is an 
, .¡. 
. fj, 
^ 
h 
extremely serious and careful : 
Í1™ 
" 
business, 
according 
to' 
the 
lending institutions that put up 


! as 
Ross 
Hunter 
or 
Albert 
Broccoli or Harry S a lm a n or 
Joseph 
'Levine 
or 
Stanley 
Kramer, as film maker Hare 
can testify. “And you can quote 
me on that,” he adds. 
It took Hare five years to 


the money for major movie 
producers. 
“We are not interested in the 
man who walks in off the street 
and says ^ r v e got a great, 
d 


president 
at ’ First 
National 
Bank of Chicago. 


W e 
do 
business 
with S'tara 
n0 famous writers, 
and 
businessmen, not people with a no h m m director. 
he 
had 
dream, 
an 
off'cer 
with 
a to gather his money ($200.000) 
finance firm added with brutal, 
private 
individuals who 
frankness. 
j were looking for an unusual 
So deadly serious are these type of investment. 
men that several of them would 
let neither their names nor their 
firms* names be used. To do 


Only 
one 
of 
four 
films 
released ever makes a profit,! 
. . 
, , 
, 
... if that many — an average that 
so. they sa.d would onhr result has 
rh 
cd too much ,n | 


ni'Mi 
m 
M..#1 
IHt It npii'n I1 t v 
«1 viurl £% ssn- VM* jpG 
;n a flood of highly undesired rPccnt vears, sa¡d Lenhardl „f 
inquiries about financial help 1 
from independent film makers. 
MCA 
Industries, 
owner 
of 


Chicago’s First National Bank. 
In the middle and later ’60s, 
he related, 
the 
industry lost 
Lniyersal St u ^ o s i which ha», hundreds of millions of dollars. 
Tci 
u. 
! 
^ rr>or” . Budgets for films often climbed I 
Slaughterhouse 
Five 
and abovc # 
miHion ('Cleopatra” I 
■Pete and Ttllte 
a new Waller 
, thc indastrv record^ s , ing 
Matthau — Carol Burnett flm t.L * ,, over m 
^ ¡llion to m, ke)‘ 
a * 
million revolving j aad the public wasn't going to 
credit 
hue 
with 
the 
H r rt,the m J KS 
eB0Ugh ¿ 
cm t. 
National Bank of Chicago and pensate for the higher costs of 
The 
Bank 
of 
America. 
Him making, 
worlds 
largest 
commercial 
„ 
" B 
„ 
.... 
bank, in San Francisco. First . f ° \ 
I^ cessI^r’ 
^ 
National has also put u p m 
o n e y 
tunned 
over 
and 
for United Artists-released film ;^cam.e ran !by bu>m ^m en, 
(‘‘Diamonds Are Forever”1). 
¡ J^nhardt said. 
The $1.0 !militan 
Boston’s1 First National Bank J blockbuster went out the win- 
working with Columbia, Warner “ow* 
Brothers and Twentieth Centurv 
The average film now has 
Fox, 
has 
a 
staggering 
$600 
dropped in cost to about $2 
million committed to the film 
million, he explained. And it is 
industry, generally in revolving 
fairly common now to take a 
c r e d i t 
arrangements 
forjtaan 
of, say, $8 million 
and 
producing, 
distribution, 
and 
exhibiting not only movies but 
make four movies with it. This 
hedges everyone’s 'beta against 
some television shows as well those one-out-of-four odds, 
There’s something of a cycle 
to it all, anyway, points out 
(just like other banks'). “We are 
a major factor in film en- 
t e r t a l n m e n t financing,” a Hare, 
who says 
he 
also is 
spokesman remarked, adding: currently negotiating a multiple 
No independents, please. 
film deal: If a producer makes 
O t h e r 
Chicago 
financial a movie that loses money, as 
concerns, whose names are not Ms “Finney” did, he almost has 
to be mentioned in front of'to make another film,, to try, 
independent film makers, have to recover the money already" 
provided the money for “The ¡lost. 


Shortcomings in Penal System 
Seen Causing 'Sickness' in Land 


C H IC A G O D A IL Y N E W S 
S E R V I C E 
CHICAGO1 
— 
A 
national 
authority 
on 
prisons 
told 
a 
lawyer’s group here he believes 
shortcomings in American penal 
systems are largely responsible 
for what he called “a strange 
sickness upon the land. 
“PoI.lut.iai and poverty, the 
depraved 
drug 
culture1, 
the 
discrimination and, hatred, the 
growing disregard for law with 
its 
frightening 
crime 
and 
violence,” were the symptoms 
described 
by 
Richard 
J. 
Hughes. 
Hughes, former governor of 
New Jersey and the chairman 
o f 
the 
American 
Bar 
Association 
Commission 
on 
Correctional Services, spoke at | 
the three-day midyear meeting 
of 
the 
Illinois 
State 
Bar 
Association. 
He said the “breakdown In 
corrections is pervasive, and I 
am 
not 
aware 
of 
any; 
jurisdiction 
which 
. . . 
can 
compliment 
itself 
upon 
per­ 
fection.”' 
The former governor said he 


believes the public is beginning 
to realize 
“the 
direct, stake 
which society has in. correc­ 
tional reform,” and the fallacies 
of 
believing 
money 
can 
be 
saved by economies in prison 
systems. 
He explained that it costs the 
state about $5,000 a year to 
main!jin a single prisoner, for 
married prisoners, the welfare 
costs of supporting his family 
bring the figure to about $11.000. 
Moreover, he said, “a man 
who comes out of prison . . . 
much 
more 
corrupt 
and 
¡criminal than he was when he 
went in, is a threat to the whole 
fabric of our society and to 
every family In, it.” 
He 
said 
that 
excellent 
probation or parole supervision 
¡“ with constant attention to the 
offender to 
keep 
him going 
straight” would cost no more 
than $1,000 a year. 
Hughes asserted that “if by 
some miracle our correctional 
system were to be reformed 
overnight, crime 
In America, 
would be reduced by one-half 
at least.” 


A T T H E S C E N E 
The medical examiner’s in­ 
vestigation begins at the death 
scene, where lie will take note 
of the body position, look for 
unusual 
stains 
or 
discharges 
and study the environment. 
Then he checks for outward 
marks of violence, for a possi­ 
bly hidden, bullet entry wound. 
Finally, he examines the or- 


trained and blundering investi­ 
gators, slipshod medical exam­ 
iners,” he added. 
One of his favorite examples 
of a discovered crime occurred 
some years ago around dinner 
time. Helpern had been sum­ 
moned 
to 
a 
fleabag 
hotel, 
where a woman seemingly died 
of an overdose of pills from a 
vial, in the bedstand. 


In the Coppolino trial, de- 
perfect I fense attorney F. Lee Bailey 
only 
un- could not sway Helpern. from 
his conclusion that the defend­ 
ant killed his 32-year-old wife in 
1965 by injecting into her suc- 
cinvlocholine. 
a 
deadly 
drug 
that 
quickly 
splits 
into 
its 
harmless components. 
As a result, Coppolino is be­ 
hind bars. 
Helpern has been a medical 
examiner for 41 years. He and 
two other physicians wrote the| 


hack or you can do it with a 
certain amount of interest.’ 
“TO ADVISE 
The interest “depends upon 
“You’re 
there 
to 
advise... 
your interest.” he said, refer- You’re not just there as a fore- 
ring to himself as he often does 
in the second person. “ If you 
do things just to get by, you 
don’t really see what’s in it.” 
Helpern’s day begins about 9 
a.m., when he and his wife 
Beatrice, who works as his sec­ 
retary without pay, arrive at 
the blue-tiled building on Man­ 
hattan’s .First Avenue. 


man. The head of any agency 
like ours is different from the 
commissioner of any other city 
department 
who 
commands. 
Here you actually participate. 
“You’re 
like 
an 
orchestra 
conductor. You're not a box of­ 
fice manager — you have to be 
able to play the violin and the 
piano.” 


. 
Helpern said he has no in 
tention of retiring from his $35,- 
000—a. year job, partly because 
there is so much, to do. One of 
¡his biggest concerns Is recruit­ 
ing competent physicians for 
his staff and cajoling the city 
into approving a higher budget. 
‘ We have to more or less 
hypnotize 
them 
into 
coming 
into the office,” said Helpern of 
pathologists, who can earn con­ 
siderably more 'than the $20,000 
a year the city initially pays 
them. 
Helpern also drills his staff In 
what he sees as their responsi­ 
bility to the public. 
“They’re to be objective, not 
to take sides,” he said, reiterat­ 
ing his distaste for the old coro­ 
ner system. Coroners, Helpern 
went on, are politicians, elected 
to theto jobs, and capable of ex­ 
ploiting death. 
“ You call these cases as you 
find 
them. 
You’re 
not 
con­ 
cerned who it is, only how It 
happened,” the chief instructs 
his staff. “The autopsy room is 
the great equalizer — it’s the 
most democratic place in the 
world.” 


X s 
£ 
Sears 


2-Day S A L E 
Sale! Sears Craftsman 
portable electric tools... 
great gifts for handymen 


Í c e e r f i w a n 
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YOUR 
CHOICE, jft 


' ...; 
? T P 1 


A. R o t a r y G r in d e r K it 
Save $ 1 0 .0 9 regular $ 5 4 .9 9 


B. Vi-in. Com m ercial 1 
Save $ 1 8 .9 9 regular $ 5 9 99 


c. 7-inch Hand Saw 
Save $ 1 0 . 9 9 regular $ 6 9 . 9 9 


D. Com m ercial Sander 
Save $ 1 8 . 9 9 regular $59.99 
C 
tft • f f 1 m a « 7 


wmmmmmmmmmmi 
Craftsman .Portable Electric Tool : 
Guarantee 


Graf liman. P o rtable electric tool* are un­ 
conditionally guaranteed for one year to 
give you complete (satisfaction o r return for 
free replacement. 


*¡95 


Í 


Use Sears Easy Payment Plan 
Save *1.55 


84 


Craf t s m a n Portable 
2 -Drawer Tool Chest 


regular 
$21.99 
99 


AT 


MGOTOtJB 


GBSE* - m 


y 
1 
# 
«a* * . 
VP 
' y . 


Save *26 
C raftsm an 
9 2 -P ie c e 
M echanic's 
Tool Set 


Craftsman Tool Box 
,2 Ox,8 V2 x 9 Vz - in. High 


regular 
$8 99 
44 


1 cmuTima 1 


R -a. 
Price Total 
$96 83 


Set features 3v and ‘z-in. drive fine- 
tooth, quick-release ratchets for 
easy socket removal. 


Companion Sure-Grip 
Bench Vise 
99 


SHOP AT SEARS AND SAVE 


Satisfaction Guaranteed or Your Money Back 


Craftsman Vi-HP 


r 
99 


Sears 
Norco Shopping Center 
Rts. 724 anil 100 Bv-Pa.» 
I'lione 323 . 0600 


Iff. 
$5 4 . 9 9 


Open Friday 9 ¡30 am to 11 pm 
Christmas Hours t 
Daily 9:30 am to 10 pm 


Train Station Receives Coat of Many Bright Colors 


WILMINGTON, Del. (AP) — ¡Used personality of the 1970s. J the Delaware Arts Council, this I with what it has. 
With a splash of yellow, 
a without costing the city a cent, 
northern Delaware city on the: 
‘ We're doing this on a nickel 
swipe of orange and a bold htue 
Relying on volunteer efforts. Amtrak line between New York and dime basis," said Mayor 
stroke, 
the 
Wilmington train contributions 
from 
city 
resi- and Washington is making its Harry G. Haskell Jr., who de- and not a panacea for urban 
The Du Pont Co., headquar- 
station is becoming a re vita-[ dents and a $10,000 grant from ¡best effort at urban renewal ¡.cided* a fresh .look at the turn- ills, it’s a step toward m aking tered in Wilmington, donated 
------------------------------------------------------------------- 
— 
--------— — 
-------------------------------------------------------- i thecity a fun place again. 


of-the-century 
maroon 
brick'spent less than $10,000 of the 
building 
was 
long 
overdue, money, preferring to operate on 
‘ While this is merely a facade a “pay as you go" basis. 


Largest Wooden Money Collection 
Owned bv Retired Police Official 


NEW IM AGE 
The project, whose 
¡■calls It a .new image fat 
housing, was not No. 1 priority 
for the city of 70.000, so Haskell 
did 
not 
take 
the 
standard 
routes of asking the city’s 


in Wilmington, 
about $10,000 in durable paint J 
Haskell said, and three area 
creator contractors 
are 
wxjrking 
"at 
urban cost” to Pamt {he more difficult! 
or dangerous areas, such as 


HAZLETON, 
Pa. 
(AP)—In also has issued a limited num- 
this land where King Coal once ber of them each year since, 
reigned there now lives a king 
The history of Wooden Money 
whose treasure is neither gold dates back some 1600 years. As 
nor coal, but wooden nickels. 
legend has it, an attem pt was 
Clarence 
C. 
Kramer 
of made to use money made of 
Drums R.D, 1, a Hazleton sub- wood during the time of the By- 
urb, 
Is 
the 
self pro-claimed, zantine 
Empire (395-1435A.D.) 
"King of Wooden Money," and but since it had very kittle in- 
a past president of the Inter- trinsic value, it never achieved 
national Organization of Wood- popularity. 
en Money Collectors. 
WOODEN EXCHANGE TALLY 
lung Clarence, now 65, .is. a 
D 
^ 
, .. 
retired Hazleton police lieuten- , 
,ha m .h. and H. c.en 
ant 
and claim s to own the lurles a Wooden Money ot Ac‘ 


CAPE KENNEDY, Fla. (API 
— The A pilo 17 astronauts will 
er firm s to underwrite the cost transport to the moon eight ex- 
King Clarence’s collection in-[cause coin collecting has be- of allocating city funds. 
plosive charges with total pow- 
cludes 14 issues of the Tenino, come rather expensive. 
! 
“Wilmington has more press- er e(lual to 11 4 pounds of dyna- 
plus hundreds of other pieces of i 
Believe it or not, the King of i log urban needs requiring city ¡ j C’ 
, 
_ 
. 
wooden money. 
■ '■ he 
Wooden 
Money 
actually money,” 
explained 
Haskell. 
EuSene 
Cernan ai™ Dr. 
Frentón, Mich., became thejstarted his career while 
he 
was "But 
you can’t discount the Harrison H. Schmitt are to de- 
first city in the United 
States toton du(y as a policeman. 
A psychological effect this has on 
the charges at various lo- 
Issue “ official’’ wooden monev motorist. who was lost, asked Wilmingtonians and passengers cations on the moon’s surface,, 
for use in 
conjunction with 
Cromer for help. 
who 
ride 
through 
our 
city activating tim ers that will set 
Centennial 
Celebration in 1934. 
Tho grateful motorist hahded Three 
months 
after 
Haskell, 
the explosives after the as- 
The 5, 10 and 25 cent pieces [the officer several wooden nick- 
were issued during the celebra- ■ els 
and. 
a 
new 
hobby 
was 
lion and sold as souvenirs to. launched, 
help defray the cost of the cele- 
Today, some 25 years 
later buttons had 
bration. This started a practice Kramer still bids visitors 
fare- along with a 


Penn Central officials and 
arts 
council 
announced 
the 
project, some $14,000 in contri- 
been 
collected 
verbal pledge of 
world’s 
largest 
collection of 001,111 Nourished in England and 
that continues even today. we!1 after a visit to his motel $30,000 from Amtrak. the Na- 
wooden money. 
.... was known as the Wooden Ex- 
Wooden money collecting has ¡complex; with these word*: “ P1111 i. o n. a 1. 
Railroad 
Passenger 
How much is 
it worth7 He change Tally. In Tibet, during increased tremendously during take all the wooden nickels I Corp. 
won’t sav 
I 
12til CenturY. there was an the past decade, 
mainly be-jean get.” 
However, the city so far has 
issue of Wooden Money made 
I of thick, bamboo. 
China had 


the tronauts have left the moon. 
A seismic device will record 
the effect on the moon’s interi­ 
or. and a television camera left 
behind on the surface hopefully 
will, give scientists on earth a 
look at the detonations, which 
will occur at different times. 


eelMitp. 
VICTORIAN DECAY 


Before the project, the 70- 
yea, r-oki building owned by the 
Penn Central, was falling into 
Victorian decay 
and, despite 
the influx of new Metroliners. 
passenger morale at the station 
“had almost hit ground." ac­ 
cording to one station worker. 
Dirt had taken control of the 
edifice, windows stood opaque 
with grime, passengers could 
almost smell the heaviness of 
age. Furtherm oren the station, 
which remains open all night, 
had become a. haven for derel­ 
icts 
seeking 
a. 
comfort able 
place to sleep. 
Now, with the help of week­ 
end 
artists such ep. 
Pierre 
S. d i Pont IV, R-Del, blue 
trains with a storybook look 
greet trave’ers as thev push 
through the freshly painted en­ 
trance doore. 
The 
station 
interior, 
once 
mired in transportation green 
and adorned with dusty plastic 
lectric 
blue 
staircase 
with 
bright yellow arrows charging 
up to the Metroliner platform, 
now a brilliant yellow, green 


and orange. 
Wilmingtonians 
driving 
by 
the station now see an exterior 
alive with a monumental swirl 
of reds, tans and oranges. 
"DAZL1NG COLOR" 
“The color is dazzling, as­ 
tounding,” said station m aster 
'Leonard 
Plait. 
‘T m 
going 
cross-eyed looking at it.” 
“ Using bright colors costs the 
same as white or dull shades,” 
explained Haskell “We want to 
bring 
love, 
color and 
pride 
back into our urban areas.” 
The design of the revitaliza­ 
tion was created by Environ­ 
mental 
Systems. 
International 
Inc., a Los Angeles planning 
firm, based on the ideas of 
Donald Munz, a Pasadena, Ca­ 
lif.,. Community College profes­ 
sor. 
A spokesman for the firm 
said he hopes the station will 
be a prelude to' a breakthrough 
in 
low-income urban housing 
and there are signs he m ay get 
his wish. 
Some rowhouses In Wilming­ 
ton. 
have 
been 
repainted 
recently with bold blues and 
bright oranges. 


manv issues of 


Kram er, 
who 
spent 
four 
years in the Navy before going 
into police work, displays h is, 
. 
. 
. 
, 
, 
collections 
on 
33 
two-by-four Wooden <bamboo) Money sta rt-! 
foot fram es, and he takes'them mg with the Chien Lung Dvnas- 
to meetings and conventions all *v ln 
an<* con‘1nutog on 
around the country. 
through 1936. These pieces, were 
12 DISPLAY CASÉS 
usec* 
m ake 
change 
for 
K ram er has 12 display cases amounts °f ^ess l^an one cent 
and uses various wooden nick- in 
tea 
houses- 
Ma?y 
other 
els to create different scenes Pieces were issued privately byj 
and to depict various events. 
One shows a picture of each 
„ 
President of the United States 
Ion€v- 
with a legend listing his birth-. 
During 
place, date of birth, term s in 
office, date of death, as well as 
the Presidential Flag, his seal, 
his oath of office, and finally 


gambling houses which were 
known 
as 
“ Gambling 
House 


the 
period, between 
1800 and 1900' other areas of the 
world, including Africa, Ocean­ 
ia, the South Sea Islands and 
Canada, 
used .some 
type 
of,.' 
the 
pledge 
of 
allegiance—ail Wooden Money — sim ilar to the 
against a background of red, paper and m etal currency used 
white and blue. 
today in the United States. 
When 
Kram er displays his 
The United 
States had its 
¡collection, he wears a unique first issue of official wooden1' 
costume covered with wooden money in 1931 in Tenino, Wash, 
nickels and dons a nickel-cov- This was emergency scrip is-! 
ered hat to match. 
sued and used by the mer- 
In 1.969 K ram er issued w h at: chants and townspeople due to 
is believed to be the first wood- the failure of a bank' in that 
en 
Christmas 
calendar, and community on Dec. 4, 1931. 


Judge from Pittsburgh Expected 
To Get 3rd Circuit Court Nod 


PHILADELPHIA (AP) - A asked Nixon to withdraw his 
federal judge from Pittsburgh name. 
is expected to get the seat on 
The 3rd Circuit Court handles 
the prestigious 3rd U.S. Circuit federal appeals from Pennsyl- 
C'ourt of Appeals that President vania,;' New Jersey, Delaware 
Nixon once promised to former and the Virgin Islands. 
Pennsylvania Gov. Raymond P. 
Pennsylvania’s two Republi- 
Shafer. 
can senators, Hugh Scott and 
Actually, District 
Judge Jo-; Richard 
Sc.hwe.iker, 
then 
'Of­ 
fered the nam e of Sennett. a 
young Erie lawyer who had 
managed Scott’s successful 1970 
for the post that re-election campaign,. 
vacant 
since 
But Sennett, 'like Shafer, also 


seph F. Weis Jr., whom sources 
close to the court say will be 
nominated early in 1973, is the 
third choice 
h a s 
been 
February, 
1970 
when 
David found disfavor with the ABA 
Stahl died. No seat has ever and for reportedly the sam e 
been vacant so long in the fed- reasons as Shafer, 
era! judiciary. 
_ 
An informed source, who de- 
But, at least, Weis has the clined identification, said Sen- 
unanimous 
approval 
of 
the nett lacked “judicial tempera- 
American 
Bar ^ Association’s me,nt”—which, normally means 
p o w e f f u I. behind-the-scenes too much political partisanship, ¡; 
Committee 
on 
the 
Federal a la Shafer, and not enough le- 
Judiciary. It turned down Sha- gal expertise to qualify for the 
fer 
for 
lacking 
legal 
ex- difficult appellate post, 
perience—and 
then, 
rejected. 
And so last month, Scott and 
William Sennett, state attorney Schweiker turned to Weis—and 
general under Shafer, for the found no obstacles, 
same reason. 
Bernard G. Segal, a Phila- 
The bar group, except In. U.S. delphia 
lawyer who 
Is past 
Supreme Court choices, report- president of the ABA and once 
edly has been given virtual chairm an of its judicial com- 
veto power by Nixon and the mittee, 
described 
Weis 
as 
Justice Department over feder- “ very highly qualified." 
al judicial appointments. It has 
The 49-vear-old Weis was ap- 
been sereeming potential judges pointed 
to 
the 
U.S. 
District 
since its formation in 1949. 
Court for western Pennsylvania 
Shafer, form er district altor- in 1970 after serving two years 
ney of Crawford County, ago- as an Allegheny County judge, 
nized nearly a year hoping the And he adm its he looks with fa- 
ABA committee would reverse vor on the probable promotion. 
Its refusal to give him, a. favor- BROADER VIEW 
able rating. Then, he finally 
“ I' sat for a week with the 
circuit court a year ago,” Weis 
relates. “ It’s very interesting j 
because it’s really where the 
law is m ade, I think you can 
get a broader view of the law 
from there. 
“ So I’m sure I would enjoy 
it." 


Popular Show 


On TV Wins 


I m a g e 
AWfll* S 
Weis, the father of three chit- 
LOS ANGELES (AP) —“ All ¿ren, went to Duquesne for his 
the television undergraduate degree and then 
In the Fam ily,’ 
series that pokes fun at bigotry, 
Is one- of the winners of enter­ 
tainm ent 
“ Im age" 
awards 
from the National Associate n 
for the Advancement of Colored 
People. 
The awards were presented 
at the Hollywood Palladium. 
“ All in the F a m ily ” producer 
^ was 
John 
Rich 
and 
co-star Jean 
S t a p l e t o n 
won 
awards, given for "propagating 
the image of the dignity of all 


to the University of Pittsburgh 
law school. 
He specialized in civil cases 
until Shafer tapped him for the 
common pleas court in 1%8 
then was elected to a 1.9-year | 
term a year later, getting both 
p a r t y 
endorsements 
even 
a Republican. 
W as 'declines, to get pinned j 
Image 
c[own to 


men. 
Other 
winners in 
vision category were ~...j ™ . . . 
Williams and Cicely T y » n for 
^ 
^ 
performances 
. sensitive or 
Song" and 
Neighbors, 
ano 
Redd Foxx 
for "Sanford and 
, 
. .. . 
. . 
Son ” NBC's "Guiltv by Reason m ^*}[ ln 
middle 
of the 
of Race” was named best docu- ro*L 
^ 
^ 
^ 
^ 


T 
recording. Aretha Franklin W eb » triple-A raling for pro- 
and Bill Withers were chosen. motion by Nixon, howewer. h b 
best singers: the Jackson Five, lack of active politca1 p a rtid -1 
the Staple Singers and the Su-potion and his dedicated work 
oremes 
best 
singing 
g r o u p s , as a lawyer and a judge played 
and 
best 
gospel 
album 
was [heavily in his favor. 
The source summed 
it up: 


the tele- 
Billy Dee 


“ I try to take each case it 
comes, without having any pre­ 
determined. 
philosophy 
about 
it.” he says. “ A judge has to be 


he tined 
liberal? 
guesses. “ I'd 


to con- 


put 


“ Amazing Grace. 
In 
motion 
pictures, 
Sings the Blues" was 
movie of the year 


“ Lad> 
named 
"The label the committee likes 
is legal ability and judicial 
strength." 


...WE’NE GOT G IF T IDE4S 


Colorful 
C ounter-top Appliances 


2-Days 
O nly 


a. A utom atic Grill-W affler . . 
is Teflon11 coated. Bakes 9-in. waffles T 
. . . or reverse to grill steaks, eggs, 
bacon or sandwiches. Parsley or cur­ 
ry color. 


b. 1 4 -speed Blender with Insta- 
Blend on-off. Blend Master 5-cup- 
glass jar with ’folding ' action is dish­ 
washer washable. 


c. Pushbutton Broiler . . . push­ 
button change from bake to broil. 
Shining chrome plated inside and out. 


d. 100% Im m ersible Fry Pan . . . 
_ stick Teflon II lining. High-dome 
lid tilts 2 positions to reduce spatter. 
Choose it in parsley, curry, poppy. 


CHARGE IT on Sears 
R evolving C h arge 


Save 80c to sl n Appliance SALE 


W * 


YOUR 
C H O IC E 


regular S6.9.) 
re g u la r s8 .9 9 
re g u la r s8 .9 9 
A utom atic Can 
3-Speed Hand Mixer 
New A utom atic 8 
Opener 


SHOP AT SEARS AND SAVE 


Satitfocthon Guaranteed or Your Money Back 


Cup Coffeemaker 


0 I 


siA is, b o is v o i aw* c a 


Norco Shopping Center 


Hu. 721 and 100 ByPu»» 
Phone 3234)600 


regular $8.99 


Two-Slice Toasters 


OPEN FRIDAY 9:30 A.M. to 11 P.M. 


NEW CHRISTMAS SHOPPING HOURS 


D a ily 9:30 A.M . to 10 P.M . 


'ill 


French Cracking Down on Basque Autonomists Near Spanish Border 


By JOHN VINOCUR 
fvious'y one of the aspects of'striking because until the last! Franco’s regime ended, the Bas- 
Associated Press Writer 
the deal is turning the screws two years the French seemed que moment of nationhood and 
ST. JEAN DE LUZ, France on us.” 
to leave the autonomists alone, then tried to stam p out what 
(AP) — At 68. Telesforo do 
The action 
against Monzon, They 
are ironic, as well, be-¡remained of a desire for inde- 
Monzon found himself this fall w ho was the interior m inister cause the Basques have at least pendence. 
under house arrest. The ex- of Euzkadi, the Basque republic as strong historical clairhs to 
The 
autonomist 
movements 
pi a nation 
given 
him 
was 
a formed 
from 
three 
Spanish nationhood as the French Cana- 
¡ d 
however 
inri in 
vague one, but Monzon felt he provinces for nine months in 
diana 
for whom. 'Charles 
de . 
understood the French govern- 1936 and 1937, is just a sm all Gaulle shouted, ‘‘Vive le Que- a 


doc. 
But the 
Basque autonomists 
the 
Spanish 
Basque 
country ¡which they claim enter France ¡aviation industry. 
have been expelled from the in border areas to hunt for Bas-j 
Moreover, it is argued that 
- 
. 
... . 
French Basque regions and or- que refugees. These 
incursions! the French are trring to set 
feel the fact of their 
repuonc in 
dered to live in areas of France! have been verified 
for 
local themselves up as the country 
1930s takes their 
movement 
bordering on Belgium or Ger- journalists by French customs Spain can regard as its 
b e s t °ut 
the folklore sen g 
many. No specified reason is m en. 
friend in the Europe of the en-! Basque jai-lai or espaoriues. 


three 
years 
have 


thg given for the expulsions, but.It 
The official reply has been larged 
Common Market. This 
assumed French authorities .. . 
. 
, the oolitiral refn would 
place France in a post- 
ink the refugees are using tnat most oi tne P°lltlcal r«tu* 
- 
is 
think 
EUROPE OF FU TU RE 


, 
..... 
—- 
o— 
— 
o 
., 
_ 
Soain’s 
eventual 
integration 
“ We’re not 
thinking of nur 
m eut’s reasoning very well. 
element of a general crack -b ee Libre.” 
dominated by young activists, France for 
a base to attack 
§ees ,n tne Basque country - into 
Europe 
aná 
to 
receive n 
a t i o n 
in the old tenns of pass- 
“ I don’t look like much of 
a down by French authorities on 
There are about two million notably the Euzkadi Ta Azkata- 
Spain. ¡those who live there “ peace- 
Spanish backing for France’s ports or customs m en,” said 
bomb thrower, do I?” he asked Basque autonomists near the Basques in Spains easternmost SUna group, Basque for “ Bas- 
One of a group of 
Basques fully” — “can still count on the interest 
in 
leadership 
in 
a Jacques Abeberry, 3 leader of 
a visitor. “ But what I am is 
a Spanish 
border. provinces and aaotl^ r 250.000 
country 
and 
freedom.” who went on a 
hunger strike in liberalism of the French gov- Mediterranean bloc. President the autonomist group Entoata. 
France, willed by a taj- I V j r am wd g w rrill, activ itte lhe Bayonne Cathedral to pro- e r n m e n t . ■ ■ A c 
o 
m 
m 
u 
n 
i 
q 
u 
e 
f 
S ü t T 
u - 
Basque and an autonomist, and 
this a very bad time to be both. LEFT ALONE 
in 
guage 
whose origins 
a 
are 
to 


France is going out of its way 
The 
house 
arrest 
and 
ex-know n and a feeling of sepa- in Spain have brought tough le9t the expuWons, said. 
m easures by the Spanish — 
•All added: -There is no agreem ent f 13* Spal" sJl<H,ld be Permitted 
® 
to enter the Common Market m 
to" court 'business and "friendship pu'fcion order., and .he banning: ra.enes, from the Spanish and 
" 
3* is * * * 3 P««U cl ref- or understanding a. any level 
S n 1 l ! ^ f a “ 
tie !? 
with Franco's Spam. And o b -of certain 
organization, 
a r e l F r e n c l t . 
Gen. 
F ra n c i^ o ^ 
^ 
te fu g e e ^ n ugee com m it, an offend, then 
lcaders would’choose be gone. What we want to be ,, 


Florida Officials 
No-Fault Rates 
Hoping 
Will Drop 


TALLAHASSEE, 
Fla, 
(AP) 
— Florida insurance officials 
are 
keeping 
their 
fingers 
crossed that firms selling no­ 
fault automobile insurance, told 
to reduce their rates by the end 
of January, won’t try to raise 
them instead. 
As no-fault nears the end of 


I has made it clear he will use 
his power to review' rate struc­ 
tures against any of the 75 
firms he told to reduce their 
rates if they fail to comply, or 
against any which file for rate 
hikes. 
“ It could be a year filled with 
an awful lot of rate hearings,’1 


France,’ and the French'crack- arrest him and try him. But for t ^ r T a r e ^ Iw der d o ta tio n s t0, ™ice •* « * « * ¿ 
3" ft™ * 1B -.o UCa M opleT a> » 
down' 
th-ft you need evidence, and the by the Spanish police” 
<* 
under Franco. 
which the Basque people r a u i 
Many of the autonomists date po’ioe have none. What they 
The 
Basques believe, how-* 
The 
Basques 
think 
the 
right to 
n* 
the crackdown to the appoint- are doing, in effect, is taking ever> that the new French eco- French are afraid, as well, that tia ‘ 10 
, ff 
L 
merit two years ago to a local hostages 
and 
striking 
at 
a nomic push toward Spain is the the 
Basque 
movement 
could 
0 
€ P® 
adm inistrative 
post 
of 
Ray- grow instead of individuals ” 
essential factor in the crack- serve as a training ground for of the Frendl tlghtefnng up 
mond Heim, a career police of-j 
The expulsions were accom- down. Thev cite the French VAimtT , 
, 
4¡„ w c 
^ ^r*nS together factions 
ficer and ctose associate of In- ponied last month bv a decree sale of 30 Mirage III jet fight- • 
7* 
iwi-wing ac.ivisis vvno ^ ^ 
Risque movement that 
terior Minister Raymond M ar-|‘*i«so,ving ETA ini France and 
ers to Spain and the contract r,1!g 
under 
other 
circum- jy>nnauy had poor or nonexist- 
under the fault system of last j cellin, the top French law en- by a. 
police charge, 
accom -signed last year to provide an fiances, turn their attention to ent relationships. United in a. 
w ie d bv tear gas, to break up A MX .tanks 
to 
the 
Sosnis*1 -urely 
French matters. There feeling of persecution and new 
demonstrations 
in 
Bayonne, j army. Spain also is participé- 
is also the risk, they add, that 
solidarity, 
they 
would 
now 
The Basques friso contend that ing in building the European Basque 
activities 
encourage seem to have been pushed into 
French authorities have turned Airbus, a program the French ether French separatist move- a position that could lead to 


vear. More people are being forcement official 
paid and they are oeing paid 
more 
promptly. 
No fault 
is NO REASON 
working well, but it is too early 
This year alone, say the Bas­ 
to say just how well.” 
•ques, 26 political refugees from a b'ind eye to Spanish patro’slhave 
chomrvened 
theirIments in Brittany or Langue- violence. 


its first year in Florida, those ¡ commented 
O’Malley, elected 
who administer the law claim jn 1970 on a no-fault platform, 
that 
it 
has 
been 
over- 
The Florida Association of In- 
whelmingly successful in bring-s u r a n c e 
Companies called 
ing about prompt payment of O’Malley’s 11 per cent request 
claim s and in taking most acci- prem ature. One of the nation’s 
dent cases out of the courts. 
largest 
automobile 
insurance 
They say the Florida law is firms, 
Allstate, said that 
it 
doing a better job of keeping hadn’t 
saved 
a dime 
under 
down over-all premium costs Florida’s no-fault law. 
than 
the 
two-year-old 
Mas- 
a 
spokesman 
for 
Allstate 
sachusetts law. 
noted, that O’Malley’s 1.1. per 
Insurance Commissioner Tom. cent 
reduction 
proposal 
was 
O’Malley 
said 
no-fault 
has “just a suggestion, not an or- 
proven so successful — both for der,” and said the firm’s offi- 
conipanies 
and 
motorists 
— cials had not yet determined 
that an 11 per cent reduction in whether to comply, 
bodily injury rates was “ in or­ 
der.” It would mean a savings NO PLANS 
of between $4 and $12 next year 
State insurance officials and 
to most motorists. 
industry spokesmen said they 
But the real proof of no-fault know 
of 
no 
plans 
to 
defy 
won’t come until after Jan. 1, O’Malley with a flood of rate 
its first anniversary and the hike filings in January 
first tim e since it took effect 
“ I wouldn't want to specu- 
that companies will be able to late, but I have not even heard 
file for rate hikes. 
any 
suggestions of such 
fil­ 
ings,” said Deputy Insurance 
M O D IFIED VERSION 
Commissioner Tom Brown. 
On New Year's Day, Florida 
H arry Landrum, who helped 
returns to a modified version of ¿ raft the no-fault iaw as staff 
the so-called California rating director for the Senate Com- 
plan, where companies, in es- merce 
Committee 
and 
now 
sence, set their own rates. 
serves, as a lobbyist for the 
The theory is that rates arc American 
Insurance 
Associ- 
kept down through competition. aHon, said: “ I think most com- 
As an added safeguard, the leg- ponies are satisfied with no- 
islature gave O’Malley the pow- fau¡t and j haven’t heard of 
er to toss out any rate filing he anv 0f them planning to fi'e for 
deemed excessive after holding raje increases.” 
hearings. 
However, he said much would 
Although he included his 
depend 
on 
each 
company.] 
P61" .ce.nl.reduction ini a deP® ‘ vear-end review of ita profits 
menhU directive 0 Malley does ;,when a]{ thp figureg on thtf 


not have the actual P°we 
1 fjrst year’s experience with no- 
order a ra e cut - as Mas- fgu,t wjU be jn „ 
sachusetts Insurance Comm is-, 
, 
sioner John Rvan recently did. 
” 
redudior,v ordered 
ordering a 27.6 per cent reduc- though rate reductions oroeren 
tion and a $.17 miUion rebate to 
M assachusetts sound m ore 
nolicv holders 
dram atic than those in Florida. 
However, the Florida official insurance actually is cheaper in 
the sunshine state. 
“ There have been great m is­ 
understandings as to how the 
laws of the two states work,” 
O’Malley said. 
FBI Recovers 
Materials from 
Indian Office 


RISEN SHARPLY 
The Florida official said that 
although Massachusetts, which 
KANSAS CITY (AP) — Paul has had no-fault since 1970', has 
C. 
Young, 
special 
agent 
in ordered several substantial re­ 
charge of the FBI office here, ductinns in bodily injury cov- 
said this week agents recover- erage, the cost of otber types of 
ed in the Kansas City area coverage — such as collision 
m aterial taken from the Bureau and property damage — has 
of Indian Affairs office in Wash- risen sharply, 
ington during its recent occu-j 
“ The net effect is that the 
pancy. 
,* 
_ 
over-all cost of insurance has 
Young said two investigations g0ne Up jn Massachusetts while 
were conducted at the campus ¡j>s g0ne down 
in Florida,’*’ he 
of Haskell Indian Institute at sajd. 
nearby Lawrence, Kan. He said 
states mandated an ini- 
the 
articles 
included 
books, ¡¡ 
C€r¡| ra¡€ CUf when 
records, paintings and artifacts no_fault took effect. O’Mallev 
and were taken under w arrants sa|d a p0ijCy that would cost 
from individuals and from two 
jn Miami today costs as 
aut°s - 
’ 
. 
. much as $606 in Boston. 
, « ich*rd 
^ ^ L k ñ 
itld 
The American ln.urar.ee As- 
U.S. attorne 
‘ H sociation says: “Florida pays 
the 
m \estipa ion.s, 
„ . 
higher benefits from a rate lev- 
last Wednesday through Satur 
* 
lowe_. (hai) Mcssachu. 
dav and were continuing. 
| 
•» 
M eyer 
said 
two 
w arrants setl; 
were issued for a search of Wi- 
Although 
no-fault 
in 
both 
nona 
Hall 
on 
the 
Haskell states has the same banc^pnn- 
cam pus and that the search «pi® - <W 'f. payment of bod- 
vieldcd several art objects con-.ily injury claim s regardless ot 
firm ed as being from the B1A 
at fault in an a-cident 
!f; 
Florida’s coverage offers more 
An additional w arrant was Ls- benefits, authorities here say. 
sued for an off-campus apart- 
The Florida law, for instance, 
m ent, where several documents permits motorists to collect up 
from the B1A office were found, to $5,000 without going to court, 
M eyer said. 
while Massachusetts limits no­ 
lle added that 'paintings and fault benefits' to $2.000. Florida 
other artifacts were recovered also has higher liability tnaur- 
from an unoccupied car parked ance 
requirements — $10.000 
in front of the Haskell adminis- per person, $20.000 per accident 
tration 
building. 
Meyer 
said and $5.000 property damage, 
receipts were given to the per- 
M assachusetts requires $5.000 
sons who claimed 
the objects per person, $10 900 per accident 
and that the car had Utah li- and 
$5.000 property 
dam age 
cense tags. 
and did not require any proper- 
Dr. Bill Burgess, dean of in- ty dam age liability coverage 
struction at Haskell, said about until this year, 
eight of the Indian College’s 
Both states require this liabil- 
students participated in the re- Uy coverage to be carried in 
cent dem onstration at the In-¡ addition to no-fault protection, 
dian agency building in Wash- 
Also, a law which Ukes effect 
ington. He said he was uncer- next July 1 raises mandatory 
tain if the persons questioned liability coverage in Florida to 
at 
the 
off-campus 
apartm ent $25.000 per person. $25.000 per 
were students. 
j accident 
and 
$5.000 
property j 
Wallace Galluzzi, superintcn-; dam age.B 
dent of the institute, said he 
knew mottling of the seizures, 
but that FBI agents had been 
on the cat *"» s last week ques­ 
tioning students. 


The A I.A regional vice presi­ 
dent, 
William 
Martin, 
said: 
“ About 50 per cent more peopl 
-»re being pa d benefits uir’e 
the (Florida) ro-fauit law thn, |i 


SAVE >2“ 
YOUR CHOICE 


Regular $ 1 5 .9 9 


P rofession al H ockey. Fast-action 
roller puck keeps you m ovin’ e v e ry 
minute !' Has positive lever action player 
control, delayed action, puck drop. 


Super Howl Football. Electric action 
game stars 2 "Pro” teams! Total Team 
Control™ directs action oí each player. 


LITE BRITE 


reg. 


$7.49 5.99 


IDEALS 


TOSS ACROSS 
SCRABBLE 


reg. 


$9.99 


reg. 
$4.49 


TALKING DROWSEY 


reg. 


$7.30 5.99 


PIVOT 


POOL 
YAHTZE 


BUFFY 
HAIR STYLING SET 


reg. 


$2.19 


SKITTLE 


POOL 


Aggravation 


reg. 


$18.29 15.99 


rep. 


13.99 


SPORTS ILLUSTRATION 


HOPP1TY HOP 


reg. 


$6.89 4.99 


SKITTLE 


BOWL 
GAMES 


reg. 


$7.99 


rep. 
§8.99 


SHOP AT SEARS AND SAVE 
Satisfaction Guaranteed 
or Your Money Back 
Sears 


SEARS, ROEBICK AND CO. 


NORCO SHO PPING CENTER 


RTS. 724 and 100 BY-PASS 


PHONE 323-0600 


OPEN FR ID A Y 9 : 3 0 A.M . to 11 P.M . 


NEW CHRISTMAS SHOPPING HOURS 


DAILY 9:30 A.M. to 10 P.M. 
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American Finds Wealth and Adventure in South America 


ASUNCION, Paraguay (APnChaco district near the Bolivian 
— In 1929, when the stock m ar border. He has one of the coun- 
ket 
crashed 
and 
the 
United try's big cattle ranches. 
States plunged into depression.,; 
“ It was a great struggle, and. 
a young American packed, his,I plowed everything back in,” 
bags 
and 
headed 
south 
for Eaton said, recalling his early 
wealth and adventure. 
pioneer years in the Lengua ln- 
Robert 
J. 
Eaton, 
now 
63n dian territory, 
found both in Paraguay’s wild I 
Eaton is tali and lean and 


speaks with the easy drawl of a 
frontiersman, but he was born 
in South Rovalton, Vt. 
“ When I. finished high school. 
I went to the Southwest, work­ 
ing cattle in New Mexico and 
Arizona, 
but 
I 
really 
didn’t 
know much,” he said. 
At the age of 20' he went. to I 


New? York and took a job withj 
a U.S. firm in the beef and 
meatpacking industry here. “ I{ 
wanted to go to .South, America, 
but 1 didn’t even know where ¡ 
Paraguay was,” he says. "I 
sold myself as a cattle fore­ 
man, but not for much—my 
salary was $50 a month,” 


Eaton stayed with the firm 11 
years and was caught up in 
the Chaco border war fought 
between, .Bolivia and. Paraguay 
in 1932-35. “Our company fort 
was bombed and we saw the 
disagreeable part,” he recalls. 
“It was a very bitter fight.” 
By 1940 Eaton, had saved. $6,- 


000 and with this he leased 40,- 
000 acres of scrub-brush land In 
the Chaco and bought 1,000 
'head of cattle. Now he owns 
272.000 acres and 2:0,000 He re- 
fords and still is increasing the 
herd. “ We have cattle and real 
estate but no money,” he says 
with a smile—but he is consid­ 
ered one of the wealthier for­ 


eigners here. 
Eaton met and married his 
Paraguayan wife, Dorothy, in 
193,2 and the couple had two 
sons and. a daughter, all. living 
in the United' States. 
The Eatons now have their 
home and office in Asuncion 
“ but Dorothy spent 20 years out 
with the Indians,” Eaton said. 
Gregory Peck Still Enjoys Making Western Movies 


E D ITO R S NOTE — The 
man w h a played Captain 
Ahah in “Moby Dick” noto 
heads his nun company call­ 
ed Melville Productions. So 
does Gregory Peck tie his own 
life together, from his memo­ 
ries of Ms Western grand­ 
father to his trice of Western 
drama, from his role as a re­ 
formed 
gunfighter 
to 
his 
search for peace. 
By HAL M cCLURE 
Associated Press Writer 
SARCO, 
Israel 
(AP) 
— 
Gregory Peck stands on loca­ 
tion on the dusty street of this 
Israeli movie town and says his 
favorite 
Western 
was 
“The 
Gunfighter,” which he m ade in 


1 195(1 and which is still described 
as the first adult Western. 
But this is a grizzled Gregory 
Peck, 
looking 
somewhat 
like 
Gabby Hayes the younger and 
taller. Now 56, Peck admits, 
“'Sure I. like to dct Wei tenis. I 
guess I. made about 10' or so be­ 
ginning with ‘Duel In The Sun,’ 
in 1946.” • 
He wears his wide-brim hat 
Pony , Express 
style, 
and 
¡smooths 
his 
black 
beard 
!flecked with white, and thinks, 
about 
Westerns and the 
life 
they describe. 


“OUR H ERITAGE” 
“W esterns go back to our 
roots, our heritage if you will. 


The Western la easy to tell, 
You can say so m udi with the 
cam era 
alone, 
without 
much 
dialogue. Of course they didn’t 
say much in those days.” 
Peek walks to the end of Sar­ 
c o s dusty Street and enters the 
film company's air-conditioned 
motor home, brought all the 
way from California. 
He recalls his boyhood in La 
Jolla, Calif., in the 1920s, of 
seeing totter inf" Civil War vet­ 
erans parading down 
a dirt 
street. 
And he remembers with fond­ 
ness his Western grandfather 
who owned a livery stable “and 


had a white bean! longer than 
mine. I can still see the yellow 
tobacco stain in it.11 
He pauses: 
Those were the 
¡last days of a fading era and I 
was lucky to .see and remember 
lit. We’re still telling their story 
| in films.” 
This brings Peck to the busi­ 
ness at hand, starring in “Billy 
Two Hals” with Desi Arnaz Jr. 
and Jack Warden. 


SIMPLE STORY 
The picture gets its name 
¡from a half-breed played by 
young Ama*. “ His father had 
two hats, 
Billy’s mother re-; 


(rails, hence 
the nam e,” ex­ 
plains 
Peck. 
“ It’s 
a 
nice 
straightforward story and it’s 
told sim ply." 
Billy Two Hats,” budgeted 
for LI million, is the first big 
Western to' be shot In Israel. 
Norman 
Jewison’s 
Algonquin 
Films is making it for United 
Artista. 
“The kids, young film stu­ 
dents, 
ask 
about 
pictures 
I 
made 20-odd years ago,” Peck 
says, turning from the window. 
“They know more about them 
than I do. They read the foot­ 
notes, 
“ Maybe the kids concentrate 


too much on the footnotes of 
movie-making. 
I 
don’t 
know 
what many of them are doing 
in 
film 
classes. 
Some 
donr 
even want to make films.” 


IS IM P R E S S E D 
Peck is impressed by the Is­ 
raeli 
youth. 
“ I 
see 
young 
people everywhere 1 go in Is­ 
rael. Young security men met 
us at the airport. Young people 
come over to the set from, a 
kibbutz nearby. 
“ They're all involved, com ­ 
mitted 
Peck, the actor, turned Peck, 
the com mitted producer, last 


year when, he made ‘“The Trial 
of the Catonsville .Nine',” The 
experience was sobering. 
“We got some wonderful crit­ 
ical reviews, but the picture is 
' not doing well art the box office. 
People don’t 
want 
to 
know 
about the Vietnam war. They 
just wanl it to go away.” 
He plans to concentrate more 
on production in the future. His 
Melville Productions, Inc., will 
«tart shooting the true story of 
a 
young 
Southern 
California 
youth who sailed alone around 
the world in a 24-foot sloop. 
The 
movie 
will 
be 
called 
“ Dove.” 


His 
stately, gray-haired 
wife 
said she would much prefer to 
go back and live in the Chaco 
and had no fear of the Indians. 
“They were my guardian an­ 
gels, they took care of m e,” 
she said. 
Eaton employs about 60 In­ 
dians on his ranch 200 miles 
northwest of Asuncion. "They 
are stilt pretty wild people,” he 
observed, “ but we’ve been suc­ 
cessful in hiring them although 
they have never worked for 
anyone. 
Even 
the 
12-year-old 
(boys want to be horsemen.” 
One 
of 
Eaton’s 
proudest 
achievements was a study he 
made in 1966 In South Vietnam 
at the request of the University 
of Minnesota. “ We examined 
the feasibility of the Montonero 
tribesmen raising cattle in the 
central 
highlands,” 
he 
said. 
“There is beautiful pastureland 
and they have everything they 
need but no security.” 
He makes frequent visits to 
the United States and has flown 
his own plane back and forth 
on 
several of 
the 
journeys. 
“ I’m a bush,pilot but I don’t 
have my U.S. instrum ent rating 
yet. That’s, my next goal.” 


Figurine Makers Face 
I : 
Tooth Shortage 


It was the mftgical creature 
the Eskimos used to send to kill 
their enemies, - 
Now it is a part of Greenland 
folk art. The imaginative and 
bizarre figures are carved by 
Greenland 
artists in 
the six 
long months of winter. No two 
are ever alike. Some stand up, 
a few inches high. Some crawl, 
I or appear to swim. Some have 
!two heads, 
both well 
armed 
with enormous teeth. 
The Royal Greenland Trade 
Department used to buy whale 
teeth from. Norway and Ice­ 
land. But those sources dried 
upm To keep the artists going 
the department turned to Ja­ 
pan. but whale teeth are much; 


•■It is a short to ’enter *China 'n (f emanf. 
™ 
2 
for the first time and an even n 
n* 
w 
^ 
ls ,M'lnK 
greater shock to return to our 8iv«" to importing ivory or hip- 
country after visiting there,” 
^ 
,m 
^ 
¡ 
says the author of a new book 
original 
tupilaks 
were1 
about the long forbidden coun- ma*j« 
by 
the 
Angakok the 
trv 
6 
medicine man of the Eskimo. 
“To 
judge 
it 
by 
W estern T,h*>' were fearsom e cree ons 
standards leaves one totally at °f *M;nes. skin, turf and feath- 
a loss,” Lois Wheeler Snow told ers- 
an audience recently at George- 
town College. 
5SAL B0NE 
The widow of the late Ameri-I 
A really effective tupilak had 
can journalist 'Edgar Snow, who: to have a seal bone to enable it 
spent a lifetime writing about to swim, a ptarmigan bone to 
China, 
recently 
completed 
a help it fly, a raven’s bone so it 
book of her own—“China on could scurry across the ground, 
Stage”—in which she focuses a piece of human skull to make 


JAKOBSHAVN, 
Greenland 
(AP) — The tupilak makers of 
Greenland have a supply crisis. 
The 
decline 
in 
whaling 
has 
caused an acute shortage oí 
their raw m aterial—the whale’s 
tooth. 
And what might a tupilak be? 
Well, you’d be sorry if someone 
sent one after you. 


Author Talks 
About China 
In New Book 


GEORGETOWN, Ky. (AP) - 


on the country’s new ,' revolu- it think, and the 
tiontry opera, theater and bal- a polar 'bear so 
let. 
victim to death. 
as 
or teeth of 
to bite its 


SETS EXAM PLE 


“China hafl set 
dintry 
example 


The bones were fleshed out 
with turf and Wrapped in hide, 
extraor* Feathers were added for flying. 
The tupilak had to be1 made 
I a n | 
of 
decency, 
courage an dself-reliance for the w» h the use of only the thumb 
rest of us,” she said. 
and little finger. It was brought 
Among the things she said do to life by crooning a spell by 
not exist there are s t a r v a t i o n , ; ^ light of a waning moon. 
inflation, 
pornography, 
vener 
eal disease, prostitution, aleo 
holism, and racial prejudice. 
“ Socialism 
(“It is not 
communism,” she insists! 


The process was not without 
risk. One error in ritual and. the 
tupilak would turn on Its crea-, 
yet tor and kill him. 
has 
Unce the tupilak was sent on 
made an enormous difference it* way it would shadow its vie-; 
in China and it is a lot different tim, waiting for the right m o-1 
than, w hat people think 
be.” Mrs. Snow said. 
It to ment to strike. It might climb 
out of the sea onto the back of 
She said the Chinese people the 
victim ’s 
kayak. 
It could 
were “ moral to a degree many hide under the bed platform in ¡ 
of us would be lard put to emu- the hut, waiting to strike at the 
late.” 
¡sleeping target. 
Mrs. Snow accompanied her 
'husband, to China, for the first ALERT ENOUGH 
time in 1970, “when U.S. vis- 
Rut if the intended victim 
itors were of extreme rarity was alert enough to spot the 
and before ‘ping-pong’ became tupilak 
before 
it 
struck 
he 
a politically significant word.’’ could save himself by destroy- 
She returned, to the country ing it. Or If the victim had" 
last spring following her tins- stronger magic than the send-j 
band’s death. 
er, he could return the tupilak] 
The Chinese have come far in to kill its maker, 
a c h i e v i n g 
an 
egalitarian 
The present day figures had 
society, she said. In fact, she their origin when Angmagssalik 
added., the main purpose of tie was colonized in 1894,. 'The Dan-! 
so-called cultural revolution of ¡¿j) governor, Johan Petersen,! 
the mid-1960s was to stop those asked 
what 
a tupilak 
looked 
bent on forming an elite class 
The 
Eskimos could 
not 
and moving the country from draw, so carved a model in- 
“ proletarian socialism” to “So- stead. The idea spread around 
until: the little figures became 
collectors’ items for colonists! 
and explorers. 
Despite the intrusion of plas-¡ 


viet revisionism.’ 


MANUAL LABOR 


“Everyone 
in 
China 
does . . . . . . . 
, 
_ 
. 
manual labor,” she pointed out, tic into the Arctic, the Green-1 
including even some of the bal- land carvers adhere faithfully 
let dancers .she wrote about, to the traditional methods and; 
who spend part of their tim e materials., 
. . . . . 
, 
working in factories. 
Don t be afraid 
the modern 
“From kindergarten on there tupilak is quite harmless, de­ 
ls a stress on ideology. Chi’dren spite his savage appearance, 
are taught that labor is digni- 
Or so the smiling, black-eved 
fled and honorable. They learn Greenland 
sales 
girl 
assures 
what life was like before the you as she wraps it foryou in 
revolution and how much better the souvenir stop, 
things are now.” 
Family 
life 
remains dose. JACK N0W HAS 
she noted, possibly even closer 
cyBS 


,han bef0re * 5 S T t a & b f c 
INDIANAPOLIS 
(AP, 
families have Jack, a 14-year-old lion at In- 
heen elim ’nated. 
dianapolis zoo, described as a 
One of the reasons for the bit on the scrawny side, has fa- 
country’s low crime rate, s h e a r e d wo more cubs brmging 
explained, is that there is no his total number of offspring to 


■:V\irsC‘ Snow said free speech! 
A new daughter and son were 
and the right to dissent exist as born recently to Jack and his 


cause many 
that often 


long as they aren't “counter­ 
revolutionary.” 
“There is capital punishment 
but It occurs infrequently." she 
said. “There Is a stress on re­ 
education whenever possible.” 


mate. Martha, at the zoo. 
The aging father now is fed 
ground meat rather than large 
chunks' of m eat so to can chew 
and digest it more readily, zoo 
officials said. 


Italian Bedspreads 
rem iniscent of... 
Florentine tapestries 


"LOMBARDY" 


Kine Size, Regular $59.99 ...................... 49.97 


"EBERA" 


Queen Size, Regular $ 32 .98 ................ 27.97 


Full, 
Reg. 
lit.ft 
Full, teg. ni.tr 


' x2 *0* 


he *• . . 


.r 
SAVE *5 ANTIQUE SATIN 
SHOWER DRAPERIES... 


Estron* acetate, protected by match­ 


ing sa«¡trt'*ita©lí vinyl liner. 
Includes, 


valance. 


66x54-ln., Regular $12.99 ___ 


66x45-1 n,, Regular $12.99 ----- 


Regular S14.tr 
49x7Mn. 


Now $9.97 


Now $9.97 


OFF! 


COLORBL'RST TOWELS IN 7 COLORS 


Drylon" cotton and rayon soaks up mora 
moisture than cotton alone. Velour finish 
one side, flips to looped side. 


SI. 99 Hand Towel... 1.39 8 9 'Quaat Towal..............79* 
79* Faea Cloth.............. 69' S3 29 Bath Mat ....$ 2 79 


SHOP AT SEARS AND SAVE 
Satisfaction Guaranteed or Your Money Back 


'IM P E R IA L " H A M P E R 
EN SE M B L E 
Pillow for the Bed 
$3 »« $14 - 


Upright Hamper, 
Reg. $14.ft 


Bench Hamper, Reg. tIS.ff 


Wattebatkel, Reg. SS.7t 


■ rush Holder, Reg. SS.49 


Scale, Regular St1.ft 
. 


Sears 


SCARS, ROEBUCK AND CO. 


Norco Shopping Center 
° P en 1 ri 


Rts, 7 2 1 am i IOO By Pa** 


P h o n e 3 2 3 * 0 6 0 0 


9 :30 a.m . t.<> 11 p.m. 


New O inelnm a Hour»: 


Daily 9 :3 0 am to 1 0 pm 


This woven shirt stretches 20% for unbelievable comfort! 
Exclusive Manhattan® “Flex-20”® Fashion-Stretch..when you stretch, it does too! 


Take a look at this zingy woven dress shirt. Good-looking, new-looking pattern. Colorful. Big,long- 
point fashion collar. Slick dual-button cuffs. Enough? No sir! Because this shirt is of exclusive 
.Manhattan® “Flex-20”fashion-stretch 80% Dacron® polyester, 20% cotton. It actually stretches a full 
(20%-both horizontally & diagonaIly:.making it more comfortable than words can describe! 


SOLIDS 


There s nothing missing in our great 
collection of Famous-Brand Men s Apparel 
... ready for Christmas shopping now! 


FANCIES 


FOR 


A BOYS Jacobs 


NORCO MALL SHOPPING CENTER • Open Evenings 'til Christmas 


UY-AWAY P U N • MASTER CHARGE • BANK AMERICARO • AMERICAN EXPRESS 


...and you don’t have to 
settle... you 
In our 
X-T-tt SHOPS 
' for Extra Tall and 
Extra Bio Men! 


ENJOY A FASHION MIRACEE! 


PACKAGE 
SALE 
PRICE 


|5' Mountain Pine Tree 
$24.98 
¡105 Miniature Lrtes 
11.94 
36' Deluxe 2" Italian Garland 
1.58 
24 Glass 2Va* Shiny Ornaments 1.98 
36" Glazed 36" Tree Skirt 
.69 
Large Ornament Hooks 
.29 
Sto-Away Box and Tree Stand N.C. 


If Purchased Separately 
$41.46 


PACKAGE SALE PRICE 


W EVERGREEN PINE 


INCLUDES 
6!4' Evergreen Pine Tree 
$29.98 
140 Miniature Lites 
15.92 
54' Deluxe 3" Italian Garland 
3.57 
36 Glass 21** Shiny Ornaments 2.97 
36" Glazed Tree Skirt 
.69 
10 Lite Star Tree Top 
3.98 
Large Ornament Hooks 
.29 
Sto-Away Box and Tree Stand N.C. 


If Purchased Separately 
$57.40 


PACKAGE SALE PRICE 


INCLUDES 
7f Scotch Pine Tree or 
7' Blue Spruce Tree 
$29.98 
210 Miniature Lites 
23.88 
90' Deluxe 3" Italian Garland 11.95 
24 Glass 2Va" Shiny Ornaments 1.98 
12 Glass 2%" Shiny Ornaments 1.19 
36" Plush Tree Skirt 
1.99 
10 Lite Star Tree Top 
3.98 
Large Ornament Hooks 
.29 
Sto-Away Box and Tree Stand N.C. 


If Purchased Separately 
$75.24 
PACKAGE SALE PRICE 


7%’ STRETCH SCOTCH 


INCLUDES 


7 W Stretch Scotch Pine 
$39.98 
245 Miniature Lites 
27.98 
108' Deluxe 3" Italian Garland 14.34 
36 Glass 214" Shiny Ornaments 2.97 
24 Glass 2%" Shiny Ornaments 2.38 
37" Ptush Tree Skirt 
3.29 
10 Lite Star Tree Top 
3.98 


Large O rnam ent Hooks 
.29 
Sto-Away Box and Tree Stand N.C. 


If Purchased Separately 
$95.09 


PACKAGE SALE PRICE 


SAVE 
21.47 


35 MULTI MINIATURE 
LITE SET 


REGULAR $1.49 


NOW 5 0 C 
LIMIT 3 


5 ROLL GIFT WRAP 


50 SQ FT 


REGULAR $1.39 


NOW 


SPRAY SNOW 
13 Gz. 


REGULAR 69* Ea.. 
LIMIT 20 


SAVE 
27.41 


10 HOUR VOTIVE CANDLES 


Asst. Christmas Colors & Scents 
Mix and Match 
REGULAR 19* Ea. 


SAVE 
35.25 


NOW 


0 0 


LIMIT 2 
LIMIT 3 


NOW 


MARATHON 25 LITE OUTDOOR SET 
C 9 x/z Bulbs — Multi Color 


W á f c if c 5 2 88 
" LIMIT 2 


REGULAR $4.79 


NOW 


45.10 


GIANT 48" SANTA OR 
SNOWMAN 
Poloron — Illuminated 
UL Approved 
REGULAR $15.49 


roved 
NOW 
o 


LIMIT 1 
FAMILY FUN TIME! 


PLAYBACK 
TABLE TENNIS 


TABLE COMES COMPLETE WITH 


3 s r CUES 


t> 48" CUES 


A n g le 


DGE ATTACHMENT 


BALLS 


X DISPENSER 


LBS. TALC 


DER RAIL BRUSH 


CLEANING BRUSH 


• PILL BOTTLE 


• PILLS 
• CHALK 


• CLOTH QLEANER 


• BALL CLEANER 


• REPAIR KIT 


•RACK, CUE AND 


BALL HOLDER WITH 


SCORER ft DRAWER 


• Uni-Structure steel frame- 
• TV' Plybend bed 
• 3« steel pedestal legs with 
blended walnut 
• Deluxe gum rubber cushions 
• Green billiard cloth 
• Woodgrain top rail 
• Shaped metallic corners 
• End ball return 
** 
• Walnut finish 
^ 


V,»" Formium bed 
Billiard cloth (green) 
Liwe-Action covered cushions 
Moulded bumpers with gum rubber 
rings 
Beautiful dark walnut vinyl grained 
finish 
Heavy duty black plastic comers and 
top rail 
Easy-to-use bed and leg levelers 
Folds compactly for storage 
Accessories: A set of 2!%" moulded 
balls, two 48" cues, chalk, game rules 
and plastic tabla cover 


Beautiful vinyl wood grain finish 
Plastic trim top rail 
Side ball return 
Efficient, easy-to-use bed and leg levelert 
Maximum strength, Formium bed 
Fully braced, easy to fold legs for storing 
Complete with two 48" hardwood cues, sixteen 
2'/»" moulded balls, plastic rack and bridge, dial- 
a-matic scoring device, chalk, free plastic table 
cover. 


YOUR 
CHOICE 


Fold A-W ay Table Tennis 


V ,i" TO P 


Playing Surface 
Is U.S. Plywood 
Novaply, 
Doable Filled 
and Coated. 


REG. $39.99 


Sim» 1958 
icE ClfT 
RT. 422 DOUGLASSVIUE 


(Opp. County Line VW ft Jay Lanes) 


MONDAY THRU SATURDAY............................. 10 to 9 
SUNDAY ................. 
12 Noon to 6 


POTTSTOWN, PA. 
326-7628 
BANK FINANCING 
AVAILABLE 
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Official Cites 'Occupation' At Baton Rouge 


By 
NEWS 
CHICAGO DAILY 
SERVICE 
CHICAGO 
— Thomas 
N. 
Todd, executive vice president 
of 
Operation 
Push 
(People 
United to Save Humanity), after 
i n t e r v i e w i n g 
Southern 
University students in Baton 
Rouge, La., decried what he 
saw as a military occupation 
of the school. 
Two students were dead after 
a confrontation with police there 
I Thursday 
after 
a 
student 
{takeover of the administration 
building on the Baton Rouge 
»campus. 
Todd, contacted yesterday by 
telephone in Baton Rouge, said 
he went there to investigate the 
c o n d i t i o n s surrounding the 
confrontation and to suggest 
possible solutions. 


He said he had been meeting 
with students, administrators, 
faculty 
and 
citizens 
since 
Sunday. 
Todd, who received his un­ 
dergraduate and law degrees 
from Southern University, was 
accompanied by Ratino Epps, 
and aide to the Rev. Jesse L. 
Jackson, PUSH President. 
The closing of the university 
until next Monday could portend 
a more permanent closing of 
other black colleges, Todd said, 
if Black people in and out of 
such institutions do not “unite 
behind their exeistence.” 
All such institutions are in 
danger. Todd said, and “ any 
distinctions 
between 
faculty, 
students and others are ar­ 
tificial distinctions.’1 
From Ms conversations with 


students, Todd said he ascer­ 
tained, 
“ Everything 
is 
very 
tense . . . There is a certain 
amount of belligerence, shock, 
but underlying that seems to 
be a desire to do what is in 
the best interest of southern.** 
He said that though he had 
not yet spoken to University 
President, G. Leon Netterville, 
he had urged other campus 
administrations to curtail “ the 
tremendous snow of military 
power.” 
He said the campus had been 
“ under 
occupation” 
by 
the 
National Guard, sheriff’s police 
and city police, ar.d added that 
what was needed was a summit 
meeting of the alumni, the 
faculty and the administration 
to “ deal with It (The Internal 
Conflict) themselves.** 


GOVERNOR GETS THE BIRD—Pennsylvania Gov. Milton Shapp 
receives a 30-pound Tom turkey from Marilyn Jane Sowers, Penn­ 


sylvania Poultry Queen from Fairfield, Adams County. The presen­ 


tation is outside the state capítol in Harrisburg. The turkey, an an- 


♦ A# 


AT YOUR 


nual gift from the Pennsylvania P oultry Federation, is expected to 


be on the governor’s table today on Thanksgiving Day. (AP Wire- 
photo) 
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- if IT'S QUALITY YOU'RE LOOKING FOR 


CASH IN ON SCORES OF 
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The Associated Press Almanac is a 
handy research tool that belongs In 
every home, school, library and office. 
Tens of thousands of facts—elections, 
religion, sports, plus lots more—are 
available at your fingertips. Order 
your copy today by mailing the at­ 
tached coupon. 


Fact: The AP Almanac is more than 
900 pages. 
Fact: It's available through this news­ 
paper at a special tow price of 
only $1.50, plus 25 cents for 
postage and handling. 
Fact: It’s a book you can’t afford to be 
without 


YOUR COPY TODAY! 


I AP ALMANAC 


Go Id-tone filigree frame. 
9 x 13* oval. Ideal for her 
vanity table or dresser 
top. 


! Pottstown Mercury, Pa. 


• P.O. Box G22 
f 
• Teaneck, New Jersey 07666 


■ 
Enclosed is $. ................ Send m e.........................copies J 


J of AP Almanac. 


^1 Jeiulert'ijjj 
town J^ottótown 


2 
Name 


! Address 


» City . . . 
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State 
Zip 
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$1.75 per book include» pontage and handling. 


Make checks payable To The Associated Press 
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LISTENS TO THE BEAT-Vicki looks 
fascinated by the sound of the bongos 
she plays in a special music class for 


hearing-impaired children in Dubuque, 
Iowa. 
(AP Wirephoto) 


Whitey Misses Old Gang 
So He Takes Out an Ad 


By 
CHICAGO 
DAILY 
SERVICE 
CHICAGO — Whitey grew up 
in an area called Logan Square. 
One day, he stopped the world 
long enough to put a five-line 


NEW S ad in the personals column in 
the back of the Chicago Sun- 
Times: 
W hitey? 
Rem em ber 
W hitey? 
Guy 
hung around Goethe end 
-Schools in the 30$. Form er R engi­ 
bóos end W olverines. 


tiy i 
that 
Brenteno 


W o o lu w rtK 
PRE-HOUDAY r Í 
Ban SHCHis 


FUN-FILLED BUYS . . . NOW SPECIALLY PRICEO! 


TWO 
CUSHION 


VALUABLE COUPON 


I 
< 
¡ ü 
| H 
REBOUNDM 
H 
j E 
f l 


GAME 


Coupon 


WITH THIS 
COUPON 


Fost moving gom e for 'two 
players 'Of two1 looms. A reo I 
sizzling action game. 
Good 
until 
Nov. 
30th 


S r M É ÍÉ ÍÍi*!1 
^ ^ ® W O r t l % ft • ft «ft • ft * ft I 


M ak* a r#« l 
t s l a t t I tr lfR B , 


p l a y " M a a a p o l y ” 
333 


The great real estate trad­ 
ing game that's hours of 


fun fo r a ll. W heel 
your w ay to riches! 


d e a l 


You’r * tha doctor 
w ith 'O p o rofloii1 
*4.23 


You>e the wtanieg doctor if yee 


con 
treot ‘Cmrity .So»' oad 
ae< 


sound the «omía® bezaerl 


■ n |e y H i e « a m e 


o f " l l f r f ” 
♦4 .9? 


ie a mlttioaoira ar ge ft' the poor 
fceeie— that's Wo®. A tea 


the w h o le fa m ily con ptay. 


SATISFACTION GUARANTEED REPLACEMENT OR MONEY REFUNDED 


Whitey 
had 
stopped 
the 
presses long enough for his 
memory, and the memory of 
another 'Chicago, to get on. 
Whitey had blond hair then 
and hung around with his pals: 
there was Fingers and Giver 
and Boozer; there was. Fat Billy 
“which is what he was called 
because he was fat“ and there 
was Stash and Buddie, Wappy 
and Whiteside and Little Joe 
and the Steffin brothers. 


They played baseball as the 
Wolverines and played football 
as the Rangiboos — played for 
pass-the-hat 
money 
on 
the 
prairies. There was the year 
when 
Whitey 
hit 192 
homers 
against the Blues—at least, that 
is the way he remembers it — 
and they all played behind a 
brewery. 
It was the 30s: Some of them 
went to Lane Tech High School 
and some worked for WPA and 
some went aw,ay to CCC camps 
and some just hung around and 
played semi-pro ball on Sunday. 
They came from Goethe School 
and from Brentano. Some had 
girls and some didn’t; some 
went .around at night to Goethe 
Park and drank hooch and some 
rode the rails In the summer, 
like Whitey. They bummed. And 
when they got out to the West 
Coast, like Whitey, they picked 
up a. job here and there and 
sent money home to the neigh­ 
borhood like Whitey did. 
They were good times, during 
those hard times. 
Forty came and Whitey joined ¡ 
the Army and the others did | 
this and that and everyone got 
caught up by the war even­ 
tually. Wheeler was killed in the 
Aleutian Islands., Whitey heard. 
Whitey himself went to Fort 
Bragg, N.C., where he heard 
this general named George S. 
Patton make a big speech about 
how they ail were going to get 
that 
little 
paper-hanger 
in 
Berlin. 
Whitey thought, “Yeah, well 
generals spend their time sitting 
behind a desk in Washington.” 
So Whitey wound up in North 
Africa 
with this 
Englishman 
named Armstrong “And he run 
us all ragged and so did. the 
Germans.” Eventually. Patton 
came to straighten things out. 
“I seen him in a tank one 
day with his he/td sticking out. 
; grumbling and cursing, and I 
thought that was a general that 
had some guts.” 
Whitey got shot a couple of 
times and one time, he was: 
shooting rockets a t the Germans; 
and Patton himself tapped his 
helmet and he let the rocket* 
go; 
he 
turned 
around 
and: 
Patton said, “ Goddamit, kid, | 
you stopped, '’em ” 1 and Patton® 
put him in for the Silver Star. 
He got medals and bad health 
from the Army. In Waited Reedj 
: Hospital, he met one of those j 
ladies who go to comfort ser-! 
vicemen and he married her. 
They had four children even- 
I tually. 
'* 


HAVE YOUR HOLIDAY DINNER ON 
• • 
• 
Block's 


OPEN EVERY NIGHT TILL CHRISTMAS 


(EXCEPT SAT'S.) 


BIG 
VALUES 


BETTER 
BUYS 


SERTA SMOOTH TOP INNERSPRING BEDDING 


Designed 
for 
F irm 
Sleeping! 
Sup­ 
port w ith Heavy Duty Steel Coils. 
Long W earing A ttractive Cover on 
S e rta 'j 
Innerspring 
M attress 
and 
M atching 
Box 
Spring. 
Full 
and 
Tw in 
S ilt 
Sett 
Available. 
Reg. 
S12f.fi, 


S A L E 
s o ? 


tel 


REDUCED IN TIME FOR 
CHRISTMAS 


L I V I N G R O O M S . . . D I N I N G R O O M S . . . D IN E T T E S . . . 


B E D R O O M S . . . B E D D I N G . . . C H A IR S . . . STER EO . . . 


T E L E V I S I O N . . . 


T O — r 
IkijiWK:' 


i M i f 1 


S-PC. EARLY AMERICAN PANEL BUNK BED 


SALE 
Popular Colonial Stylo Panel Beds 
Stack Up A t Space Saving Bunks 
or 
separate 
as 
A ttractive 
Twins. 
Completo w ith Serta Bunk-slze M a t­ 
tresses., a G uard R a il, a 
Ladder, 
and. M eta l Bed R a ils. Reg. «149.95. 
‘97 


>! 


7) 
■ .~J 


, 
r 
, - i V 


* *1 3-PC. TRADITIONAL STANLEY LIVING ROOM 


V ? V - " s ■ v * , ,, .w * 
y* * r . * * . • ; * * 
■>\ f -1 * 
I' vviLv'-*,» VC*. .*#'.»* • .* 7*. 
n vi 


ZENITH 23" CONSOLE TV 


C ontem porary 
W alnut 
Console 
T V 


by Zenith. 23" Color Sot w ith Th# 


Chrom atic B rain tor the Truest Col­ 


ors, 
I I 
Channel 
U H F /V W F 
Auto­ 


m atic Fino Tuning:, Reg. $549.95. 


SALE 


528 


Start a Tradition of Your Own With Deep Diamond 
Tufted Styling and Lined Kick Pleated Skirts. 84" 3 
Cushion Sofa, 55" Loveseat and Matching Arm Chair 
Upholstered in Apple G reen Decorator Damask. Arm 
Covers Included. Reg. $ 4 9 9 , 
. ___ 
SALE $399 


Sofa and Chair Alone . . . 


S 
1 
296 


MEDITERRANEAN STEREO AND BUILT-IN BAR 
Designed 
for 
Y o u r 
Listening 
Pleasure W ith 4 Speed Autom atic 
Record Changer w ith Dual Sapphire 
Needle 
and 
Autom atic 
Cul-Otf. 
4 
Speaker 
Sound 
System 
w ith 
Fu ll 
'Rango Tone Control 
Plus. A M /F M 
Radio. M editerranean Cabinet with 
Built-in 
B ar 
U n it. 
Reg. 
$249.95. 


SALE 
*198“ 


3-PC. EARLY AMERICAN HERCULON 
LIVING ROOM 
Colonial Charm with Modern Practicality! 92" Flared 
arm Sweetheart' Back Sofa and Matching Arm Chair 
Upholstered in Tweedy Hercglon Fabric w ith Maple 
Trim. Contrasting Swivel Rocker Upholstered in Pepper 
Tweed. 
Reg. $499. 
SALE $396 
Sofa and Arm Chair Alone . . . 


MAN-SIZE 3-POSITION RECLINER 


Com fortable 
W an-Siza 
3 Position 
Recfinor 
Adjusts 
F o r 
Reading, 
W atching 
T V 
o r 
Lounging. 
Solid 
Hardwood 
.Fram e 
Upholstery 
in 
Easy-Clean 
Haugahyde 
Vinyl 
with 
Button Tuftod Back. Choose Black, 
Green or Gold end R elax In Stylo. 
Rog. tlf.es. 


SALE 
‘66 


2-PC. TUXEDO VINYL LIVING ROOM 


Easy-Care Glove Soft Vinyl With Deep Biscuit Tufting. 


Comfortable Foam Padded Seats, Arms, and Backs. 
9 t" Sleek Sofa and Matching Arm Chair Will Give 
Any Living Room a Contemporary Flair. Reg. $398. 


Matching loveseat 
$66 
SALE 


m 
u296 


OPEN STOCK MAPLE EARLY AMERICAN 
DINING ROOM 
Give 
Y e a r 
D inner 
Area 
The 
Colonial 
Spirit 
w ith 
Spicy 
Maple 
Finish 
Pieces.! 
Open 
Stock: 
Lets. 
You1 Buy Some Now and Complete 
the Set Later. Choose S-Pc. Dinette 
with Round Plastic Top Table and 
4 Mate's Chairs; OR Roomy Open 
Hutch 
Tap 
China. 
Reg. 
st4f.fi. 


SALE 


118 
each 


GOLD VELVET SPANISH LIVING 
ROOM TABLES 


Accent Your Living Room with 
Spanish Stylo Storage Tables by 
Sierra 
Perm anaer. 
D ark 
Oak 
Finish Treated w ith Stain Resist­ 
ant 
Vinyl. 
Antiqued 
Hardw are 
Pius 'Gold V elvet Inserts Accent 
the 
Carved 
Veneers. 
Cheese: 
Double Door C o cktail; Hexagon 
Comm ode; 
Square 
Door 
Com­ 
mode er 2 Doer Commode. Reg. 
Slf.fi. 


SALE 


6 4 “ 


eech 


S-PC. SPANISH PROVINCIAL 
Distressed uex Finish Accented 
by 
Spanish 
Design 
Carved 
Veneers, 
/ r * 
trip le 
Dresser 
Base 
With 
to m bin alien 
Door 
and 
D raw er Styling., 44*" A rm - 
eira Chest. Twin F ra m e d Plate 
Glass 
M irrors. 
Full 
or 
Queen 
Size 
Carved 
Headboard. 
Rag. 
S3ff.fi. 


BEDROOM 


SALE 


‘296 


FREE DELIVERY 


INTO 


YOUR HOME 


PHONE 


BLOCK'S 


326-4120 


HIGH & CHAR­ 


LOTTE STS. 


POTTSTOWN 


5-FL00RS 


OF FURNITURE 


VALUESI 


CONVENIENT 


CREDIT 


AVAILABLE m 


High and Charlotte Sts., Pottstown 
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Firms Strive for Higher Record Quality 


By BERNARD JACOBSON 
I suggest that the time for such] and more and more often, as; 
But even the b e s t of the 
Chicago Daily News Service 
evasive answers is past. There 
Music 
critics 
are 
all 
too I are still, certainly, innumerable 
familiar with the old q u estion : exceptions 
to 
any 
of 
the 
! “Which 
company 
makes 
the 
best records?” 
“Impossible to answer,” we 


generalizations I am about to 
make. 
But over the past few years. 


time goes on, the “new issues” 
are not even duplications but 
mere repetitions, with identical 
performances recoupled in ever* 
more-ingenius, 
catch-purchaser 
packaging combinations 


American companies, whether 
big or small, suffer from, ^ the 
poor, or at least inconsistent, 
quality of the pressings made 
in this country. The finest of 
performances loses some of its 


reply, heaving a sigh at the I noticed an increasing trend; 
naivete of our questioner, and|on the part of some companies; 
going on to explain how the toward a higher-quality, more 
relations 
between 
choice 
of interesting 
product, 
w h i l e 
music,' choice of performers, otlhusrs, 
have 
moved no 
less; 
recording technique, quality of perceptibly 
in 
the 
opposite 
finished 
pressings, 
packaging direction, 
and other such matters (not toj 
To pUt ¡t bluntly, the two 
mention 
price I 
are 
fuJ 
of biggest 
American 
companies,; 
c o m p l e x i t i e s 
and 
im- Columbia and RCA, seem to be 
ponderables, and how they are en gaged in a contest to see who" 
always changing from disk to can put out more duplications 
individual disk in a way that of 
,Phe 
same 
old 
warhorse 
precludes any simple “X is the’repertoire in performances by 
best company 
response. 
j the same old big-name but not 
Well, 
I 
am 
not 
about to Í necessarily big-talent artists — 


Or. 
the 
other side 
of the appeal if you have to listen to 
picture 
are much sm aller,il ““rough a miasma 
of snaps. 
American firms like Cambridge. !cracklKi and f°°ve-Jum ps. 
V a n g u a r d , Nonesuch and 
Arid 
so, 
increasingly, 
the 
Connoisseur Society, which tend ¡¡trend for buyers interested in 
to record less well-established quality is toward directly im- 
but 
often 
more 
stimulating ported records, 
artists in far more out-of-the-; 
Among the companies com- 
way music. 
¡ bining enterprise with an in- 
There is also the mail-order ¡terest in the regular classical 
operation of Musical Heritage ¡repertoire. Philips has emerged} 
Society, 
with its 
vast 
and 
as by far the most generally j 
unusually 
interesting 
catalog reliable both for the artistic 
(put 
together mostly 
from solidity of Its recording policy 
recordings originally 
made in -and for the excellent quality of 
Europe). 
the finished product. 


It wasn’t always like that, my 
first job was for Philips, writing 
liner-nofes at 
the company’s 
Dutch headquarters more than 
10 years ago. and in those days 
the hit-and-miss methods of the 
artisis-and-repertoire d e p a r t« 
ment were often frustrating. 
But 
l a t e l y 
things 
have 
changed not oniy on that front, 
but on the other one of prime 
importance 
to 
American 
en­ 
thusiasts — that of pressing 
quality. Even when the Philips 
recordings of the past decade 
were outstandingly good, they 
often were spoiled for American 
collectors 
by 
the 
appalling 
standard of the pressings put 
out by the U.S. Philips-Mercury 
concern. 
So now Philips has changed 
its policy. 


WOMAN OF 'LA MANCHA' — Sophia 
L o ren w ears a ta tte re d d ress in h e r 
role as the Spanish barm aid, Aldonza, 
in th e upcom ing film versio n of th e 


B roadw ay m u sical “ M an of L a M an­ 
c h a .’* The film also sta rs P e te r O ’Toole 
add co -stars Jam es Coco. (A P Wire- 
photo) 
British Have Much Less 
Than U.S. Middle Class 


CHICAGO DAILY NEWS 
SERVICE 
¡the century, which they bought'Greater 
London 
Council, 
the 
i about 12 years ago, on a 25-year J Metropolitan G o v e r n m e n t 
¡mortgage, for about $8,500. 
I Authority, 
gets 
three 
weeks 
LONDON —If Peter Marshall 
The Marshalls, then, are a vacation 
a 
vear. 
But 
until 
were working in Chicago he’d fairly typical — to the extent recent years the family did not 
be earning $8 90 an hour or $356 Chat there is such a thing here ga a way for vacation for reason 
r 
^ ■ ltr 
any more than in the United, of economy. Now they manage 
States — British working class a coup’e of weeks at Whit stable, I 
family. 
-a 
sm all fishing village 
famous; 
When Marshall is not busy for its oysters, where they rent 
with union 
meetings or 
local a cottage, 
labor party politics he relaxes 
in from of the television set by SAW M0V,E 
watching the “Match of the 
Outside their annual vacation 


And with that kind of Income 
and the great American folkwav 
of “ buy now, pay later,” his 
wife. Maria, surely would have 
the automatic washer she wants 
instead of having to run down ...... 
kllv 
.,4MVV(I 
to the corner launderet. 
Day” soccer game just as pro 
1 
x u * 
Certainly the family w-ould, football 
occupies 
so 
many 
have a car — who doesn't in American men. 
America these days? 
j 
His 
wife 
wishes 
her 
tiny 
But the 
Marshalls 
live 
ini kitchen were bigger, and the 
Britain where — 'despite con-,girls like to listen to records 
stant 
public 
discussion 
and and go ice skating when they 
alarms about how the country finish their homework, 
is 
being 
i n c r e a s i n g 1 y 
“ Americanized” — the ordinary'] 
familv still leads a life many 


on 
entertainment. 
Mrs. 
Mar­ 
shall said her husband recently 
saw the film. “ The Godfather,** 
but she couldn't remember that 
last time she went to a movie 
which, 
as 
she 
said, 
has 
“become 
almost 
an 
annual 
treat.” 
NO COMPLAINTS 
j 
After a union or labor party 
They all seem to have no [meeting, she said, her husband 
Americans 
would 
find 
W y |com Points, real*y» though they will occasionally stop 
in at a 
much different from their own. ¡do manage with considerably!pub for a glass of “brown ale” 
. 
. 
...r__ ___ 
«-rt.iiH1 less in the way of comforts, ; with his friends. But he does I 
«triklntflv evident tolconveniences* 
entertainment [not go regularly to his “local” 
be most stri 
g 
, 
, and so on than their .American,pub as manv British men do. 
Americans is in ine stanaara 
4 
, 
, , 
. 
r 
counterparts would enjoy. 
Mostly, she said, she and her 
have been 
^ start 
Pr*ccs husband 
just 
“like 
to 
visit 
economic 8€ner®% are a bit lower inf friends,** 
and 
attend 
social 


of living. 
The British, who 
suffering through one 
crisis after the other since the 
end 
of 
World 
War 
II, 
just 


in the 
United evenings, 
dances 
and 
other 
are 
steadily activities 
organized 
by 
the 
American union, the labor party or the 


England 
than 
States., 
they 


Americans le v e ls^ but incomes generally ¡local parent-teacher association. 
« S S t o S E f o r S S w 
arc abou< half' or eve" 
than 
They also take day-trips by, 
u 
L 
S 
J 
to r « a m i * 
I 
1™ * as Wgh a s in the U ni,« ‘ b us to the seasid e «1th th eir 
a bricklayer whose basic salary Sta,M' 
daughters. They almost never I 
J « 
«w it k nnlv ■*6 
For example, the Marshalls go into central London — like 
» 
* 
have a telephone - but nearlylgoing "downtown" - because 
pounos 
a 
• 
two 
out 
of 
three 
British it’s too expensive, 
and 
they) 
UNPAID POST 
I households do not. They also1 never p out to dinner at a 
His wife, 37. an a t t r a c t i v e . t h e i r old coal-tourning open .restaurant, 
energetic brunette. Is now In the Replaces wuh gas-fired central 
The girls, also, don’t go to. 
middle of her first, term in. the1 beating — a luxury still enjoyed,the movies much, mostly «a- • 
unpaid 
part-time post of town 
b.v not much 
more than 10 
Per tertaining tliemselves by having 
councillor 
and 
she 
teaches 
ce£ 
of Brj tish bornes. 
friends over to listen to records. ^ 
train c and office practice in a' 
^bey do not 
own 
a, car.They also, do a lot of swimming 
local 
secondary 
school 
three because cars are too expensive and at the moment, according 
days a week to help make ends to buy and too expensive to run, t0 Mrs. Marshall, are “very 
• . 
¡with gasoline priced at about, keen on”' ice skating at, a 1— 1 
u 
♦urew» aot.tfKiorc 
06 n*® a ffaM°n- 
indoor rink. 
They jwvt tóree daug . 
, 
Even }f they 
afford a 
0ne 
of 
the 
b¡g 
pr(>blems 


12 
whoü bedroom Icar* Mw 
MarshaH said’ f * facing any family these days, 
Manead, 
2, 
whose 
f 
.'wouidn’t have much ambition Mrs. 
Marshall 
said, 
is 
the 
n a.vi rjuMldr 
Slade 
Mire 
lo run one because London 
staggering increase in prices in 
of David 
s^ de- 
[traffic is 
becoming 
so 
im- Britain, especially on such basic 
Bolan 
and 
olhcr PJJ* 
possible and the bus and sub- items as food, bus fares, shoe 
rtars. 
ana 
or 
uneisea. 
w 
servicM are m handy. 
¡ repairs and clothing, 
g lm o ro u s London 
or team 
Mrs 
M arshall has a small, 
The British are famous for. 


! h 
! h i 
nL 
Í Í refrig«1'ator, 
and 
an 
electric their traditional big breakfast 
* Jc« 
i ? 
v J t iiu 
dryer that she says she w-ould,. 
eggs, 
bacon, 
sausages, 
and the New York Jet*. 
^ |ost without, trying to dry tomatoes, 
kippers, 
toast 
and 
The family Uves in the Eas» )aundry 
in 
London's 
wet marmalade. But Mrs. Marshal!; 
Hill section of Wandsworth, a climate. For washing clothes, said her family usually has that 
working class neighborhood In though, she goes to a corner kind 
of 
breakfast *only 
on! 
South 
Londbn, 
which 
has^ 
launderet and having her own ¡Sundays, after church. The rest 
fairly high proportion of West automatic washer is ‘top of my of 
*he 
week 
she 
and 
her1 
Indian blacks, Asians, Africans, list*’ of things, to get when there ¡husband generally have tea and 
and 
other 
immigrants 
and j9 enough money in the house, 
toast 
and 
the 
girls 
have 
where their conveniences 
in-J 
The family rents Its small [porridge or dry cereal, 
elude 
bingo 
parlors, 
booK,ielbiack.awi,4white TV set, a fairly ' E v e n 
the 
alm ost-sacred 
joints 
(legal 
here) 
and 
no common 
practice 
here, 
and British 
tradition 
of 
a 
roas* 
shortage of pubs. 
Mrs. Marshall said they hava “joint” of beef or lamb or 
Their home b one in a block- “no ambitions” for getting a Sunday has largely gone by the 
Jong line of attached red brick color set. 
b o a r d s 
in 
the 
Marshal! 
row house, buik at the turn of] 
MarshaH, in his job with the}household. 


FIRST IN FASHION AND 
VALUE FOR THE HOLIDAYS! 


¡ff§ 


D O U B LE K N IT S 


S U IT S , orig. 64.95 
• 
S U P E R B P U R E 


W O O L W O R S T ED 


S U IT S , orig. 69.95 


your 
choice 5488 


look for the red tags! 


Arc you a contem porary man? H ave 
the polyester doubleknit. Arc you 
a traditionalist? It’s the pure w ool 
worsted for you. E ither way, you, get 
big savings on a special selection 
of suits in today’s most-in-demand 
styles, patterns and colors. Sizes 
for regulars, shorts, longs. 


- * f * A 
OWi LOW PRICK 
INClUOIf COMPLETE 
S A ^ 1 
ALTKRAT10NS 


M EN ’S P ILE-LIN E D 


W A TER PR O O F 


S U E D IN E 


B ELT ED C O A TS 
2988 
regularly 3^.99 


You’d expect coats like these 
to sell for at least $50! Velvety- 
rich, expensive-looking cotton 
suede in two European-inspired 
styles; the Norfolk with stitched 
panel front and the town classic 
with button front, epaulets. Fully 
lined in acrylic and rayon pile. 
H uny in and save $5 off our every­ 
day low price! Sizes 36 to '46; 


P O LY E S T E R 


D O U B LEK N IT 


SP O R T C O A T S , 


B L A Z E R S 


you'll 
agree they're 
worth $15 
3 4 9 5 


Famous Continental Club® styling in, a 
host of fashion-inspired patterns: checks, 
plaids, tweed-effects, surface-interest 
solids! In two-but ton. single-breasted 
models w ith w ide lapels, deep vents. 


Special low price! 


P O LY E S T E R 


D O U B LEK N IT 


S L A C K S 


Wide waistband model 
with these expen- 
sive-quality details: 
non-curl waistband. 
French-fly tab, color- 
matched nylon zip­ 
per. Sizes 29 to 42. 


9 8 8 


.-O A 
OUR LOW PRICK 
E * 1 
INCIUDKS COM PUTE 
y l N 
° J 
ALTKRATIONS 
SA 


Pottstown 


N. CHARLOTTE ST. (ROUTE 663) 
North of North End Shopping Contor 
Cdlegeville 


Route 422 East of 
Parkiomon Bridgo 


Prospects of North Sea Oil Spark Scottish Nationalism 


EDITOR’S NOTE — The 
Scottish Parliament last sat 
in 1707 when the Treaty of 
Union with Britain became 
final. Note, after 205 years, 
there’s a movement to make 
Hadrian's Wall a more mean­ 
ingful dividing line. Mem­ 
bers of the Scottish National 
party are fighting for separa­ 
tism so that all of their coun­ 
try's wealth will not go “in­ 
to the greedy maw of Lon­ 
don:• 


Scotland, but “the Nats,*’ as 
Scottish nationalists are called, 
already are counting on the 'bo-' 
nanza to finance their dreams 
of self-government. 
John Matheaon, an organizer 
in the Highlands for the Scott­ 
ish National party, told an en­ 
thusiastic gathering in In­ 
verness recently: 


the Scottish National party, 
looks forward to the day 
“sometime soon” when Scot­ 
land will, take Ms seat in the 
United Nations between Saudi 
Arabia and Senegal “as free as 
Canada.” 
The fervor for nationalism in 
Scotland is stronger than the 
lone Nationalist seat at West- 


—“Puir 
Wee 
Scotland,” ¡lion pounds, or $1,440,000.000. 
which has twice as many —The Scots are mad about 
unemployed as England and their beloved regiments being 
loses #,000' of its population ev-|disbanded in. the general raill­ 
ery year to emigration, is being tary cutback since World War 
kept poor by government pol- 1L 
ides neglecting its roads and 
airports and locating most new DECEN T DRAM 
factories in the south. 
In a free, independent coun- VOTED OUT 


By HUGH A. MULLIGAN 
AP Special Correspondent 


"It is up to the people of minister indicates. In the last 
Scotland to insure That 
this ¡general election, the party 
Klondike which is now theirs is racked up ll l 2 per cent of the 
I not allowed to have all its gold 2.6 million votes cast in Scot- 
siphoned off into the greedy land, more than twice as many 
maw of London. We In Scotland as the Liberals, who won three 
have the potential to be the seats in Parliament. 
STORNOWAY, Scotland (AP) 
richest nation in Europe if only Both the Labor and Con- 
“ 
from the North Sos 
is wc will tskc w>i8t is ours. To- scrvstivo p3r^ics, which fio- 
fueling the fervor for an inde- day Scotland cannot afford not jshed with 44’- and 38 per cent 
pendent .Scotland. 
to have self-government.” 
,0f 
Scottish vote respective- 
Bntain hasnt yet pulled, any 
,ly, have set up committees to 
commercial production ^ from LOOKS FORWARD 
study ways of handing over 
the billion-barrel potential off. Donald Stewart, the only 
control of Scottish affairs to 
the stormy coasts of northeast member of Parliament from Scotland. 
The Nationalist party, which 
plans to contest all 71 Scottish 
seats in Parliament next elec­ 
tion. already has swept a num­ 
ber of local elections and holds 
the balance of power in G!as-< 
from another civilization, 
man gow\ 
will get and verify the real 
thing. 
TIC K ED OFF 
He said the message prob 
In an interview at his home 
ably would be a very technical, here in the Outer Hebrides/ 
scientifically 
coded 
commu- Stewart ticked off a few of the ¡ 
nication that would probably things that the Scots are ticked 
come in bit-by-bit over many j off about in their rule 
from 
! London: 


Scotland became the first king 
of the United Kingdom when he 
followed the childless Elizabeth 
I of England to the throne, 
even if from that day forward 
Scotland as an independent 
¡country ceased to exist. 


By 1707, when the Treaty of 
Union became final, the Scott­ 
ish Parliament voted itself out 
of existence, and it hasn’t met 
since. Still, the Scots regarded 


Scientists Mull Effects upon Man 
Of Reaching Extra-terrestrial Life 
BOSTON (AP) - Will con­ 
tacting life on other worlds 
change man’s image of himself 
for the better? Or will it de­ 
stroy his initiative by allowing 
him to depend on a superior in­ 
telligence, and possibly change 
his very image of God? 
These and other questions1 months or even years 
were considered by experts in 
the sciences, social sciences, 
theology and communications 
who met here this weekend to 
consider the effects upon man 
of possibly contacting extra­ 
terrestrial life. 
The symposium, sponsored { 
bv the national space agency 
and Boston University Depart- j; 
ment of Astronomy, focused on • 
the social and philosophical im- : 
plications of contacting other 
beings in space. 
All of the experts agreed that 
it was almost certain that hu­ 
man beings are not alone in the 
galaxy and certainly not in the 
universe. But there were var­ 
ying viewrs on when, if ever, 
contact might be made and 
what its implications may be. 


PROLONGED SEARCH 
Prof. Carl E. Sagan, director 
of Cornell University’s Labora­ 
tory dor Planetary Studies, said 
that human technology has 
reached a stage w'here man 
could detect another civilization 
as advanced as himself, al­ 
though the search may be pro­ 
longed. 
“The most optimistic esti­ 
mate of civilizations in our 
galaxy is one million, which 
means one per many hundred 
thousand stars,” Sagan said. 
He noted that a ten-year search 
for radio signals from space 
has produced no contact and 
added that searching the thou­ 
sands of stars one by one could 
go on for hundreds of years be 
fore it is fruitful. 
Sagan said man is at a 
unique evolutionary period “in 
which the old secure sense of 
where we are in the universe 
has eroded.” He said contact 
with extra-terrestrial life could 
help man re-establish his rela­ 
tion to other human beings and 
give mankind a new sense of 
where it fits into the universe. I 
Anthropologist Ashley Mon­ 
tagu said man has done a bad 
job of dealing with his fellow 
man and suggested that some 
housecleaning is needed on 
earth before we contact another 
civilization or it contacts us. 


-Scotland contributes 800 *r>'. the Scots think they might 
million pounds — $1.920,000.0001 Set 
a decent dram of wdiisky, 
— a year to the central govern- since by law’ the exported stuff 
ment and at least 130 million ^ ^ve P1*00^ degrees stronger, 
pounds - $360.000.000 - is ^ e y think the national drink 
spent outside Scotland. 
gets no protection from London themselves as different 
from 
-Scotland has most of Brit- at all, what with being taxed the English — they’re Piets and 
ain's forests, but the headquar- four tinres as heavily as French Celts, not Anglos and Saxons — 
ters of the forestry board is in claret, 50 per cent higher than and there’s a great deal of law, 
Basingstoke in southern Eng- port, sherry or champagne, and custom and religion underlying 
land. It has most of Britain’s three 
the dut-v on beer,: the distinct ion even today, 
coal, steel and hydraulic power, “which is an, English drink.” 
Kirk is the established 
but the headquarters of the Then there are all the old church of Scotland, and Its in- 
Coal, Steel and Electricity Gen- 'petty annoyances like the Royal fluence .is more pervasive than 
«rating Boards are all in Lon- Navy naming its ships for Eng- merely shutting down pubs and 
don. 
[ lish seamen, and the wartime railway lines on a Sunday in 
—A Department of the Envi- song "There’ll always be an the highlands and the islands, 
ronment report leaked to the England.” 
Scottish law is different from 
press a few weeks ago, suggest-1 “If a Highland lad wins a English law. Based on Roman 
ing that British Rail abandon gold medal at Munich, he’s law, it is closer to continental, 
most of its passenger lines in British in the London papers, if especially French, practice, 
the north and west of Scotland he’s picked up for drunk driv- Scotland has its own banking 
to become economically viable, ing, he's a Scot,” Stewart ob- system and issues its ow'n bank 
has raised anew the old Scott- served. 
notes. 
ish cry of no taxation without An occassional post office 
The Scots have a passion for 
transportation.” 
box is still blown up beyond education; Scotland’s teachers 
—The Ministry of Technology Hadrian’s Wall separating Eng- are better paid than in England 
spends only 28 million pounds land and Scotland because the i and proportionately twice as 
— $67,200,000 — a year in Scot- Queen calls herself Elizabeth many students go on to univer- 
land out of a total budget for II. The Scots never get tired of laity, even if Scotland under 
the United Kingdom of 600 mil- pointing out that James VI of British rule only has as many— 


four — universities as it had 
when Jamie Saxt went to Lon­ 
don as the first Stuart to rule 
the United Kingdom. 
To those who say Scotland 
can’t afford independence, the 
Nats answer that there already 
is an elaborate government ma­ 
chinery operating from St. An­ 
drew's House in Edinburgh. It 
controls Scotland’s prisons, ag­ 
riculture, fisheries, education, 
hospitals, roads, ferries and 
bridges. 
All bills affecting Scotland i.n 
Parliament are considered by 
the Scottish Grand Committee, 
comprising all 71 Scottish MPs, 
but even here independence is 
mostly illusory because White­ 
hall controto the purse strings. 
Opponents of Scottish nation­ 
alism., within and without her 
borders, argue that the trend 
today, even in the Irish Free 
S t a t e , 
is 
toward 
inter­ 
nationalism and the Common 
Market. They point out that 
unemployment, dwindling popu­ 
lation, abandoned rail lines and 
exhausted coal mines are the 
ills of an urban society and not 
the result of any deliberate dis­ 
crimination against Scotland. 


"BACKWARD G LAN CE" 
"Nationalism is a backward 
glance,” insists Roddy Mac­ 
Leod, who ran as a Tory against 
Stew'art in the Hebrides and 


was beaten. “The movement 
everywhere is toward inter­ 
nationalism. You can’t turn the 
; clock back 270' years.” 
Suspending the Stormont Par­ 
'S ament in Northern Ireland 
was a blow to the Scottish Na­ 
tional cause, although the party 
has always been insistent about 
seeking total dissolution of the 
union with England rather than 
any diluted version of home 
rule. The Nats keep in close 
touch with the Welsh nationalist 
movement, but so far have 
avoided the violence attending 
the aspirations on that side of 
Britain. • 
Stewart is realistic enough to 
realize that the sudden, gush of 
oil may quench rather than fuel 
the fires of freedom, north, of 
the border. Already 'Opponents 
are saying the Scottish banks 
are not in any position to bank­ 
roll the oil boom. 
Puir Wee Scotland might not 
be much of a loss to Britain if 
the 71 Scottish MPs should all 
suddenly vote to dissolve the 
union. But an oil-rich Scotland 
might be a pearl of too great a 
price for the other 559 MPs in 
Westminster to see plucked 
from the crown. 
To remove itself from the Un­ 
ion Jack, the flag of St. Andrew 
may have to fly as defiantly as 
the flag of Rhodesia and a lot 
closer to those it Is defying. 
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- i y r 1 1 1 - » | ■■■ HI 
■ 


LEAVE THE BEDS UN-MADE 
AND GET TO ROBERT HALL BEFORE 
YOU HEAR THIS FROM A FRIEND! 


}R E 
IN TELLIG EN T L IF E 
‘Some other forms of life are 
ibably more intelligent than 
i, which can explain why they 
ven’t contacted us,” Montagu 
id. “They may regard us as 
iroulé some forms of rabies 
cholera. 
‘We should prepare for en-j 
unte ri ng 
beyond-earthers, * * 
mtagu continued, “and not 
lit until contact is made to do 
nothing about it.” 
3r. Krister Stendahl, dean of 
• Harvard Divinity School, 
id discovery of life elsewhere 
>u’d teach man that God’s do- j 
iin is larger and would give 
n a better idea of his place 
it.‘Theologians have been the 
ss who have been preparing 
imselves for life beyond the 
rth, as with the angels, arch­ 
gels and such,” Stand ah1 
id.Jontacting other beings, Sten- 
hi said, may help man to 
>p viewing God in his owr 
age, with all Its limitations. 
3r. George Wald, professor 
biology at Harvard Univer- 
v and a winner of the Nobel 
ize in medicine, said he rt 
ivinced there is life else 
¡ere in the galaxy, but doubt? 
» possibility of man ever con- 
:ting it. 


aid the speed of light 
y si cal space travel as 
le speed of radio com 
n But even if contact 
e, Wald said he finds 
M of it “terrifying.” 
vought that we might 
rselves as with an um* i 
rd to an advanced civ- 
doesn’t thrill me.” 


I.hilip Morrison, a phys 
Lhe Massachusetts In- 
Technology. predicted 
many false claims of 
received a message j 


We did it,. . We bought the 
biggest group of the biggest 
looks in casual coats from one 
of the biggest makers who 
just went out of the business. 


His loss...your gain! 


Coats that sold nationally from 
*30 to *44. Coats you wished you 
could afford. Now very affordable at 
Robert Hall. Unbelievably! Incredibly 


• fakes you'd swear were real expensive fur 


• like "curly lamb" . . . "seal" . . . long 'n hairy fun "furry" looks 


• hooded greats . . . the newest wraps . • • mad plaids 'n zipper hits 


• every look that's the nowest 'n wowest 


• "suede" fakers plus plush "velvety" 'n "velour" pretenders 


• meltons. . . wool blends 'n warm quilt linings for just about all 


• Misses and Jr. sizes in group, not every style in every store 


REMEMBER...ITS NOT TOO EARLY TO THINK 
ABOUT THESE BABIES FOR CHRISTMAS 


is**.,, áíSM 
3 ■POTTSTOWN 


N. CHARLOTTE ST. (ROUTE 663) 
North of 
North End Shopping Center C0LLEGEVILLE 


Route 422 East of 


Pcrkiomen Bridge 


Pregnant Mexican Women Cross Border So Children Can be Born in U.S. 


SAN DIEGO, Calif. IAP) 
From the cardboard shacks on 
the banks of the Tijuana River, 
the 
women, 
perhaps 
15 
month, make their pilgrimage 
north. 
They walk through the dirt 
and dust a mile or more to the 
U.S. border. 
After crossing, 
they wait — all night, if neces­ 
sary — for the bus to take 
them to downtown San Diego, 
take another bus to University 
Hospital and give birth. 
Three days later, the women 
return home. Their children, 
born in the most modern of 
medical facilities, are U.S. citi­ 
zens. Since the families are 
destitute, the cost is 'born by 
San Diego County. The only 
price may be revocation of the 
border crossing card that per­ 
mits the women to enter the 
United States. 
UNSUITABLE 
‘ The immigration law says 
that when a person becomes a 
public charge, that person is 
unsuitable 
for 
admittance,” 
says Frank E. Small, who runs 
the San Diego office of the U. 
S. Bureau of Immigration and 
Naturalization.” A woman who 
incurs a medical bill that must 
be paid by the county becomes 
a public charge.” 
The cards are collected at the 
hospital when major expenses 
are involved, but there are ex 
ceptions. Small says, 
the holder sends the card back 
across the 'border with a friend, 
or says it has been lost.” 
In that case, he says, immi­ 
gration officials can do nothing 
to prevent a woman from re­ 
turning to bear another child at 
the hospital, which is required 
to care for medically indigent 
persons under its contract with 
the county. 
STRONGEST LURE 
The 
San 
Diego 
hospital’s 


strongest lure is American citi 
zenship for the children born 
there, 
offering 
a 
family 
hopelessly mired in poverty a 
chance to improve the lot of its 
children. 
Tijuana on the Mexican side 
has hospitals and several public 
health 
centers, 
including 
a 
small maternity clinic run by 
San Diego-based Project Con­ 
cern. Yet social workers say 
that most women are unat­ 
tended at birth. Maternity sick­ 
ness and infant mortality are 
rampant. 
Of the estimated 15 Mexican 
women who give birth in Uni­ 
versity Hospital each month, 
not all come here for that rea­ 
son, says Ken Weed of the 
county welfare department. 
‘ Some may be shopping or 
visiting in the city when labor 
begins,” he says. ‘ Then it’s not 
a matter of choice but of emer­ 
gency.” 
Small says the cost of all il 
forms of medical care at Uni­ 
versity 
Hospital 
for 
people 
holding border crossing cards 
was $45,000 in July, an average 
month. 
Juan Antonio Morrison of the 
Chicano Federation, a Mexican- 
American 
organization, 
says 
the figure pales in comparison 
with -the “flood of wealth” that: 
Mexican citizens bring across 


Often ^ 
*w n *er ea<>*1 year - 
1 
“ How can you. compare those I1 
few thousand dollars with the 
$80 million that Tijuana citizens 
spend 
in 
San 
Diego County 
each year?” he says. A Cham­ 
ber of Commerce spokesman 
confirmed the figure. 
U. S. CITIZENS 
Morrison believes most Mexi­ 
can wfomen who make the trip 
do it because they want their 
children to be U. S. citizens. 
But that is not an automatic 


advantage, he says. 
“These are two little boys, 
about 4 and 5 years of age, who 
are citizens of the U. S. and 
who are living in a Tijuana 
canyon that is a squalid ‘sew­ 


er,” he said. “They have lice, 
fleas, intestinal parasites, 
“Their mother isn’t allowed 
to immigrate . . . she has no 
preferences’ such as employ­ 
ment or sponsoring relatives. 


The kids are trapped.” 
Although authorities officially 
discourage 
Mexican 
women 
from coming here to give birth, 
Small says he knows of no wav 
to stop the journeys, which 


have been going on for more 
than a decade. What’s more, he 
says, the women's motives are 
understandable. 
“Suppose you were in labor, 
and you could choose between a 


dirt-floored shanty and a mod- the advantages of dual citizen- 
ern hospital, no care at all or ship, who could some day come 
the best care in the world?” he across the border with U. S. 
says. 
citizenship papers and have a 
“Suppose you wanted a live chance you never have known? 
healthy baby, who would have! 
“What would you do?” 


Abortion Case Becomes 


Focul Point in France 


PARIS 
CAP) 
— 
Eighteen 
months ago Marie Claire Che­ 
valier met a boy, one thing led 
to another and pretty soon she 
was pregnant. 
Marie Claire, a pretty, 
vi- en*s libbers screaming, 
“ We all 
various blonde 
who 
was 
16 had abortions! Arrest us!” 


legal services for those accused 
of abortion and aims at, making 
it free and. legal. 
Outside 
the 
ultramodern 
courthouse, police scuffled with 
a crowd of demonstrating wom- 


vears old at the time, didn't 
want the child and rejected her 
boyfriend. Although abortion is 
a criminal offense in France, 
her mother procured her one. 
The boyfriend informed the 
police, and Marie Claire, her 
mother, two intermediaries and 
the woman who performed the 
abortion 
were 
arrested 
and 
went on trial in Bobigny, a sub­ 
urb of Paris. 


Despite the fanfare surround­ 
ing the trial and considerable 
sympathy for Marie Claire in 
¡the 
press, 
the 
pro-abortion 
movement is fighting long odds. 
Nine out of 10 persons in this 
country of 52 million people are 
Roman Catholics and the gov­ 
ernment — whose support is in­ 
dispensable if the present law 
is to be abolished — is facing 
an election and is not about to 
stick its neck out. 


FOCAL POINT 
BUILDING UP 
Their trial has become the fo- 
Pressure to follow the recent 
cal point of a new battle to lib- (trend in the United States to- ] 
eralize abortion in. France and wards 
a 
liberalized 
abortion 
make it legal and. freely avail- law has been building up for 
able, but it’s uphill all the way | some time. A recent public 
because the government and opinion poll showed 63 per cent 
the Roman Catholic Church are of the population approves of 
dead set against abortion. 
free abortion. 
Marie Claire was released be- 
Last 
year, 
343 
prominent 
cause she is a minor and the French women, including the 
judge chose to consider that country’s leading movie stars, 
she didn’t actively seek the Miss de Beauvoir, and author 
abortion even though she we I- Francoise Sagan signed a state- : 
corned it. Had she been an ment declaring that they had j 
adult, she would have been undergone abortions. The aim 
liable to a sentence of up to two was to prod the government 
years in jail and a fine of into action, but nothing came of 
$1,440. 
the statement except headlines. 
The mother, Michele Cheva- 
“The 
Judeo-Christian 
ethic 
lier, has two children besides has a strong grip on this coun- 
Marie Claire but was never try, even though officially there 
married. She is a low-paid cm- is no state religion in France,” 
playee of the Paris subway sys- said Mrs. Halimi. 
tern. 
A study by the Council of Eu- 
“ I 
regret 
nothing,” 
she rope says there is one abortion! 
defiantly told the court. “ I did in France for every two births, 
not, want my daughter to go;,or about 434:000 abortions a. 
through the Calvary I have year. 
By 
comparison, 
64,000 
gone through . . . the humili- abortions a year are performed 
ation, the accusing finger of the in California, which has a popu- 
neighbors, the rebuffs.” 
1 ation of 20 million. 
The abortionist, Michele Bab- 
An abortion in Los Angeles 
buck, claimed that although she costs anywhere from $35 to 
was paid for the operation, “1 $225, and it is performed by a 
acted out of pity, to help out.” 
l i c e n s e d physician. Marie ¡ 
According 
to 
a 
1920 
law Claire’s mother paid $240 for 
which permits an abortion only the backroom services of Mrs. 
when the mother’s life is in Babbuck. which produced com- 
danger, Mrs. Chevalier and her plications, 
two friends could be sentenced 
Mrs. Halimi estimates there 
to a maximum of five years in are about a million clandestine 
jail and a $14,500 fine for per- abortions performed in France 
forming It. 
every year, usually in condi* 
The judges are to return their tions 
involving risk 
for the 
verdict 
Wednesday 
and 
the patient, 
women are expected to receive1 
“The rich are able to go to 
light, suspended sentences in Geneva and London and have it 
accordance with recent prac- done quietly, comfortably and 
tice. 
safely," said Mrs. Halimi. “It’s 1 
If they are acquitted, how- only poor people like Marie 
ever, II would be a signal victo- Claire who have to get it at 
ry for the pro-abortion forces home 
or 
in 
someone 
rise’s 
which would’ have far-reaching apartment, and who get hauled 
effects 
for'■ ¿the 
women 
of into court. 
France. 
“Convictions for abortion cur­ 
rently are running at about $500 
TESTIFY 
a year,” she added. “I have 
Two 
Nobel 
Prize 
winners, made a study of how the law 
several eminent men of letters has been applied since 1920 
and legislators and Simone de Not one court case — not a 
Beauvoir, author of “The Sec- single one — has ever involved 
ond Sex,” testified on behalf of someone rich or influential.” 
Mrs. Chevalier. 
j 
“Choisir” is trying to get a 
The women were defended by law passed in the National As- 
Gisele Halimi, an activist law- sembly that is virtually the 
yer who has three children and ¡ same as the abortion law- in 
has had five abortions. The New York. It would abolish all 


Announcing... 


THE OPENING OF 
CARPET LAND Inc 
TOMORROW 


AT OUR NEW 
LARGERSTORE 


(Just Past Our Old Store!) 


SHOEMAKER RD 
Rt. 100 And 
WEST KING ST. 
POTTSTOWN 


•100’s Of Carpet Samples On Display 


• Installation Service Available 


•Free Loan Carpet Tools ( £ £ ) 


, For Minor Construction Skill Going On 
NEW LOCATION SALE ★ ★ ★ 


JUST IN TIME FOR THE HOLIDAYS!! 


HIT THE HEIGHTS 


By Burlington House 


NYLON - MULTI COLOR 
SHAG PLUSH 


38 OZ. FACE W E IG H T 


C O LO R S : C O C K T A IL O L IV E - C O P P ER PL A T I - BRASS R A IL 


Per Sq. Yd. 


Heavy Kodel Polyester 


By Monticello 


MULTI COLOR - LEVEL LOOP CARPET 
ORANGE SPICE - WOODLAND GREEN 


ONLY 
Per Sq. Yd. 


27" Woven Nylon Runner 


By Mohawk 


O N L Y 
Per Lin. Ft. 


100% NYLON 
SH AG CARPET 


By Crusader 


FOUR COLORS TO CHOOSE FROM 
PURPLE - PASSION PINK — SUNSET - TIGER GREEN 


O N L Y 4 - 9 5 PerSq. Yd 


100°. CONTINUOUS FILAMENT 
NYLON KITCHEN CARPET 
10 COLORS TO CHOOSE FROM 


ONLY 
Per Sq. Yd. 


COMPLETELY INSTALLED 


9 x 12 
A R E A R U G S 
$>l 4 95 
41 


honey-haired Mrs. Halimi is a 
founder 
and 
leader 
of 
the 
“Choisir,” meaning to choose, 
movement, which provides free 


present legislation and would 
allow a woman to freely have 
an abortion in a hospital, possi­ 
bly at government expense. 


STA R TIN G AT 


Strtied 4 Side» 
W ATCH FOR OUR GRAND OPENING, SOON! 


★ Plenty Of Free Parking ★ F.ce Delivery ★ Free Estimates 
CARPET LAND INC 


Shoemaker Rd., Behind The Holiday Inn At Rt. 100 & W. King St. 


N e w Hours: 
Daily 9 to 9 
Sat. 
Phone 326-3168 
Pottstown 
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P o t U t o w n 
M e r c u r y — 1 7 
New 'Let-Burn' Policy Threatens Smokey the Bear's Image 


EDITO R'S NOTE — The 
U.S. F orett Service ha* dis­ 
closed a new "let-bum” poli- 


Main Problem 
Called Spending 
By Government 


CHICAGO D A ILY 
NEWS SERVICE 
Kill price controls next April 
when the present Congressional 
authority runs out? 
That's not the real question. 
'The real, or critical, question, 
as William N. WAlker, general 
counsel of the Federal Cost of 
Living Council, puts it ,is what 
Congress and the President do 
about holding down government 
spending. 
Walker’s logic runs this way: 
Look 
at 
what’s 
happening 
today 
with 
beef 
prices 
and 
lumber prices. Raw agricultural 
products 
are 
excluded 
from 
price control, and that includes 
the steer on the farm and the 
tree in the forest. 
The pricing structure and the 
federal 
regulations 
for 
both 
products are complicated. But 
Walker's 
law office has “ A 
number of cases” in the works 
ultimately aimed at retail beef 
prices, and it has just signed 
on some new investigators to 
have a go at lumber prices. 


P R A C T IC A L P R O B LEM S 
The 
practical 
problems 
in 
both 
instances 
are 
great. 
Number one, with both beef and 
lumber 
there 
is 
a 
classic 
d e m a n d - p u l l inflationary 
equation, at work: an affluent 
public demands more and more 
beef 
and 
the 
home-building 
boom chews up more and more 
lumber, 
no 
atter 
what 
the 
supply of either. 
Number two, a price control 
program is limited in what it 
can do, and certainly one of 
the things it cannot do is to 
produce more beef 
“it still 
takes a couple of years to get 
a steer to market” — or grow 
more marketable timber. 
To put a tight ceiling or a 
full freeze on beef or lumber 
retail prices would mean that 
free market forces would no 
longer play a part in allocating 
either product. In other words, 
prices would no longer dampen 
demand and supplies would tend 
to disappear, particularly the 
cuts or grades pegged at the 
lower end of the price scale. 
What then? Naturally enough, 
a growing public calmor for 
rationing of scarce supplies. 
And 
“ We 
are 
plainly 
not 
prepared to go into rationing.” 
Yet there is the probability 
that as the economy continues 
to improve, with employment 
growing and production inching 
up toward full plant capacity, 
“ more and more demand-pull 
price situations will occur.” 
CHAIN O F E V E N T S 
Isn’t this chain of events “ a 
reason for getting rid of a 
control program that was not 
designed to meet demand-pull 
situations in which rationing 
would be called for. 
But if controls are to be 
removed, or relaxed to some 
degree, what happens to the 
cost of living? 
It all depends on how much 
general inflation there is in the 
economy. 
And that, at this moment, 
would seem to depend on how 
much 
additional 
inflationary 
kick is added to an improving 
economy by a massive federal 
budget that is wildly out of 
balance. 
For the future, that’s the “ key 
to inflation.” Not controls, but 
the 
level 
of 
federal 
ex­ 
penditures, A lopsided federal 
deficit could put such a new 
kick 
behind 
inflation that 
a 
continuation of price controls 
“ until the cows come home” 
would have little effect. 
“The critical question next 
year will be whether or not the 
President is able to impose a 
discipline 
on 
Congress, 
or 
whether or not the Congress 
imposes a discipline on itself.” 
DUPLICATION OF I960» 
Clearly, “the country can not 
afford a duplication of what we 
had m the late 1960s.” when 
the buildup of the Vietnam War 
piled huge expenditures on top 
of spending for Great Society 
programs, creating the spiraling 
inflation. 
Versus extended and possibly 
tougher controls and rationing 
— with a black market situation 
— the alternative is a massive 
cutback in spending. A cutback 
to a fine point that would, on 
the one hand, curb the 
in­ 
flationary 
thrust 
of 
deficit 
spending but allow, on the other 
hand, 
breathing room for a 
c o n t i n u a t i o n of economic¡. 
growth. 
“This is a President who is 
dead serious about eliminating 
whole programs, if necessary, 
in order to hold down spen­ 
ding.” 
One reason the President has 
asked for letters of resignation 
from “ evet-yone he can get his 
hands on “ is his determination 
to impose a new accountability 
for spending on the men who 
head Cabinet level divisions and 
agencies of the government. 


cy on forest fires. Scientists 
found that suppression at na­ 
ture's fires has interfered with 
the renewal of forests and 
made them poorer places for 
wildlife. But the policy will 
hardly put Smnkey the Bear 
out of work, They still don't 
want people starting fires, 


MINNEAPOLIS, 
Minn. 
CAP)—Smokey the Bear has a 
problem. 
He has to find a way to con­ 
tinue telling people they should 
not be responsible for starting 
forest fires while foresters al­ 
low' some naturally caused fires 
to burn—and deliberately start 
a few of their own. 
Smokey, with his broad-brim­ 
med ranger’s hat, has been a 
familiar figure on posters for 30 
years or so. 
Against a background of tall 
trees he delivers such mes­ 
sages as: “ Only you can pre­ 
vent forest fires.” 


1 
Now, after years of consider­ 
ation and study, the U.S. De­ 
partment of Agriculture’s For­ 
est Service has adopted a new 
policy under which some light­ 
ning-caused 
fires 
will 
be 
allowed to burn themselves out. 
But the conditions have to be 
right 
so 
the 
fires 
will 
not 
spread over too vast areas, and 
preparations, are made to con­ 
tain them should they appear to 
be getting out of hand. 


MAJOR REASONS 
There are two major reasons 
for this new policy: 
A half-century of official fire 
suppression 
has 
allowed 
the 
buildup of fuel — dead trees, 
| fallen limbs, leaves and the like 
|— so that when fire does occur 
it burns hotter and is harder to 
put out, 
This same policy has also in­ 
terfered with the renewal of 
forests and has made them 


.poorer places for animals to 
live. In seeking to protect na­ 
ture, man has violated nature. 
The need and reasons for 
such a policy were discussed by 
National Park Service, Forest 
Service 
and 
university 
re­ 
searchers at a recent meeting 
I of the American Institute of Bi­ 
ological 
Sciences 
in 
Min­ 
neapolis. 
And 
officials 
dis­ 
cussed the policy in interviews 
in Washington. 
There 
are 
in 
the 
United 
States, under jurisdiction of the 
Forest 
Service, 
9.1 
million 
acres designated officially as 
wilderness and S..5 million acres 
designated as primitive aftas, 
which are being studied for 
conversion 
to the 
wilderness 
class. 
In addition, the Park Service, 
part of the Department of Inte­ 
rior, has an estimated 12 mil­ 
lion acres of forests. 
Craig Chandler of the Forest 


Service's division of forest fire 
jresearch in Washington said 
¡¡the “ let-bum” policy was ap-i 
proved about a year and a half 
ago. 


INDIVIDUAL OKAY 
But each region within the 
forest 
service 
system 
must 
seek 
individual 
approval 
for 
areas where the policy is to be 
in effect. 
So far, one area has been ac­ 
cepted. That is the 60,000-acre 
White Cap Wilderness area in 
Montana. Others, Craig said, 
are under consideration. 
The' National Park Service 
has had such a policy, also ap­ 
plied selectively, since 1968. 
In a four-year period in the 
867.000-acre Sequoia and Kings 
Canyon National Parks in Cali­ 
fornia. there were 53 lightning 
fires. All but four burned less 
than 10 acres. The other four, a 
report states, “did not burn be­ 


yond expected boundaries and 
created no unacceptable dam­ 
age.” 
Bruce 
Kilgore, 
a 
biologist 
with the Park Service in San 
Francisco, has pointed out that 
the disastrous effect of a policy 
of fire suppression wras dramat­ 
ically illustrated in 1955 when 
wildfire swept from the McGee 
Ranch into Kings Canyon Na­ 
tional Park. 
Within a few hours intense 
fire devastated 13,000 acres of 
brush and forest where 
fuels 
had accumulated and threat­ 
ened a large stand of sequoias. 
Chandler, arid others, empha­ 
sized that no fire will ever 'be 
allowed to 
burn to the point 
that human life and property 
are endangered. 


WOULD P R E F E R 
Chandler 
said he personally 
would prefer the practice of 
prescribed 
burnt to the “let- 


burn” policy, “The good thing 
about prescribed fire,” he said,; 
“is that the decision can be 
made rationally instead of wait­ 
ing for nature. She doesn’t al­ 
ways cooperate.” 
Prescribed 
burns 
can 
be 
timed to occur when wind and 
moisture conditions are right to 
insure that the fire will not get 
out of hand. 
Were it not for these deliber­ 
ately set forest fires, fuel levels 
would soon build up, creating 
conditions for fires such as 
those which have spread from 
forests in Southern California 
■periodically 
and 
destroyed 
homes in adjoining populated 
areas. 
Until late in the 19th century, 
Indians, with apparently more 
knowledge 
about 
the 
forests 
than their European successors 
on the land, set fires in the for­ 
ests. 
Mature trees withstand low 


intensity fires. Hotter, more de­ 
structive 
fires 
result ’ with 
heavy fuel buildup and dry con­ 
ditions, 
In what has been taken to be 
a public desire to have wilder­ 
ness areas preserved, the gov­ 
ernment instituted a policy of 
fire prevention and millions of 
dollars a year have been spent 
in suppressing forest fires. 
Ironically, though, fire sup­ 
pression has been responsible 
for alteration of the nature of 
wildernesses. 
“ If we are going to keep an 
area the way people are used 
to seeing it and. like it, we will 
have to do some managing,”' 
Chandler said. This means the 
use of fire. 
Chandler and others empha­ 
size that they still want no help 
from the 
public 
in starting 
fires. 
Professional 
foresters 
should decide when and where 
fires are to burn. 
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I GREAT SALE DATS - Sala Good Today Thro SAT. DEC 2nd 


S A V I N G S A N D S E L E C T I O N S A R E N O W G R E A T E R - T H A N - E V E R 


HEALTH AND DIAUTY AIDS AT DISCOUNT PRICES 
We reserve the right to lim it quantities.. Quantities Lim ited While They Lest. 


L a 


BAYER 
ASPIRIN 


1.89 LIST 


I o* 


B O T T L E of .200' 


ULTRA-BAN 
5000 


ANTI-PERSPlRANTl 


1.85 
LIST 1 07 


8 o i. CAN 


CREST 
Toothpaste 


1.13 LIST 
5 7 * 


7-o.z. Fam ily Size 


PRELL 
LIQUID 


SHAMPOO 
7 2 * 


7-02'. Bottle 


3.00 
LIS T 


ALKA- 
SELTZER 
PLUS 
1.69 LIST 
9 7 ' 


P K G . o# 36 


LUSTRE 
CREME 
HAIR SPRAT 
89c LIST 
4 3 


12-5 02. CA N 


MILK of 
MAGNESIA 
TABLETS 


1.69 
LIST 1 


Bottle of 200 


\||H 


COLGATE % 
INSTANT 
SHIIE CREAM ff 
79c LIST 
a 


11-02. K IN G S IZ E 


A L L YOUR FA V O R IT E FAMOUS BRAND G IF T S FOR HER OR HIM. 
CHOOSE C H AN EL, 
JEAN NATE, R EV LO N , MAX FACTO R, C H A N T IL LY , PRINCE M A TC H EB ELLI, LANVIN, 
DANA, Y A R D L E Y , OLD SPICE, BRITISH STER LIN G , CO R D A Y, WHITE SH O U LD ER S, 
FA B ER GE, H ELEN A 
RUBINSTEIN, SCH ICK, N QRELCO, G IL L E T T E , BRU T, ENGLISH 
L E A T H E R - plus more! 


HAI KARATE 
SAMPLER 
GIFT SETS 
0 3 9 


ELIZABETH AR D EN W A* 


C O N TA IN S 3 2 -o 
í . A F T E R S H A V E 
A S S O R T E D F R A G R A N C E S 
HELENA 
RUBINSTEIN 
“ HEAVEN SENT” 
239 


“ BLUE GRASS” 
COLOGN E S P R A Y 


5.00 
V A L U E 


1 8-02. Bottle G ift Boxed 


6 7 


4 5 0 
LIST 


ENGLISH LEATHER 


■ 
^ 
H 
g i f t s e t 


3 ° ° 


/—i e a J r- - it— w 


t e & 
J M 
a S /jj 
i— -■ t i / i 


3 -02 . COLOGNE MIST SPRAY 
2 02. CO LO G N E 2-oz. A F T E R S H A V E 


fcfiSENMOWEK = 
$1 00 CASH Z 
"sco rn betuno i 


X T * 


DESERT FLOWER 
GIFT SET 
| 99 


r? 


- » , f e 
BRITISH STERLING ¿ d L , 


GRANDE MARQUE V iV * ' 
•PC. M IN IA TU RE G IFT SET 


3 5 0 
LIST 


A*. 
* 


HALO 
SHAMPOO 


Natural Protein 


1.57 LIST 
7 7 ' 


11-02. S IZ E 


SENSODYNE 
Toothpaste 


For sensitive teeth 


1.59 LIST 
9 2 


4-«z. Tube 


AMOSAN 
POWDER 


For Sore G urm 


1.69 LIS T 


Box of 20 Packettes 


SCOPE 
Mouthwash 


AN D G A R G L E 


2.05 LIST 


1 


24 oz. S U P E R S IZ E 


2 o k . fJDO Y T A L C 
1%-oz. C O LO G N E 


1.75 
LIST 
39 


¥ 
PRELL CONCENTRATE 
SHAMPOO 
72c 


1.09 
LIST 


FA B ER G E 
BRUT 33” 
SIFT SET 


2 Pc. Set 
"I 66 
2.50 LIST 
I 


4 -0 2 . S P R A Y D EO D O R A N T 


% oz. S H A V IN G CO LO G N E 
% o i. A F T E R S H A V E LO TIO N 


MENNEN 
SKIN BRACER * 4 r 
GIFT SET 


2.50 
"I 7 I 
LIST 
I 


PH O TO C U BE O F 3 B O T T L E S 


íHMjfí: 
R IU iEU lini: 
YOUR CHRISTMAS GIFT 


m 


p 


ORBITOR 4000»# 


C L A IR O L CUSTOM C A R E 3 WAY MIST 
HAIR ¿ J T 
SETTER 


26 99 
LIST 


Regular Set Condition Set or Steam Mist Set 


OLD SPICE 
2-PIECE 
GIFT SET 


3.00 
LIST 


av p-. Afta» Sha»» 
US-ef. 


GENUINE 
ZIPPO 
LIGHTER 
3.1ft L i l t 


AQUA V E L V A 
SNAVE 
LOTION 
6 02. S IZ E 


1.3ft 
L IS T 99 
IN XM A S 
C A R D BO X 


SHULTON 
BATH 
POWDERS 
with PUFF 


c 
1.00 
LIST 49 
Assorted 
Fragrances 


PLANTATION CANDIES 
DAINTIES 
147 
2 lb. TIN 
2 00 LIST 
I 


CHECK one DISPLAY of 
CHRISTMAS GIFTS 
iotO At ONcoeh* PrlcQO 
_ 


C O R D L E S S 
Eloetric Power 


I C I I S D R S M i u s f J * * 


KIWI 3.96. LIST 
SHOE SHINE 81X2” 


W ESTCLOX 
ELECTRIC 
CLOCK 


Drowse Alarm 


7.95 
L IS T 9 9 9 


wtth 
Lighted Dial 


Si x StdOd 
PHOTO 
OUBE 


1.25 
L IS T 59 


Holds 6 Photos 


LADY SCHICK 
JEWEL 
ELECTRIC 
RAZOR 


OLD SPICE 
A F T E R SHAVE LOTION . 
1.75 
LIST 
9 
9 
c 


NIGH SEAS 4« 


A F T E R SHAVE L O T I O N ----- 
1.79 
LIST 99 


12 96 
LIST 


MODEL 
3600 


Model 109 
NORELCO 


SHAPE *N D R Y HAIR S T Y L E R . . . 
22.96 
LIST 14“ 


SCHICK Men's 
FLEXAMATIC 300 


ELECTRIC 
RAZOR 
18“ 
29.80 
LIST 


SAVE 30*. EVERYDAY ON 


PHOTO FINISHING - 


•LACK 8 WHITK OR COLOR 
261 HIGH STREET 
POTTSTOWN 


WE RESERVl THE RIGHT 


TO LIMIT QUANTITIES 


SAVE 2< r. OFF ON All 
TIMEX WATCHES 


See Our Large Selection 


3 
i 
> 
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w aple 
BOSTON 


r o c k e r 


Mediterranean Dining Room Suite, 


• P icea, Ova'll fa b le —4 S id e C h aira 


— 2 Arm Chairs — Lighted China. 


old F i n i s h Rectangular And 


lval Mirrors Graces Any Wall 


$38 


'< 4 


% 


l \ 


Í 
I 
É 
t 


« 


!ji 't 


f 
L .. 


Herat A Pecan Finish Room Di­ 


vider That Has 3 Shelves And 2 


Doors 
$159 


Mediterranean Or Colonial Tables 
In Your C h o i c e Of Pecan Or 
Maple Finish Square Commode- 
Hex Commode or Cocktail. 
$49 


Maple Chests In 4 A 6 Drawer 


Accent Maple Finish. 


$69 


Big 3" Posts And Wagon Wheels 


Design Make These Bunk Beds 


Perfect For Any Kids Room'. 
$69 


An Antique Carriage Adorns The 


Top Of This 34" Square Game 


Table Includes 4 Chairs. 
$49 


3 For 1 
Carpet Special 
1. Nylon Carpet in 12 Decorator 
Colora 
2. Heavy Rubber IPadding 
3. Installation By Factory Trained 
Mechanics. 
$6.88 
Installed 


lodern 5 Pc. Dinette Set Formica 


op Table 4 Vinyl Uph. Chairs 
$89 


Every Single lam p In The Store 
On Sale. Your Choice Of Med.- 
Trad. Modern Starting At $15 


Seely Or Bemce Mattress Or Box 
Spring Quilt Top Innerspring Con­ 
struction 
$44 eo. 


Sliding Glass Doors, 
Adjustable 
Shelves On A Bookcase With Lus- 
trious Walnut Finish.. 
$39 


y Parsons Tables Come In 
•Gold 
And 
White. 
Each Is 
ed In One Piece. 
Each $14 


Patchquilt Swivel Rocker W i t h 


Maple Wood Trim. 
$79 


Traditional Credenia In P e c a n 


Finish In Decorative Front Panels. 
$99 


Maple Finish Full Size Bed With 


Mattress And Box Spring. 


Open Daily Til 9 
Sal 
Til 6 


Parking in Rear of Store 


THE PERFECT HOLIDAY GIFT 
FOR YEAR-ROUND RELAXING. 


SPECIAL HOLIDAY 
PURCHASE PRICE 


Hunting For A Really Outstanding Gift? 
Give Hand- 


same Comfort In This Generously Proportioned 3 Way 
Rectinerl Features Includes Flump Diamond Tufted Pil­ 


la w tack leather-Look Vinyl Upholstery. 


At 
Focora's 
The 
Gift 
Of 
Comfort 
Coimes 
In 
Many 
Other Styles Teal 


> - 
«< 
O 


C-, 
O 


O 
M 
CPS 
O 


O 
v*i 
tr* 
pW M T 


s 
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TODAY YOU GET 
YOUR WISH . . . 
BOSCOV’S GIVES 
YOU A THANKSGIVING 
DAY SALE THAT 
GIVES YOU BETTER 
THAN AN EVEN BREAK . . . 
GOBBLE UP THE BARGAINS! 
How many times has the wishbone made 
the fun of the family gathering last a few 
moments longer? Our wish for you is a limit­ 
less number. And we hope that everybody gets 
the largest half often. People who do a lot of wish­ 
ing can do a lot of shopping at Boscov's. That’s like 
ensuring yourself a much better than even break. Make 
a wish. Come to Boscov’s and see. 
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THURSDAY ONLY 1 P.AI. to 8 P.Al.f 
8% OFF 


OUR REGULAR PRICE 


.ON ALL 
MAYTAG and 
FR1GIDAIRE 


• WASHERS # DRYERS 


• DISHWASHERS 


• REFRIGERATORS 


THANKSGIVING 


i 
DAY ONLY 
1 P.M. 
8 P.M. 


8 HOURS-8% OFF 


BELOW WHOLESALE 


The Famous PRESTO’1 
HOT DOGGER 
.88 


WHILE 
200 
LAST 
Reg. 5.99 
THURS. 
ONLY 


Limit 
1 


Fast, easy, tasty hot dogs without muss 
or fuss. Cooks six hot dogs in just 60 
seconds . . . automatically! No boiling, 
no waiting. 


Small Appliances 


© 


2 1 
< 
2S 
o 
uB 
o 
mm 


w 


THURS. ONLY 


All First Quality 


STRETCH YARN 
PANTY 
HOSE 


Sized and One Size 


1.59 
Value 29 


Choose f r o m many 
stretch yarns that fit 
and feel great. Colors 
of beige and taupe. 


Hosiery 


THURS. ONLY 


Girls’ 100% Nylon 
Stretch 
TIGHTS 


Our Reg. 
1.17 


Stretch fit. Sized 
for comfort. Sizes 
4-6x, 8-10, 12 
14. 


THURSDAY ONLY 1 P.M. to 8 P.M. 


10% OFF 
ALL BROADLOOM CARPET 
- IN OUR HUGE STOCK 
. . . INSTALLED BEFORE XMAS 


HERE ARE SOME EXAMPLES 


Reg. 9.99 “Circa 70” 
100% Kodel Polyester Ran- 0,99 
dom Tip Shear 
sq. yd. 
O 


Reg. 9.99 “East Ridge” 


Rcg.7.99 “Super Value” 
100% Herculon Commercial 
n 1 0 
Pile 
" 
sq. yd. 
I 


Reg. 7.99 “Lombardy” 


100% Kodel Hi-Lo Random 
0 . 9 9 
501 Ny,on P,,a 
7 .1 9 
tip Shear 
sq.yd. 
«d-yd. 
• 


INCLUDING INSTALLATION AND PA0 


Thurs. Only 


Small Boys’ 
Corduroy 
PERMA 
PRESSED 
JEANS 


Reg. 3.472 77 


Sizes 4-7 


Wide belt loops, swing 
pockets. Double knee, 
flare leg. Assorted fall 
colors. 


/fl 
THURS. ONLY 


General Electric 


SLICING KNIFE 


You guide it — 


it docs the work! 


Reg. 
12.88 8.99 


You’ll never hold a moro 
comfortable knife! "The 
handle 
that 
fits 
your 
hand!” The g i f t you 
would like to get! Carve 
and sl i ce li ke a chef I 


THURSDAY ONLY 


NO GREASE — NO STICK 
COOKIE SHEET 
Heavy Gauge Steel, 15Vi ’’ x 12" 
1.49 Value 
Bake In less heat and 
less time. Simply wash 
clean, wipe with paper 
towel.______________________________ 
THURSDAY ONLY79 


Sale 
iJSKV 


52” x 70” 1st Quality 
XMAS PRINTED 
VINYL TABLECLOTH 
Our Reg. 37c 
“Í 
Gaily printed. 
Get eev- 
I 
Q 
oral at this low price. 
J L 


Domes Wes 


THURS., FRI., SAT. 


HOOVER CAN OPENER 
& KNIFE SHARPENER 


Reg. 
19.95 12-99 


# Automatically opens cans of all sizes! 
# Set the can . . . push a button . . . the 
Hoover does the rest . . . even shuts itself 
Off! 
Only Minutes From Pottstown On R t 422At The Reading Bypass—Phone 326-1455 
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Simon Songbook Provides Picture 
Of Most Successful Songwriters 


CHICAGO DAILY NEWS 
hero 
of 
the 
film, 
“ Theknow I’m fakin’ it, I’m not wife and new-born child in a 
SERVICE 
Graduate,” which Simon scored, really m akin’ it.” 
New 
York 
Upper 
East Side 
It’s hard to believe th at 15 Simon represents 
the 
young, EASE MIND 
triplex once owned by classical 
years have passed since Paul middle-class urbanite, seeking 
Simon, like a 
bridge 
over guitarist Andre Segovia, Simon 
Simon 
wrote 
his 
first, song, direction and identity, lashing troubled water, even offered to has spent considerable time in 
“Hey Schoolgirl,” which he and ¡out whips 
of 
words 
at 
his: “ Ease 
your mind 
. . . 
when p s y c h i a t r i c analysis. He 
Art Garfunkel recorded under frustrations and anguish. 
tim es get rough and friends recently canceled his first solo 
the nam e of Tom and Jerry. 
The schoolboy’s thoughts run can’t be found.” “Bridge Over concert 
tour 
because 
of 
an 
But, so it is. And to drive from “Tolstoy to Tinker Bell,” T r o u b l e d 
W ater,” 
S&G’s inability to close his left fist 
home the point of time quickly ¡he 
is 
tortured 
by 
dangling seventh 
album, earned more 
and doctors have been unable 
fleeing, “The Songs of Paul conversations, 
b y 
“ peoplethan $25 million, 
and Simon 
to find a physical cause for the 
Simon” 
(Knopf, $12.95, hard- hearing without listening,” andsays 
the 
title 
song 
“ Is 
my 
ailment, 
cover; $5.95, paper), 
a 
new he has his “ poetry to protect strongest melody to date, even 
The songs of “ Paul Simon,” 
songbook as handsomely 
and me.” 
if not the best lyric.’’ 
his first solo LP, reflect the 
carefully 
produced 
as 
any No wonder Simon and Gar- 
The melldies do linger. The new influences in the life of this 
Simon 
and 
Garfunkel 
LP, funkei’s female fans crowded aggressive m ajor key tones of 1972: middle-class urban man. 
contains a photo of Paul 
and around the stage door to read “ The 59th Street Bridge Song,’ 
In “ Run That Body Down," 
Simon 
sings, 
“ Went 
to 
my 
doctor yesterday, she said I 


S E E , SAY AND U N D ER STA ND —Ann P a rh a m helps 
J a c k see, say and u n d ersta n d th e le tte r “ K ” and 
so m e w ords w hich begin w ith it d u rin g a class for 


h ea rin g -im p aire d ch ildren in th e Lincoln School in 
D ubuque, Iow a. (A P W irephoto) 
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i Writer Tells Brooklyn Bridge Story 


*v 
. t 


NEW 
YORK 
(AP) 
- For 
most 
people, 
the 
Brooklyn 
Bridge is what hayseeds buy 
and daredevils jump off. 
B u t 
for 
wTiter 
David 
MdCul lough 
the 
great 
span 
hurdling New York City’s East 
River has “ a curious magnet­ 
ism—people have gone to it on 
their honeymoons, have carried 
newborn babies across it, and 
have 
scattered the ashes of 
their dead over its sides.” 
McCullough, whose recently 
published, 636-page “The Great 
Bridge” tells the story of the 
building of the bridge, first felt 
its m agnetism when he and his 
wife moved into an apartm ent 
in Brooklyn Heights some years 
ago. 
“ We used to go out. on it on 
Sundays and walk,” he recalls 
with á smile. “ It was a m ar­ 
velous place to get out of the 
city while still being in the city, j 
It’s the only bridge with a 
promenade above the traffic. 
Its builder intended it that way. 
It was designed for people to 
enjoy.” 
FO RM ER W RITER 
McCullough, a former maga- 
How to i 


zinc writer and editor and the I 
Researching the 
author 
of 
“The 
Johnstown digging through a lot 
of old 
Flood,” says it was while he newspapers as well as through 
ISStaftS'b uSFw ¿ • vast “ 
of material in 
how d i d ! get 
“ 
s «* 
C0'-evf nSB 
here, w h7 was it built, howlMclQ>llou* " I * 
M haTln* 
¡ long did it take to build? And, 
LAND DEVELOPMENT 
LUBBOCK, Tex. (AP) - Dr. 
David E. Herrick, assistant di­ 
rector of the Rocky Mountain 
Forest and Range Experiment 


'book meant i such abundant raw m aterial to 
work with gave me the chance 
to bring my characters alive 
MfcCultough, 
39, 
who 
now 
lives with his family in West 
TLabury, Mass., says the five 
years he spent cm the book was 
about evenly divided between 
research, and writing. 
“'On a book like this you 
gather much more than you 
Station, has signed a coopera- use,” he says with a laugh. “As 
tive agreement which launches J ° nS as this book is, it could 
Texas Tech’s research partici- have been a great deal longer, 
pation in the Eisenhower Con- 
worked very, very hard on 
sortium for Research on Forest Otf* book. At one point, I tore 
up 50,000 words and threw them 


i most of 
all, 
who were 
the 
¡people that built it? My book, 
[you see, is really a story of 
.people and not just, a bridge.” 
McCullough began work on 
j his bridge book some five years 
ago—working as a magazine 
editor by day and on the book 
, at night and on weekends. 
“ I did that for about two, 
years,” he says, “ and then Land Keiated Land. 
( . 
, 
rrnMj-iffJ that I’d chosen a sub- 
The project will analyze man- . , j 
, 
realized mar i a cnosen a suo 
k J 
• 
right and started over again. 
iject that was so big and the 
in 
w 
\ L 1 " 
“I’m the toughest boss I e’ 
m aterial for it was so far rang-Jiiniti.es in eastern New Mexico 
, „ 
ing and plentiful that the onlv i™d west Texas and be primar- 
________ 
way I could do the job properly 
ily concerned with natural re- 
was to concentrate 
all mv ef- sources, recreational opportun- SOLVES CRIMES 
forts on it. So I quit my job-¡H ies and environmental man- 
LONDON (API 
- Scotland 
agement. 
Yard said it solved more than 
“In the West the problems of 100 crimes with a $72,000 elec 
man and his interactions with tron microscope. 
By magnify 
the environment are most ur* ing 
100,000 
tim es, 
the 
in 
gent 
in 
the 
southern 
Rocky strum ent can help detectives 
Mountains 
and 
the 
adjacent analyze minute fragments 
high plains,” he said. 
m aterial. 


ever 


which isn’t easy when you have 
five kids ranging from 16 down 
to 
3—and 
a 
lot 
of 
people 
thought I was mad. But I be­ 
lieved this was an important 
story, and I bad a compulsion 
to dh it.” 
of 


How to mcreaseyour savings ^ 
without increasing your salary. 


<v 


Snap-Save Plus 


You say you can never manage to 
save a little extra? Has IVB got a 
plan for you! Snap-Save Pitia. 
With this exclusive VIP service, 
It’s a snap to save more money— 
regularly—on your present 
salary, because IVB does it all for 
you. Automatically. 
• no minimum balance required 
• withdraw anytime 
• highest interest the law permits 
• valuable FREE gift (limited time only) 
To start saving now, and keep 
saving automatically, just stop in 
at any of IVB’s 47 offices, 
conveniently located throughout 
the area. Then watch your 
savings grow. 
Let’s get together. . . to save! 


And get a FREE Gift! 


Open a Snap-Save Plus Account 
for any amount and take home 
your choice of: 
• FREE ELECTRIC HOT TRAY 
• FREE 480 PAGE COOKBOOK 
• FREE 23-PC. SOCKET AND HEX SET 
• FREE "REGENT' BATHROOM SCALE 
• FREE ELECTRIC SCISSORS WITH LIGHT 
• FREE PAIR SILVERPLATE CANDLESTICKS 
• FREE MEN’S UMBRELLA 
• FREE LADIES HANDBAG TOTE 
• FREE H (-INTENSITY LAMP 
SNAP 
SAVE 
PLUS 


IF YOU CAN’T 
COME IN 
MAIL THIS 
COUPON. WE 
TOLD YOU SNAP- 
SAVE PLUS 
WAS AUTOMATIC! 


Snap-Saw Plus Department 
Box 299, Upper Derby, Perma. 19082 


Please send me further Information and applica­ 
tion lor SNAP-SAVE PLUS. I‘ve been looking for a 
way to save money regularly without really trying. 


NAME 


I 


I 


I 


I 


I 


1 
0 


ADDRESS 


CITY 
STATE 
B f 


Do you have an IVB Checking Account yea □ no □ 
Industrial Valley Bank 
and Trust Company 


M em ber FDIC 


I 


I 


I 


I 


I 


I 


I 
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Artie, white-bucked and bow- poems to their fragile heroes, “ Mrs. 
Robinson,” “ America,” 
tied, 
flattopped 
and 
finger- rather than 
offer 
the favors “ Fakin’ It,” “ Old Friends,” “ At 
s n a p p i n g , 
singing 
Paul’s usually 
extended to hard, body-the Zoo,” and “ Bricge Over seem 
to be oaky, she said, 
“ Schoolgirl” lyrics, “ Who-bop-a- rock thumpers. 
Troubled W ater,” coupled with ‘Paul, you better look around, 
loo-chi-bop, you’re mine, I knew 
Garfunkel’s long, 
blond, thin Simon’s painstaking recording How long 
you think you 
can 
it all the tim e.” 
choir boy looks and tenor voicestudio 
engineering 
artistry, run that body down?”' 
“Schoolgirl” 
and 
59 
other, harmonized with Simon’s short, perfectly complement 
lyrics 
Simon explains that this song 
more memorable lyrics, along dark, 
pudgy 
presence 
and that are true to the songwriter's “derives from. a. Bach prelude 
with piano scores, guitar chords, earnest, dem eanor to produce persona. 
I was playing, and lyrically it 
and 
photos 
of 
the 
“ artful one sensitive boy who sang of 
Simon 
has 
come 
close 
to makes it for me because I like 
troubadors to the college set” the coming April, the cloudy whining like Rod McKuen and the idea of a song about taking 
are collected in the 331-page skies and the yearning to return cloying like Leonard Cohen. His care of your health,” 
Simon Songbook, providing 
a t o an undefined but happier work lacks 
the dram a of 
Dylan 
As I turn the pages of Simon's 
picture 
of one of the 
most home. 
and the magic humor of Randy 15-year-opus, w a t c h i n g the 
successufl popular songwriters 
An audience that vicariously Newman. 
pictures change from rock ’n ’ 
of our time. 
read 
with 
relish 
about 
un- 
Granted his failings, Simon roll teenies to flower-children 
FAVORITES 
¡de r g r o u n d goings-on could has sustained a consistent ar- 
“ Some of the songs which are easily 
identify 
with 
Simon’s tistic vision, and now that he 
favorites of mine,” Simon says query, “Do all the hippies seem and Garfunkel, his friend since 
in his introspective introduction, to get the jump on you? Do the sixth grade, have gone their 
“ are not necessarily my best, you sleep alone when others separate 
ways, 
Paul’s 
it’s just that they seem to me sleep in pairs? And they could voice, 
unaffected 
by 


balladeers 
to 
m ajor 
show 
business 
figures 
holding five 
Grammy 
Awards: 
for 
the 
“ Bridge” ■ LP, my eyes fall on 
solo the last verse of the last song 
Art’s Simon has recorded. 
innocent and young (and a little laught, too, at a daring snipe beautiful 
tones, 
brings 
the Indeed, 15 years have 
passed 
pretentions;. I also like ‘Mrs. at Bob Bylan and still “feellistener closer 
to this special 
since “ Who-bopa-aloo-chi-bop, 
Robinson.* 
groovy,” 
though 
an 
uneasy reality. 
(You’re mine, I knew it all the 
Like Benjamin Braddock, the feeling lingered that, God!, “ I 
Now 31 and living with his 
tim e.” 


' tí. 


m 
FIGHTS INFLATION 


WITH AN 
EARLY SANTA SALE 
OPEN THANKSGIVING DAY FROM 9:30 til 6:00 


COUPONS GOOD THANKSGIVING DAY ONLY 


With This Coupon 


MEN'S 
DOUBLE KNIT 


DRESS 
SLACKS 


Reg. $8.88 
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With This Coupon 


-• 6 FT.-> ^ 


ARTIFICIAL 


SCOTCH PINE 


Reg. $10.88 
SALE $7°° 
i! SALE $1(T j! SALE $1 
i i 
■ ■ 
a ■ 
! i 


With This Coupon 


CHRISTMAS 


WRAP 


PAPER and 


Reg. $1.27 


00 


REG. 
$8.88 


W ith T h is Co if pon 


DUNE BUGGY 
PEDAL CAR 


$ T 0 0 


■ a 
! 1 
a * 
Ü 


REG. 
$.88 


With This Coupon 


MIDGET 
20 LITE SET 
Sale $ 
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With This 


Coupon 
10% 
OFF 


ALL , 


PUCHASES 


OVER $1.00 


REG. 
$1.97 


With This Coupon 


LT GIRLS SLIPPERS 


SIZES 9-3 
Sale T 


With This Coupon 


25 LITE 
OUTDOOR SET 


$ J 5 0 
REG. 
$3.98 


With This Coupon 


. 
WO'S 


FASHION BOOTS 


SIZES 5-9 


Reg. $7.88 


SALE $6 
00 
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With This Coupon 


DARE PLANE 


Slunler Airplane 


Reg. $16.88 


SALE $13 
00 
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With This Coupon 


WOMEN'S 
PLUSH 
SLIPPERS 


Reg. $1.97 


SALE $F 
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With This Coupon 


OUTDOOR SANTA 


AND REINDEER 


OVER 9 FT. LONG 


Reg. $$3.88 


Sale s2100 


II ith This Coupon 


BOX OF 50 


Christmas Cards 


DIFFERENT DESIGNS 


Reg. $1.57 
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Sale S1 
20 
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II ith This Coupon 


3 LB. OF ASST. 


CHOCOLATES 


Reg. $2.88 


Sale $200 
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Nostalgia Craze Continues 
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Market Opens for Silent Films 


HOLLYWOOD (AP) - T h e 
current craze for nostalgia is 
causing film owners to scan 
their vaults in hopes that long- 
ago movies can still be box of­ 
fice. 
Talkies of the 1930s, especial­ 
ly musicals of the Busby Berke­ 
ley genre, have attracted cus­ 
tomers seeking entertainment 
of another, more placid era. 
Now it appears there might be 
a market for silent films. 
Today's generation is scarce­ 
ly aware that movies didn’t 
talk until 1928. For 30 years be­ 


fore that time, film makers 
produced 
a 
flood 
of 
silent 
films; most are unworthy of no­ 
tice today, but some were clas­ 
sics. 


SOME ATTEMPTED 
Limited 
releases 
of 
silent 
films have 'been attempted in 
recent years. Such D. W. Griff­ 
ith classics as “Birth of a Na­ 
tion” and “Intolerance” have 
been revived, particularly for 
university 
audiences. 
Since 
Buster Keaton’s death, several 
of his great comedies 
have 


been shown in art-house the­ 
aters. 
The renaissance of Charlie 
Chaplin has been the biggest 
boost for interest in silent mov­ 
ies. Columbia 
has had good 
success with such, Chaplin sí­ 
tente as “Gold .Rush” and “City 
Lights.” 
The trend has not escaped 
the notice of Mary Pickford. 
Long plagued by ill health, 
she remains confined to her 
bedroom at the legendary man­ 
sion 
Pickfair. 
But 
she still 
keeps an eye on business. It 


Film Star Undiscovered' 
By Sportscaster on ABC 


By IRV KUPCINET 
Chicago Daily News Service 
A B C 
Sportscaster 
Chris 
Schenkel, no movie-goer he, 
didn’t recognize 
the gal on 
whom 
the 
cameras 
focused 
during the telecast of Saturday 
n i g h t ’s USC-UCLA football 
game. When the cameras first 
caught 
her, 
she 
stood 
up, 
opened her coat and revealed 
she was scantily clad in hot- 
pants and halter. Chris iden­ 
tified her only as a “UCLA, 
coed” 
because 
her 
scanties 
were in the blue and gold colors 
of the school 'The gal was film 
sexpot Edy Williams. 
* 
# 
* 


Famed 
Architect 
Edward 
Durrell Stone will unveil plans 
for 
an 
unusual 
building 
in 
Chicago when he meets the 
press on Nov. 30. It’s a high- 
rise, planned to accommodate 
only posh restaurants. Builders 
Martin 
and 
David 
Server 
conducted a study which shows 
that with the mushrooming of 
buildings in the area in which 
it’s to be built there’d be enough 
traffic to support the novel 
concept. Filmmaker Jack Lieb 
just 
got 
the 
good 
news. 
“Brother,” 
the 
movie 
he 
produced 
for 
the 
Federal 
A v i a t i o n Administration to 
encourage minorities to seek 
jobs as air-traffic controllers, 


won a prize in an Italian film 
festival. 
J i m 
Tilmon, 
the 
American Airlines 
pilot 
who 
doubles as host, of his own TV 
show, acts in, the movie and 
wrote the script. Many loyal 
Arab-Americans report they are 
the victims of harassment by 
the government in its efforts to 
keep tabs on them. (The Justice 
department revealed some time 
ago that it would keep an eye 
on Arabs living or visiting in 
this 
country 
to detect 
any 
association with the terrorists.) 


* 
# 
* 


'Sen. William Proxmire (0- 
Wis.), borrowing a leaf from 
such noted top-to-bottom state 
walkers as Sen. Lawton Chiles 
(D-F)a.) and Illinois Gov.-elect 
Dan Walker, is doing the same 
in 
Wisconsin 
to launch 
his 
campaign for re-etection. But 
Proxmire, a noted jogger (five 
miles daily), will run 10 miles 
and 
walk 20 each day,(And 
we suggest he wear a furlined 
hat 
to 
keep his 
new 
hair 
transplant from blowing away.) 
Stephin Fetcbit, first black to 
gain Hollywood stardom, was 
elegantly attired in a Gignlss 
tuxedo when he accepted the 
“Image Award” Saturday night 
from Hollywood NAACP. The 
tux was on the house for Fet- 
ohit. now 81 and on his uppers. 
Queen Elizabeth and her Prince 


Phillip celebrated 25 years of 
wedded bliss. (Long may they 
love.) Marvin Glass, the toy 
designer 
and, 
man, 
for 
all 
seasons, has joined forces with 
Hollywood Moviemaker George 
Pal to produce “Doc Savage.” 
And Bill Carsley’s quip: “The 
way football players do that 
dance in the end zone after 
scoring a touchdown indicates 
they 
all 
could 
use 
Arthur 
Murray lessons!” 


* 
* 
# 


Chicago Mayor Richard J. 
Daley gets an all-out salute in 
the upcoming Life Mag from 
Gen Pokomy, the boy wonder 
of politics who ran Sen. George 
M c G o v e r n ’ s campaign in 
Illinois. Pokorny typifies the 
younger element that scorned 
Daley and his kind at the 
Democratic 
convention. 
But 
listen to what Gene now' has 
to say, after working with Daley 
during 
the 
campaign: 
“The 
mayor of Chicago really has 
been, maligned over the past' 
few years. Daley cares about 
the same things we care about 
— quality of schools, about 
neighborhoods . . . it 
r e a l l y 
means something to Daley to 
be a Democrat. It is a vital 
part of his life. I hope if I 
ever get the stuff kicked out 
of me (like he did), I can be 
that big a man,,. 


was ever so. She was the first 
of the silent stars to produce 
her own pictures, and she has 
retained 
control 
of 
them 
through the years. 
Recently the Pickford Corp. 
announced plans to re-release 
the star’s films in Great Brit- 
a i n , 
Switzerland, 
Holland, 
Spain, France, Portugal, West 
Germany, 
Austria 
and 
the 
Scandinavian 
countries. 
The 
showings will be kicked off with 
a 
premiere in London next 
January. 


PICKFORD FILMS 
| 
The Pickford films will in* 
elude such silente, as “ My Bets 
¡Girl,” in which she costarred 
¡with her present husband, Bud­ 
dy 
Rogers, 
“Little 
Lord I 
Fauntleroy,” 
“Suds,” 
“Little 
Annie Rooney,” and “Rebecca 
of Sunnybrook Farm.” Also in-! 
eluded is a talkie, “Taming of 
the Shrew,” her only film with 
husband Douglas Fairbanks Sr. j 
The 
re-releases 
were 
an­ 
nounced at a press conference 
at Pickfair, which, is still así 
elegant as 
when 
Mary and! 
Doug ruled Hollywood society > 
from 
its 
premises. 
Matty! 
Kemp, executive director of the 
Pickford Corp., outlined some 
of the hazards in marketing si­ 
lent films: 
“It’s a mistake to send out 
old prints of silente. That sim­ 
ply turns the audience off. It’s 
important 
to 
provide 
fresh, 
clean prints, and to make what­ 
ever cute are needed to main­ 
tain pace. 


MORE ACCEPTABLE 
“We spent $250,000 to make 
Mary’s pictures more accept­ 
able for today’s audiences. We 
also added new musical scores 
with Gaylord Carter at ‘the 
mighty Wurlitzer organ,’ repro­ 
ducing 
the 
organ 
accom­ 
paniment. that theaters had in 
the silent days.” 
What about 
a 
release for 
Pickford films in the United 
States? 
“We’re 
trying 
first,” 
said 
Kemp. 
“Europeans 
have 
a 
greater reverence for stars of 
the past than American do. Our 
idea is to build up the demand 
in 
Europe, 
then 
tackle the 
American market.” 


CONTINUING EDUCATION 
ANNOUNCES... 


EVENING CLASSES 


AT BERKS CAM PUS 


REGISTRATION: November 27, 28, 1972 at 814 HilP Avenue, Wyomissing, Pa., 6:30 to 8:30 p.m. 


Classes Begin: Monday, Dec. 4, 1972 
Classes End: February 22, 1973 


Tuition $31 Per Credit 


ASSOCIATE DEGREE CREDIT COURSES 


MATH. 801 
Technical Mathematics 
MATH. 802 
Technical Mathematics 


UNDERGRADUATE CREDIT COURSES 


IN SCIENCE, ENGINEERING AND LIBERAL ARTS 


(All Courses Are Offered for Threo Credits With Exceptions Noted) 


Anthy. 1— Introductory Anthropology 
A. Ed. 3—Drawing and Painting for Teachers In 
Elementary Schools 
Arts I —The Arts 
Bl.Scf. 1—Structure and Function of Organisms 
BI.Scl. 2— Evolutionary Relationships of Organisms 
Chem. H — Introductory Chemistry 
Chem. 12—Chemical Principles 
Econ 2— Introductory Microeconomic Analysis and Policy 
Econ 14— Principles of Economics 
Ed. Psy. 14—Learning and Instruction 
E.Mch. 11—Statics 
Engl. 1—Composition and Rhetoric 
3— The Writing of Ideas 
105— Introduction to Literature 
122— British Literature of the Nineteenth Century 
133— Contemporary American Literature 
Geog. 20— World Geography 
Geog. 24— Elements of Cultural Geography 
Ger. 1— Elementary German 
HI.Ed. 26—School and Community Health Education 
Hist. 20— History of the United States to 186-5 
Hist. 21— History of the United States Since 1865 
Human. 1— Values of the Western Cultural Heritage 
Human. 2—Shaping of the Modern Mind 


Engl. 
Engl. 
Engl. 
Engl. 


I F.S. 129— Development in the Family 
I.F.S. 329— Infancy and Early Childhood 
Math 10— Pre-calculus Mathematics 
Math 1 7— Finite Mathematics 
Math 61— Elementary Calculus & Analytical 
Geometry II 
Math. 62— Elementary Calculus & Analytical 
Geometry 11 
Math. 63— Introduction to Linear Algebra 
Math. 71— Intermediate Calculus With Applications 1 
Music 5— The Fundamentals of Music Appreciation 
Music Ed. 86— Music for the Elementary Classroom 
Teacher 
Phil. 1 — Introduction to Logic 
Phil. 2— Introduction to Philosophy 
Ph. Sc. 7— Introduction to Physical Science 
PI. Sc. 1— American National Government 
PI. Sc. 3— Government and Politics in Modern Society 
Psy. 2— Psychology 
Psy. 13— Introduction to Developmental Psychology 
Psy. 37— Mental Health 
So. Sc. 1— Contemporary Man and Society 
Soc. 1 — Introductory Sociology 
Spch. 200— Effective Speech 
Stat. 200— Elementary Statistics (4 credits) 


ADVANCED CREDIT COURSES 


A Ed. 4 1 4 -Advanced Crafts for Teachers 
C & S 470—Workshop in Non-Graded Education (6 cr.) 
Cn. Ed. 403— Foundations of Guidance and Counseling 
Processes 
Cn. Ed. 404—Group Procedures in Guidance and 
Counseling 
DRR 442— Reading Problems in the Secondary School 
E.E.C. 400— Introduction to Exceptional Children 
E.E.C 401-Educational Adjustments for Exceptional 
Children 
LF.S. 4 8 1-Developmental Programming ter Pre-School 
Children 
Inst. M. 411— Orientation to Instructional Media 


L Ed. 440— The Elementary School Reading Program 
L.Ed. 441— Teaching Children's Literature 
Mth Ed. 442— Individualizing Instruction in School 
Mathematics 
Ph. Ed. 460— Methods and Principles of Athletic Coaching 
Ph. Ed. 489— Intramural Athletics 
Psy. 412— Abnormal Psychology 
Psy. 425—Child Psychology 
Psy. 426— Adolescence 
Psy. 436— Mental Health in Schools 
Psy. 4 3 7 — Psychology of Adjustment 
Sci. Ed. 458—Teaching Science In the Elementary School 
$,P A. 440— Survey of Speech and Hearing Disorders 


SPECJjAL INTEREST COURSES 
FOR VARIED ADULT AND PROFESSIONAL NEEDS 


Real Estate Administration and Management-$45 
Real Estate Financing-$45 
Real Estate Law— $45 
Real Estate Sales—$45 
Real Estate Theory and Practice— $4! 
Real Estate Title Insurance— $45 


Real Estate Residential Appraisal— $45 
Real Estate Residential Construction— $45 
Personal Income Tax—$20 
Financial Program for the Small Investor— $24 
Basic Computer Programming— $55 
Consumer F refection—$25 
THE PENNSYLVANIA STATE UNIVERSITY 


SKI CREATURES—The recent 17-inch snow that fell 
in the Catskill Mountains of upstate New York brought 
out a first, showing of ski creatures. They are, top 


from left, the Glidus-soarus; the Twice-,as-nicus; the 
Hainis-flairus, and at bottom, the most familiar of the 
species, the Pronus-moanus. (AP Wirephoto) 


CONTINUING EDUCATION OFFICE 


814 Hill Ave., Wyomissing, Pennsylvania 


PHONE 375-4211, EXT. 51 


STAINLESS STEEL TUB 
WASHER 


low everyday price.I" 


The washer’s stainless steel tub is solid, non- 
Durable Press, and are rust-proof, chip proof, 
perforated. The stainless steel drum of the dryer 
corrosion-proof. And - our stainless ste e l 
has three smooth baffles that tumble the clothes. 
washers and dryers are sanitary and easy to 
Both washer and dryer are super smooth, ideal for 
keep clean. 


4 WAYS TO CHARGE 
POTTSTOWN 
EAST HIGH & FIRESTONE BLVD. 
326"5120 


OPEN THIS FRI: till 9, SAT. till 3 
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Men Outshine Gals in Home Decorating Contest 


By VIVIAN BROWN 
AP Nowsfoaturos Writer 
Men may be better than 
women at refurbishing homes. 
The idea emerged at this 
year’s judging of the Burlington 


House Awards, an annual event 
judged by prominent women, a 
board of governors under the 
chairmanship of Mrs. Albert 
Lasker of New York. Homes 
entries in 26 categories are 


Here's The Answer 


By ANDY LANG 
AP Newiftatures 
I. Q — I will soon be putting 
down a wooden floor in our 
attic. We live in a rather damp 
area. Is there any advantage 
to using very wide boards in 
the hope that they won’t expand 
; as 
much because 
of the 
moisture? 
A.—There not only Isn’t any 
1 advantage, but it is unwise 
Iunder the circumstances you 
• describe. Thinner boards are 
• less likely to give you trouble. 


; Q.—Settle an argument. My 
sister places pieces of card- 
• board 
over 
the 
open-wire 
! shelves in her refrigerator and 
‘then puts the bottles and dishes 
•on the cardboard. I maintain 
• this is not a good idea. Who 
íls right? 
A.—You are. Anything placed 
on the shelves that impedes the 
circulation of air wilt interfere 
with the maintenance of the 
proper temperature inside the 
refrigerator. 


Q,— I plan to lay a concrete 
floor ii our basement which 
now has a floor of ordinary dirt. 
I am going to put down about 
half an inch of concrete, then 
asphalt roll roofing, then 3 
inches of concrete. 
Is it 
necessary to put anything under 
the first layer of concrete? 
A.—Not if you are 100 per 
cent sure that the soil has good 
drainage. But if you aren’t sure 
—or if you want to do an extra 
good job — first put down 
several inches of gravel and 
tamp it down thoroughly. 


Q.—About a year ago I pat­ 
ched a part of our roof with 
a black patching compound. I 
now have some caulking to do 
on the side of the house and 
I would like to use up the old 
black compound. Will it still be 
good? 
A.—It may be in good con­ 
dition, but since you intend to 
use it on the side of the house, 
you undoubtedly will want to 
paint it. And painting black 
compound is not a good idea 
as it usually contains a sub­ 
stance that will bleed through 
the paint. You are better off 
to buy a white caulking com­ 
pound and paint it the desired 
color or buy one of the com­ 
pounds with some touch of color 
in it. 
Be sure to clean out the gaps 
with a putty knife or chisel 
before applying the new com­ 
pound, as small bits of the old 
compound or loose bits of wood 
can 
interfere < with 
proper 
adhesion. 


Q —I am going to put a fiber 
glass roof over my rear patio. 
I understand that each sheet of 
fiber glass must overlap the 
next one, but now I am told 
that It is important that this 
overlap be done a special way. 
Can you tell me how this is 
done? 
A.—When you purchase the 
fiber glass sheets, you will 
receive an instruction sheet 
giving information about the 
proper overlapping for the 
particular type of sheeting you 
purchase. It may be that what 
y o u 
were 
told 
concerns 
overlapping of any kind in 
outdoor projects — the principle 
that the overlap should always 
be made so that the prevailing 
wind goes over the overlap, not 
under it. This is to insure 
against having the material 
blow away, although it is 
doubtful whether this would 


Reads Stream Beds 
CHICAGO (API - Reading 
indent stream beds and un- 
:orking their history is the 
vork of Dr. John Clark, associ- 
ite curator of sedimentary pet- 
ology, department of geology, 
¡•¡eld Museum here. 
A 
northeastern 
Colorado 
edge of standstone particularly 
nterests him. He says the 35- 
nillion-year-old stream bed—as 
«men as a moon plain—re- 
eals Its wanderings like a 
oadmap. 
Clark said the stream at one 
ime was as wide as the broken 
ibbon of rock, about 1,000 feet, 
ind as deep as the thickest 
to ss beds , about four feet. 
Judging from the size of the 
lebbles that the stream carriej 
le said its speed of flow was 
ibout 5 miles an hour. 
Clark said that he would 
itudy stream beds even if the 
studies had no practical value, 
>ut the information fits into the 
vhole body of earth history like 
he missing pieces of a puzzle. 


happen m the case of fiber glass 
sheets, which are fastened to 
the framework with special 
cement as well as special nails. 
Just to be sure, though, you 
might as well do it properly. 


Q.—I bought a la mbs wool 
roller about two years ago and 
never used it. I am now going 
to paint three rooms in my 
house. Can I use the la mbs wool 
roller or would time have 
deteriorated it? 
There is no reason why the 
roller should not be in good 
condition after two years, 
especially if it were never used. 
However, lambswool rollers are 
intended principally for use with 
oil rather than latex paints. 


Q.—What is the best way to 
attach furring strips to a 
masonry wall? 
A.—The cheapest way is by 
using cut steel or grooved 
masonry nails. However, cer­ 
tain kinds of masonry walls are 
so tough that it may be difficult 
to drive the nails m without 
bending them. If you decide to 
use these nails, ask your hard- 
ward dealer for a special 
gadget that helps prevent the 
nails from bending. 
It is 
inexpensive. 
There are other ways to at­ 
tach furring strips to masonry. 
One involves the use of what 
are called anchor nails, which 
are attached to a piece of 
perforated 
metal 
that 
is 
fastened to the wall with a 
special adhesive. It eliminates 
making any holes in the 
masonry. Another method calls 
for the use of expansion shields 
which are placed into drilled 
holes in the masonry. Screws 
or bolts are then driven through 
the wood into the shields. 
Q.—I recently refinished the 
wooden top of an old TV con­ 
sole. After taking off the old 
finish, I put on two coats of 
varnish, then rubbed down the 
surface with pumice powder 
and rubbing oil. It came out 
exceptionally smooth but is not 
as glossy as before the rubbing. 
Is it possible to restore the gloss 
without applying another coat 
of varnish? 
A.—Yes. Repeat the rubbing 
technique, but this time use 
rottenstone instead of pumice. 
Be sure to use a clean rubbing 
pad, preferably felt and not the 
one you used for the pumice. 
Plenty of vigorous rubbing is 
necessary. Another rubdown 
with paste wax will help to 
preserve the finish. 


Q.—My son spilled some ink 
on a varnished wooden table 
top. Unfortunately, he didn’t tell 
us about it immediately. Several 
weeks have now passed. Is it 
still possible to get off the 
stain? 
A.—I’m afraid not. Once ink 
settles into the pores of wood 
or even the finish — it’s im­ 
possible to get it out. There is 
one possibility. If the table top 
had a reasonably thick coat of 
paste was on it, the stain might 
have been prevented from 
penetrating. But this is only a 
slim possibility. 
Vigorously rub down the top 
with turpentine in the hope that 
removing the wax will also 
remove the stain. If the wax 
comes off but not the stain, try 
rubbing the area with rot­ 
tenstone and oil as explained 
in the previous answer. If that 
doesn’t work, you have no 
choice but to take off the entire 
finish with a varnish remover. 
The chances are the stain will 
come off. but if it shouldn’t, 
because it is in the bare wood 
itself, you’ll have to bleach it 
out with a commercial wood 
bleach, sold in most hard ward 
stores, lumber yards and paint 
stores. 


Q — I clipped a story out of 
the newspaper some time ago 
about a refinishing project. It 
said to use water putty to fill 
nail holes in the wood. When 
I went to purchase some, the 
hard ward dealer said he didn’t 
have it in stock but offered to 
sell me some plastic wood. He 
said it’s the same thing. Is it? 
A.—While water putty and 
plastic wood are both used for 
patching wood, they definitely 
are not the same1. Water putty 
is a powdery substance which 
must be mixed with water to 
a putty-like consistency. To get 
the color you want — if you 
are trying to match the color 
of the wood — you must mix 
it with dry coloring. 
Plastic wood is used just as 
it comes from the can or tube. 
It is available In a natural 
color, but well-stocked stores 
also carry it in light mahogany, 
dark 
mahogany, 
oak 
and 
walnut. Both water putty and 
plastic wood harden so that they 
can be sanded. 


submitted by newspaper and 
magazine editors. 
“It may sound anti-Lib to say 
it, but somehow the men’s 
houses seem to be the best. 
They don’t seem precommitted 
to anything. Even if they 
clutter, they do it eclectically,” 
observed Mrs. David Skinner of 
Seattle, as she held up a picture 
layout of a man’s house. That 
one was a rugged, masculine- 
looking interior with rough wood 
walls. Part of its decorative 
charm included a big ship’s 
wheel. 
“It is funny,” she added. 
“These awards really started 
out 1969 as: a dedication to the 
American female’s decorating 
talents, but it may not be 
turning out that way.” 
In addition to “man’s home,” 
one of the categories of the 200 
finalists, men could enter other 
designations 
— 
“build 
it 
yourself,” “unusual dwellings,” 
“the special room” and so on. 
And they did. 
Mrs. Peter Dart of Boulder 
c o m m e n t e d she “couldn’t 
believe that men decorated 
some of these houses without 
h e - p ” (professional). .. She 
was looking at a beach house 
interior of wood and glass. 


WOOD AND GLASS 
In decorating, men seemed to 


prefer materials like wood and 
glass — and they liked throw 
rugs, porcelains, good fabrics. 
And floors seemed to be very 
important whether they were 
shiny wide wood or herringbone 
brick. 
Men remodeled many of the 
abandoned old barns, carriage 
houses and a livery stable — 
everything but the wiring — 
submitted as entries. 
One house in particular — a 
squash house — caught the 
fancy of the women. Mary Lou 
Paxton of Fort Worth thought 
“the two chaps who did it had 
made very good use of space.” 
The formal house had been 
converted into living, dining and 
sitting areas and the squash 
court became a terrace. 
“The building was in good 
condition,” o b s e r v e d Mrs. 
Kenyon Bolton of Cleveland, 
studying the entry, “ but it 
really needed to be furnished 
with good things which they 
obviously had . . . ” 
People are remodeling every 
kind of building in these days 
of high-cost houses. They do not 
always worry about preserving 
the character of old farm 
buildings 
to provide 
more 
liv,ability. Fireplaces, decks and 
screened porches were added. 
A three-room log cabin that 
had been moved from one town 


to another was converted into 
a studio with walls of wood and 
stone. Leaded glass doors and 
slate floors provided a fresh 
approach. 


BUNK HOUSE 
One entry, a remodeled bunk 
house, formerly a fruit pickers’ 
d w e l l i n g , was handsomely 
furnished with innovative ad­ 
ditions such as a chandelier 
made of carved Balinese fish. 
The owner did not know what 
to do with them. 
An old school house, 27 by 
32, was gutted and remodeled 
with big windows and porches. 
But 19th century dwellings 
were beautifully restored by 
many 
young 
people 
who 
maintained the original beauty 
of the Victorian and revival 
styles. While there were fine old 
homes in the Midwest, many 
elsewhere were in rundown 
areas 
requiring 
a 
lot of 
a u t h e n t i c research. The 
category was one of the largest 
submitted. Twenty-five entries 
were culled from the original 
75. 
Young couples also showed 
great flair in do-it-yourself 
enterprises such as fumiture- 
rnakmg, refurbishing and built- 
in». All the judges commented 
on one room where an afghan 
of squares grandmother pattern 


'floor plan 


TO 
SOM E 
P E O P L E — vacationing in the 
woods should have total atmosphere, thus 
this log cabin variety of a vacation home. 
The basic plan is square with a couple of 
wings extended for interest and utility. Con­ 
struction costs should not be high. Inside the 
covered front porch is a foyer which leads in 
two directions—to two bedrooms and bath 
and to the living area. The living room has a 


second floor ptan 


balcony at both ends, log-burning fireplace, 
wide doors and windows and an open railed 
stairway with a two-story window adjacent. 
There are 1.057 square feet on the first floor 
and 479 on the second floor, which could be a 
dormitory, one bedroom or two bedrooms. 
Anyone interested in the cost of the plan, 
HA750M, can write to Rudolph A. Matern, 
89 E. Jericho Turnpike, Mineóla, N.Y. 11501. 


HOME FOR RETIREM ENT 


720 -/6/ 
36 F R O N T 


THIS ON E-BEDROOM retirement home is a 
Florida masonry slab house. It has 720 
square feet plus carport and screened porch. 
It has cross-ventilated living-dining area 
with sliding glass door to the screened porch 
at the back. Kitchen is a separate room, 
with direct access to the outside. The bed­ 


room is completely isolated from the noise of 
the living room by closets. It also has a 
sliding glass door to the porch. The archi­ 
tect, who may be written about costs of Plan 
HA749R, is Jan Reiner, 1000 52nd St. North, 
St. Petersburg, Fla. 33710. 


has been put over a floor-1 ength 
yellow 
cover. 
Other 
do-it- 
yourself tricks included putting 
light bulbs in vegetable baskets 
and bordering mirrors with sea 
shells. 
Yacht chairs 
often 
served as low-cost seating. 


WALL ART 
A sparsely furnished room 
with large pillows on the floor, 
baskets, a mask and other wall 
art caught the eye of Mrs, 
William McCormick Blair Jr. of 
Washington D.C. While vivid 
color was popuLar with most of 
the judges, she prefers soft 
colors and doesn’t like rooms 
that come on too strong. A “do- 
it-yourself painter of doors, pots 
and other containers,” she 
found most of the do-it-yourself 
enterprises “very exciting.” 
One handsome decorating job 


by a couple in a run-down area 
included touches of grandeur- 
gilded mirror, fireplace, ornate 
c h a n d e l i e r and windows. 
Another couple had applied a 
patchwork motif, which mat­ 
ched, the quilt on the bed, to 
a red-painted chest. In that 
room a window of plants had 
tendrils crawling up the panes. 
It charmed Mrs. Eugene Grace 
of Philadelphia who commented 
that she particularly liked, 
flowers and hoped it wasn’t 
influencing her judging. 
As usual, the women judging 
the event found ideas they 
would use themselves. For Mrs. 
John Swearingen of Chicago, it 
proved to be a needlepoint rug 
like one seen in one of the 19th 
century houses. “I’m already at 
work on it,” she said, trium­ 
phantly. 


It's On The House 


AP Nawsfeatvres 
The most common type of 
window, that with two movable 
sashes, is known as the double­ 
hung window. 
One of both of these sashes 
occasionally gets stuck. While 
there are several reasons why 
a sash will refuse to budge, the 
usual one is that paint has 
hardened in one or more of the 
grooves of the window frame. 
The first step in unsticking 
a window which is stubborn 
because of the presence of 
hardened paint is a negative 
one — don’t look for a 
screwdriver! If you follow the 
fairly regular practice of in­ 
serting the blade 
of the 
screwdriver between the sash 
and the inside molding, you 
may finally succeed in working 
loose the s’ash. But you .are also 
certain to produce a series of 
gouges and other conspicuous 
marks that will be difficult to 
disguise or repair. 
A putty knife blace will ac­ 
complish* the same result as the 
screwdriver blade without the 
damage. 


Breaking the paint seal with 
a putty knife blade is easy if 
you work carefully. Don’t try 
to do it all at once. Each time 
some of the paint is dislodged, 
try the window to see if it 
moves. If not, don’t force it. 
Move to another .area with the 
blade and hit the handle with 
a hammer or mallet. Use gentle 
taps rather than heavy blows 
and move from one spot to 
another. Your eye sometimes 
will tell you exactly where the 
hardened paint is causing the 
trouble. 
In severe cases, the molding 
that forms the front edge of 
the sash groove must 
be 
removed. Slide the putty knife 
blade under the molding and 
work it carefully until the nails 
can be removed with a hammer 
claw. Sand the sliding parts as 
much as necessary to make 
them move easily, wipe with 
a window lubricant and replace 
the molding. 
Applying a lubricant or wax 
to the edges of the sash once 
or twice a year will usually 
prevent future trouble. 


Concrete and Masonry 
Work Can Be Simplified 


AP Nowsfoaturos 
Many persons quite adept at 
ordinary do-it-yourself projects 
steer clear of concrete and 
masonry work. 
It’s a rather foolish fear, 
especially since modern ready- 
mixed materials, requiring only 
toe addition of water, make it 
fairly simple to obtain the 
proper mixture for whatever the 
purpose. 
One way to get acquainted 
with masonry work is by in­ 
stalling a brick path or walk­ 
way that requires the use of 
a minimum amount of a wet 
mixture. The wet cement is 
used only for the curbing along 
the walkway. The bricks inside 
the curbing — that is, the path 
bricks — are laid in a dry mix. 
The curbing is laid first after 
the walkway is dug to a depth 
of about 5 inches. Using what 
it called a “sand mix,” place 
it in the excavation along toe 
sides of the path to a depth 
of 2 inches. Bricks are then set 
on edge into this bed of wet 
cement. 
The brick path is then placed 
inside the curbing, except that 
this time the base is 2 inches 
of a dry mix — one part of 
cement to five parts of sand. 


The bricks are installed in any 
design you wish, or just simply 
one next to the other in simple 
order. See that each brick fits 
securely into the base and that 
the top of one brick is level 
with the top of the next. 
When the walkway is com­ 
pleted. take some more of the 
dry- miz and shovel it on rather 
generously over the tops of the 
bricks. Next, use a pushbroom 
to sweep the mix around until 
it settles between the bricks; 
that is, into the joints. 
Take a garden hose and water 
the entire area. Use toe spray 
setting on the nozzle. Sweep 
again, then spray again. Shovel 
on some more dry mix, then 
sweep. Two applications usually 
will fill the joints, but if they 
don’t, add more dry mix, sweep 
and spray 
About the only time this type 
of walkway should not be at­ 
tempted is when the soil is 
tightly packed and does not 
drain readily. 
Laying bricks in a dry mix, 
with only the curbing set in a 
wet mix, will give you the 
confidence to tackle more 
ambitious projects m which the 
application of a completely wet 
mix is necessary. 


By JIM HUFNAGEL 
Written for Associated Press 
Often times it seems apart­ 
ment owners simply reach into 
the sky for a rental figure. 
That’s not really the case. 
Pricing an apartment is as 
difficult 
as 
calculating 
a 
logarithm. 
The owner is faced with his 
ovrci cost on one side and what 
the renter is willing to pay on 
the other. There are a number 
of factors that influence the rent 
on an apartment-maintenance. 
m a n a g e m e n t , 
building 
materials, labor. land and 
property taxes. The last three 
influence 
rents 
the 
most. 
Construction wages today range 
from $3.75 to $12 an hour. As 
a result, builders commonly 
budget an average of 25 per 
cent of their total construction, 
costs to labor alone. 
Land costs vary still more. 
Developers pay from $1.000 to 
$3.000 per unit and higher 
depending on the city, land 
availability and zoning laws. 
Property taxes range widely 
from $100 to $500 a unit. Many 
suburban councils, fighting the 
o n s l a u g h t of apartments, 
promise to hit development 
corporations 
wi t h 
soaring 
property taxes if they build 
unwanted complexes. 
Local resistance often em­ 
broils a builder in costly, time- 


consuming litigation. At worst 
it can cause him to abandon 
a project already on the 
drawing boards. 
It’s a popular attitude for 
apartment residents to consider 
they are victimized by the 
wealthy landlord, but the facts 
prove differently. The apart­ 
ment owner today hopes for a 
10-15 per cent return on his 
invested, equity, assumes sub­ 
stantial risks in the millions of 
dollars, and can only look 
forward to increased occupancy, 
elevation of rents and amor­ 
tization of the mortgage to 
justify his investment. 
Of 
course 
“amortization” 
wealthy landlord, but the facts 
means that your rent helps 
increase the builder’s equity. 
Further, real property has 
tended in the past to grow in 
value. So, 15 or 30 years from 
now the owner could offer for 
sale a building worth many 
times his original investment — 
even after collecting 10-15 per 
cent a year along the way. Also, 
there are certain tax ad­ 
vantages or “shelters” that can 
make investing in apartments 
a very attractive proposition. 
Still, building and managing 
apartments is something of a 
high wire act. If you can afford 
to play, the profit possibilities 
are substantial — and so are 
the risks. 
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Israel's Chief Rabbi Outmaneuvers 
Orthodox Clergy, Okays Nuptials 


INSTANT OF 
IMPACT — U naw are of an incoming 
enem y round, a South V ietnam ese photographer m ade 
this picture of a South V ietnam ese trooper dug in at 
H ai Van, south of Hue. C am era caught the subsequent 


explosion before the soldier had time to react. Incident 
occurred during one of m any continuing sm all scale 
fire fights in South Vietnam, continuing despite talk 
of a forth com ing ceasefire. (A P Wirephoto) 


CHICAGO DAILY 
NEWS SERVICE 
TEL AVIV — Operating with 
the 
secrecy and 
split-second 
timing 
of 
a 
military 
coup, 
Israel’s 
newly-elected 
Chief 
Rabbi Shlomo Goren has out- 
maneuvered this country’s ultra 
- orthodox clergy and approved 
the marriage of a young man 
and woman previously barred 
from wedlock. 
The gruff, gray-bearded ex­ 
chief chaplain of Israel’s armed 
forces dispersed the cloud of 
Mamzerut — bastardy — from 
the two marriage applicants by 
convening a Rabbinical Court 
here 
earlier this week that 
promptly accepted his reasons 
for deeming them eligible for 
matrimony. 
Directly 
affected 
were 
a 
brother and sister, Hanoch and 
M i r i a m 
Langer, 
whose 
respective bids to be' granted 
the right to marry had been 
turned down previously by a 
Rabbinical Judgment. 
The rejection was based on 
an ancient religious law, ac­ 
cording to which the offspring 
of illegitimate marriages are 
defined 
as 
Mamzerim 
— 
bastards — and therefore are 


forbidden from marrying within) had not been legally divorced) 
This led to a political crisis 
the Jewish fold. 
¡ f r o m 
her 
first 
husband,jover the authority of rabbinical 
Informers 
had 
tipped 
a Abraham 
Borkovsky, 
before courts to deny the basic human 
district Rabbinical court that taking her second husband with right to marry to citizens of 
Hanoch’s and Miriam’s mother! whom she had the two children, a modern state. 


FOR CHRISTMAS SHOPPING . . . 


come to ST. PETERS VILLAGE 


Eight»#(i Shops With 


Unusual And Hand 


Craftad Items 


-*rf£2SS^v. 
CHESTER COUNTY, PA. 


Pottstown Rt. TOO South, then 


West an 23 la Knauertown, 


turn right to tha Village. 


HANDCRAFTED 
GIFTS 
OPEN EVERY DAY 
BUT MONDAY 


Champagne in the Morning Palatable 
In French Quarters Where It's Made 


By JACK SCHNEDLER 
Chicago Daily News Service 
REIMS, France—Champagne 
in the morning sounds dread­ 
fully dacadent, but when the 
champagne is free, only a most 
ungracious and foolish visitor 
would abstain. So we toasted 
our 
scarlet-clad 
hostess 
and 
finished off the bottle of dry 
1967 vintage in the coolness of 
the 
sampling 
room 
50 
feet 
underground. 
Marcia and I, in the company 
of another American couple and 
a young daughter, had just 
spent 45 minutes being guided 
through the chalk caves of G. 
H. Mumm & Co., which claims 
to produce .about one-third of 
the French champagne sold in 
the United States. 
As we savored our Mumm 
sample, I proposed a toast to 
l o w e r 
tariffs 
on 
French 
c h a m p a g n e . But customs 
wouldn’t bring down the price 
too 
much, 
our 
hostess 
ex­ 
plained. An ordinary year costs- 
a stiff $6 a bottle even in 
France. 
Reims is the heart of the 
French champagne district, and 
most of the dozen or so major 
producers welcome visitors to 
their plants. Only a few, in­ 
cluding 
Mumm, 
sweeten the 
bargain with a free taste of the 
product, the tourist information 
lady told us. We select our 
target company on the basis of 
that 
information, 
and 
we 
heartily recommend you do the 
same. 
Personal testing is a 
glorious way to take a look 
inside a fascinating 
industry 
that still relies on much skilled 
hand labor — which is one 
reason for the high cost of 
French champagne. 
As we walked through the 
long 
vaulted 
cellars 
past 
thousands 
and 
thousands 
of 
bottles 
of 
fermenting 
cham­ 
pagne, our hostess explained 
what happens in the four or 
fove years between the time the 
champagne grape is picked and 
the bottle is corked.. 
GRAPE CROP LATE 
She told us this year’s grape 
crop was late because of the 
cool early summer in France.! 
As a result, the manufacturers 
were 
having 
trouble 
finding 
enough 
pickers 
for 
their 
vineyards, since many of the 
students who normally do the 
work were already back in 
school. Marcia thought it might 
be great fun if we signed on 
to- help bring in the harvest, 
but I cast one of my infrequent 
vetoes to that notion. 
The 
champagne 
caves 
o' 
Reims stretch for 10s of miles, 
and our guide told us that many 
of the city’s residents moved 
into them, in the fall of 1914 
when the advancing Germans 
were bombarding the area. 
The German cannons badly 
damaged the historic cathedral, 
but it was restored in the 1920s 
and survived World War II. It 
stands today as one of the most 
magnificent sights in France, a 
place where history seems to 
lurk behind every pillar. King 
Clovis 
of 
the 
Franks 
was 
baptized on the sit'; in 496 A.D.. 
and Joan of Arc brought the 
reluctant Charles VII to be 
crowned King of France there 
in 1429. 
It is possible to reach even 
further into the past by strolling 
a few blocks to the Gate of 
Mars, a 
100-foot-long Roman 
triumphal arch built in the 3d 
century when Reims was the 
capital of the Province of Gaul. 
MUNICIPAL CAMPSITES 
We managed a night at the 
campsite outside Reims just 
before it closed for the winter. 
But in many French cities the' 


fall and winter camper can find 
a much-needed hot shower at 
municipal campsites kept open 
the year round. 
The 
French 
do 
a 
lot 
of 
camping in their own country, 
and this is one of the finest 
features of their system. The 
same 
Michelin 
people 
who 
publish 
all 
the 
superlative 
guides and maps put out a 
guide to French campsites that 
¡gives exact locations, and tells 
which ones are open all year. 
We reached Reims from our 
previous 
dispatch 
point 
in 
northern Italy via a somewhat 
circuitous route caused by a 
detour to Munich to experience 
the Oktoberfest. We suffered 
our first snow of the season 
crossing the Swiss Alps Sept. 
19, up to waist level in one pass. 
Lucerne, Switzerland, where we 
spent three days, has one of 
the best-equipped campsites we 
have found anywhere in Europe1 


so far. The city was. some what 
overrun with tourists, but there 
is a local museum of potholes 
dug 
by 
glaciers, if 
you can 
imagine. 
The Munich Oktoberfest might 
have washed us away in beer 
suds if we hand’t made our 
getaway after one day. The 
sight of whole oxen roasting on 
spits was phenomenal enough, 
not to mention the spectacle of 
whole battalions of Germans 
swilling liters of beer. Marcia 
was able to consume a mere 
two liters before we beat a late- 
afternoon 
retreat 
westward 
toward the Black Forest. 
The next day, a Sunday, we 
discovered, what seemed to be 
half of West Germany jammed 
onto the roads of the otherwise 
lovely forest country. Lesson: 
Avoid 
the 
Black 
Forest 
on 
weekends. 
Strasbourg, our first city in 
France, has a rather handsome 


CLOSED THANKSGIVING . . . 


cathedral, of its own, complete 
with an astronomical clock that 
looks 
as 
if 
it 
could 
do 
e v e r y t h i n g but pass the 
collection plate. Crossing Alsace 
and. Lorraine, we reached our 
champagne interlude at Reims. 


Apollo Scientist 


CAPE KENNEDY, Fla. (AP) 
— Dr. Harrison H. Schmitt, a 
geologist and the lunar module 
pilot on Apollo 17, is the first of 
the nation’s scientist-astronauts 
scheduled for a space flight. 
Three more will fly next year, 
one on each of three Sky lab 
space stations missions. 
They are Dr. Joseph P. Ker 
win, a medical doctor, and two 
physicists, Dr. Owen K. Gar- 
riott and Dr. Edward G. Gib­ 
son. 


BOYER'S 
FO O D 
MARKETS 


ONE AT ATHOL . . . THE SECOND (BRAND NEW) NOW AT "PARKLANE' 
AMITY GARDENS, JUST OFF RT. 422 


HOME-STYLE 
SCRAPPLE 


BERKS TASTY 
LIVERWUR 


STORE-SLICED OLD FASHIONED 
DUTCH LOAF 
89c 


HYGRADE SKINLESS 
FRINKS......... 69c 


HOME-STYLE 
HAM SALAD 


GROCERY 


STOP IN . . . SEE FOR YOURSELF 


SHORT SHANK 
SMOKED 
r PICNICS 


• SLICED 
59* Ib 


lb. 


lb. 


lb. 


lb. 


LEAN GROUND 


• e • • 


STOCK UP NOW! 


WALDORF 
BATHROOM 
TISSUE 
........... 


SENECA 
KRAUT 
1 lb. 11 oz. ......... 


SHUR-VALU 
PORK & 
B EA N S................1 lb. 


DEI MONTE 
CREAM GOLDEN 
CORN . _____17 oz. 


| 2 
rolls $ | 
2 • 49‘ 
4,or 55' 
5 s 95* 


PRODUCE 


U.S. #1 
BAKING 
POTATOES___ 


HOME GROWN 
PURPLE TOP 
TURNIPS _____ 


The Santa System 


SUPERSCOPE A-240—20 W RMS AM PLIFIER 


TWO BARD 8 


SPEAKER 


S YS TEM S 


YOU CANT 
RESIST AT . . 


(ALL 4 PIECES) 
Garrard 40B Record 


Changer w/Base, 


Dust Cover and Free 


Pickering Cartridge. 


OTHER GREAT GIFT SUGGESTIONS 


I ' 
m 


MODEL 
PRO 44A 


KOSS HEADPHONES 
SAVE 
$ 4 7 . 9 7 
$12.03 
“ 
■ 


MOOD 
LIGHTS 


from 
Vocalume 


Dazzling, 
col­ 


orful 
Light 


Boxes. 


Choice of sizes & styles from 


THREE 
95 
CHANNEL 
29 


Sony TC-60 


CASSETTE- 


C0RDER 


SAVE 
ss.oo 


NOW 
ONLY 
$53 


Quantities Limited 
ELECTRONICS 
READING MALL 
Next to Boscov's 
PHONE 779-6660 


Open Monday thru Saturday 10 A.M. to 9:30 P.M. — Friday Till 10 P.M. 
'Ü ^ J Ü F 
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Boyertown Area 
Jaycees 
Holiday 


Area Couple Allends 
Farmers Convention 


During the Christmas season.and religious organizations to 
the 
Boyertown 
Jaycees 
will help distribute the articles. If 
expand their “Toys for Tots” any organization can use any 
project 
to 
include 
books, of the items or can distribute I 
m a g a z i n e s and children’s them to needy families in the 
clothing, according to Howard area they are asked to contact 
Moser, Barto RD 1, chairman. 
Moser. 
The Jaycees will ask civic} 
The books and magazines will: 
be distributed among the homes Í 
for the aged in the area. 
Persons who know of children; 
who should be the recipients} 
w 
j 
w 
c u i* 
iof 
the 
toys, 
may 
send the' 
Mr. and Mrs. Phlip 
Schultz. L ames> agel) sex an(j addresses 
E ast Greenville, were 
Mont-[0f children to Moser. The 
gomery County representatives age arKj sex 
necessary to 
at the 22nd 
annual meeting and ¡allow 
f^e 
jaycees 
to 
select1 
convention of the Pennsylvania appropriate toys 


S 
, 
, 
A“ OCi,UOn lPFA) ‘"I 
All 
names 
should 
be sub-' 
.. 
mitted to the organization 
by 
Other representatives 
In* the beginning of December, 
eluded Paul Waver, Royers ford, 
Moser said residents donating 
and 
Harold 
K n e c h 1 e , toys, books and games should 
Harleysville. 
so py pec j t0 a ]jow suf- 
Sen. 
Richard S. 
Schweiker fjcient 
time for the repair and 
was 
speaker 
at 
the 
annual distribution for the holidays, 
awards banquet. Entertainment 
C o l l e c t i o n barrels were 
was 
provided 
by 
the 
Cum- distributed in stores throughout 
berland 
Valley 
High school ¿the Boyertown 
area 
for 
th% 
stage hand. 
deposit of the 
articles. 
The 
---------------------------- 
articles will be collected by the 
APOLLORECOVERY 
Jaycees and 
repairs will 
be 
CAPE KENNEDY, Fla. (AP)!*™® by,the members. 
_ 
— The prime recovery ship for 
Barrels are ;n the following 
the Apollo 17 mission is the car- s t o r e s : 
Schmoyers 
1 ome 
rier Ti conderoga, 
which 
a l» Center, 
:125 
E. 
Philadephia 
picked up the Apollo 16 astro- Ave-, 
Boyerltown, 
Thrifjway 
nauts last April The ship will f ood ^ arke • « E. R™ «d elp * a 


be 
waiting 
in 
the 
Pacific ^ 
« ^ . ‘Philadelphia Ave.® 
Ocean, 400 miles southeast of 
Kea 
¡ ^ n ic k 
Samoa, when the astronauts re- „ • 
a 
Town 
shopping 
turn to earth Dec. 19. 
__ J p¡aza 0f Boyertown. 
And. W. T, G rant’s Co., Town 


Bechtelsville Church oX¡«° Gile" 
Hosts Flood Victims Life Sentence 
Senator s Journey 
Starts With a Run 


DACCA, Bangladesh (AP) —( 
¡■ 
tables and helped serve the n r t M Malik the last cover- 
MILWAUKEE (AP) - Sen. several breaks to shake hands 
meal. Following dinner, games 
0, 
Proxmire 
began his at factories, 
were played. Coffee and cake 
. , , .. 
' 
' ’ , 
planned 
1,200-mile 
journey 
proxmire 
planned 
to 
take 
was served to the guests before v 
w 
u aKin£ war across Wisconsin this week by 
days to complete the first 
they left for the return trip. 
against Bangladesh 
and sen- r u n n i n g 
along 
Milwaukee 250 miles of his trip by running 
The project was started as/tonced to 
imprisonment 
'streets at dawn. 
land walking from this south- 
the result of a suggestion by 
Ma!ik’ 70> also was convicted 
The 
57-year-old 
Democratic eastern Wisconsin metropolis to 
the 
Rev. 
Latshaw 
to 
Mrs. of collaboration with the Paki-lcbajrman. 
the Joint Econom-the community of Lancaster in 


Fronheiser, 
chairman 
of 
the stan army and spreading sedi- “ 
i't e 
” 


S m 
'* riM ^ 'r MMli’iiM 
tion' but ju<iee Abdul Han"ah f»r portions of his initial trip. 
Proxmire plans to return to 
tacted 
Mrs 
Durrell 
Sdp Chowdhury 
did 
not 
sentence said: “Hi, I’m Bill Proxmire” ¡Washington for Senate business 


B O Y E R T O W N - 347-2237 
TONIGHT THRU TUESDAY 


Shopping Plaza of Boyertown; 
Freed’s 
Super 
Market, 
New 
Hanover 
Township. 
Gilberts- 
ville; 
Bally 
branch 
of 
the 
National Bank of Boyertown, Grange at 


EARL CONTESTANT-Vir- 
gina Verger, daughter of 
Mr. and Mrs. Carl Y ager, 
Boyertown RD 4, will repre­ 
sent Earl Township Volun­ 
teer Fire Co., in the queen 
contest at the annual Holi­ 
day Ball sponsored by the 
Boyertown Junior Woman’s 
Club. 
Miss Yerger, who has blue 
eyes and light brown hair, is 
a graduate of ¿Boyertown 
Area Senior High School and 
is employed as a bookkeep­ 
er and typist at the National 
Bank: of Boyertown, Phila­ 
delphia and Reading ave­ 
nues 
The ball will be Nov, 2:5 
In the Gilbertsville Fire hall, 
1454 E. Philadelphia Ave., 
Gilbertsville. 
Roy 
Geiger, 
.Boyertown RD 3, will be 
master of ceremonies and 
music will be furnished by 
the Jerry Allen Orchestra., 
Area Grange 
Hosts Program 
For Holiday 


been sen* 


Forty six people from the 
Wilkes-Barre area were guests 
of 
Trinity 
Lutheran 
Church, 
B e c h t e l s v i l l e , at a pre- 
Thanksgiving 
dinner 
in 
the 
church. 
The people were members of 
Lutheran churches whose homes 
were 
either 
damaged 
or 
destroyed during the flood in 
June. 
„:IL„, 
„ „ „ 
The group attended a morning, member of the executive board'Mabk on those counts because 
worship service at the churchjof 
Lutheran 
Churchwomen of h*s aSe and Pr»°r record. 
c o n d u c t e d 
bv 
the 
Rev ,LCW) 
of 
the 
Northeastern Malik could 
have 
B 
1- » 
1 t h w trH nactnr Pe™sylvania Synod concerning fenced to death. 
Burlington Latshaw 3rd, pastor. .. 
nrnffrarn 
.. ... 
, 
, 
. . . - 
n 
* • 
»• „ 
. „ 
i„„i„Aar\ 
program. 
Malik had pleaded innocent 
Participating churches included 
M„ ^ 
„ y,e w(fe of the (o 
es H<_ w>s 


Holy 
Trinity, 
Kingston. 
St. Rev. Durrell Seip. pastor of rK)r 0f p<aS[ Pakistan from Sep 
Paul’s, St. John’s and Messiah, Holy Trinity Lutheran Church, tember until Dacca fell to In- 
all in Wilkes-Barre. 
Kingston, and serves on the dian troops on Dec. 16, 1971. 
Seven members of the church executive board off * be But he ran 
Defense attorneys had argued 
roasted seven turkeys at their Lnurcrrwomen 
of 
the 
Nor-j,(jia;| Bangladesh did not have 
homes. They were Mrs. Paul “^eastern Pennsylvania Synod, jurisdiction in the case because 
Weller, Mrs.' Jacob Stark, Mrs. 
The youth group is planning the state did not exist when 
La Verne Miller, Mrs. Warren a _ Christmas 
party 
for 
theMalik, was governor. The prnse- 
M. 
Yerger, 
Mrs. 
Eugene children of the 
Wilkes-Barre¡cution said Bangladesh existed 
R e i d e n a ii e r , Mrs. Herbert area 
and 
the 
LCW 
made from March 26, 1971, when in- 
Fronheiser and Mrs. 
Donald Christmas items for the senior dependence from 
the western 
Clemens. 
'citizens. 
'¿part of Pakistan was declared. 
The Youth Group decorated 
Mrs. 
Fronheiser 
was coor- 
Malik, 
a 
civilian 
Bengali 
__________________dinator. The Rev. Latshaw and from 
East 
Pakistan, 
was 
members of the church council named to replace the military 
assisted 
with 
arrangements, governor. 
Mrs. Stark, chairman of the 
He was captured after Indian 
LCW 
Christian 
action 
com-, troops entered Dacca and was 
mittee, was in charge of the later turned over to the Bangla-j 
kitchen. 
desh government. 
Í 


constituents 
he in between legs of his journey. 
to 
surprised 
pa&Sed• 
y « a ■ m Ml m w m m m ■ m ■ ■ m ■ B in ■ ,m »| 
The senator, who won’t be up 1 w* ie v it* ah 
n « w eridM-to b* 1 
for re-election until 1976, took ¡ T* enro" 
0ur 8rld" 
{ 
1 
0 
Bn'k 
1or 
AI1 1 
! 
Brtd#* 
w h 0 ! 


Scouts Conduct 


Investitute at 
Area Church 


Mrs. 
Nellie 
P i 1 g e r t 
Bechtelsville 
RD 
1, 
was 
i 
charge 
of 
an 
investiture 
ceremony 
for 
members 
of 
junior girls scout troop 947 at 
Calvary 
United 
Church 
of 
Christ,,* Barto RD 1. 
The program opened with a 
flag ceremony by Linda Sabold, 


Take A Closer Look 
FRIGIDAIRE 
UPRIGHT 
FREEZERS 
AND 
CHEST 
FREEZERS 
S-YEAR NATIONW IDE 
PROTECTION 
PLAN 
Low Monthly Tor ms Arrangod 
O PEN D AILY I TO 5:30 
F R I. T IL tj SAT. T IL L 3 
EV EN IN G BY A PPO IN TM EN T 
STU SCHAEFFER 
APPLIANCES 
F R IG ID A IR E SALES A S ER V IC E 
2,4 E„ PM la, Ave., Bo 
Ph., 
347-2,53S 


Brldet 
Root iter. 


Our 


Bridal 


Registry 


Now 


Includos 


■ Ufa Rhoadt ... 
.. Nov, 25 ¡ 
(To Wed Robert Brensinger) 
! 
! Patti Voverlci ........ 
Nov. 25 ! 
! 
(To Wed Wattor Dltscher) 
■ Diana Brown 
........ Dec., 1 ■ 
(To Wed Merrill Gehman) 
■ JoAnn Shaner ------------- Dee. 1 | 
i 
(To Wed Harold C. Kemp) 
g 
I Bonnie 
Reinert 
....... 
Dee. M t 
■ 
(To 
Wed 
Arthur 
Houser) 
i 
; KARVER & FRY ; 


; 
TOY and G IFT SH O P 
¡ 
121 E„ Philadelphia Ave,, 
| 
I 


* 
in 


A Thanksgiving program was Patsy 
Pilgert, 
Brenda 
Eck, 
presented by members of Valley ( M i c h e l l e 
Chendorain 
and, 


iu m v n i m a u iu e j u h i 
ivauonai 
oar»K ui ouycrivwu, 
Grange at a meeting in the 
'gave ^ 
the 
Girl 
Scout 
Children 75c Adults 
$ 1 .5 0 and Reicheat’s Grocery 
Store, grange,hall. Red Hill, under the prom;se 
__________________ leadership of 
Mrs. 
Florence 
U r¡ 
Sm¡th 
Diane 
Merkdi 
. 
c 
Hillegass, 416 Ma;n St., Red Keily Gabeit ^ 
Moyer, Marie 
Thanksgiving jcrvicc 
Hill. 
j Chendorain, 
Kelly 
Erb, 
Ann 
A 
Thanksgiving 
worship' 
P a r t ! c i p a n t s 
included I Bents, 
Gloria 
Fox, 
Annette 


2 SHOWS: 7 & 9 P.M. 
Gilbertsville. 


COLUMBIA BCTUBES 
GEORGE C. 
SCOTT 
STACY 
REACH 
A ROBERT CHARTOFF- 
IRWIN WINKLER PRODUCTION 
THE NEW 
CENTURIONS 
f mm »<• Mtwtl try JOSEPH WAMBAUGH 


m 


service will be conducted by the Malcolm Wehr and Oliver ICulp,jMojfan and Vicki Fox recited 
Rev. 
Dr. 
David 
A. 
Johns, 
scout laws. 
¡an exercise, “Thankful;” Ella, 
_ 
. . 
T 
. 
_ ... 
pastor, 9 this morning in Eliml 
. 
inv'ested 
were 
Lori 
Smith, 
Tabernacle. Boyertown RD 2. 
¡ar*d Frank Bnnckman, Ernest Diane 
MCTkd, KeUy 
Gahel. 
Fegley, 
Wehr 
and Kulp, Kelly 
Erb, Ann 
Bentz. Four 
tableaus. 
“You;” Kulp, solo, members who will receive their 
“Bless, This House;” Katie Erb. pins at the next session include 
reading. 
"Time 
Out 
For|Pen.ise Her!)): Ruth A,nn Ü,oudt; 
Vila 
Schick 
and 


SPECIAL MATINEES 
SAT. 1 P .M .-S U N . 2 P.M. 


I T 
’S 
O 
U 
T T J * 
SIGHT??' 
ATRIPTO THE UNKNOWN! 


A Chuck Jones Production stirring 
Butch (Ttw Munster*) Patrick 
Metrocoior • From MGM 
f R j« » 


We Hove A Large 
Selection Of 
RECORD 
CABINETS 


• GUN CABINETS 
• BOOK CASES 
• DESKS 


LOW Pi, 1C SS — IVERY DAY 
EASY TERMS — 
To 
lull Yaur Need» 
KUSER 
FURNITURE 
144 S. RSAdmg A v«„ Boyertown 
PHONE 3*7-74*1 
STORE HOURS: 
MON. THRU FA * H fl 
SATURDAYS 4 to 1 


Barbara 
Filer 
and 
Cheryl 
Thanks;” 
vu«i 
oum h 
a,IUl Stauffer 
Brinckman. duet, “Jesus Lover 
pjns ' 
presented 
to 
of my Soul.” 
¡committee members, Mrs. Mae 
And, Robert Zimmerman and Sabold, 
Mrs. 
Virginia 
Chen- 
W e h r ,, 
Traveling?" 
skit. 
“ Are 
You 
’ The men answered 
dorain and Mrs. Carolyn Floyd. 
Hostesses were Cindy Russo, 
roll call with the topic, “My Sharon 
Musser, Terry Floyd, 
First 
Hunting 
Experience.” Kelly Fillman and Pam Henry. 
Winners for the best story were Games were played during the 
Wehr and Joseph Kaufman. 
social hour. 
Members made plans to make 
Mrs. Pilgert is leader and 
sunshine 
boxes 
at 
the 
next M r s . 
Verna 
Hagenbuch 
meeting. 
assistant leader. 
Attending were 24 members 
and 10 guests, Mr. and Mrs. 
Howard Landis; Mr. and Mrs,.1 
R a l p h 
Shaner, 
Sanatoga 
Grange; Mr. and Mrs. Samuel 
Hart line, Mr, and Mrs. Arthur1} 
Landis, 
Community 
G range.: 
Fagleysville; 
Mr. 
and 
Mrs. 
Robert Zimmerman, Cold Point 
Grange. 


Why make . Mom work and cook on Thanksgiving 


Day? . . Bring her and the kids to 


GILBERTSVILLE FIRE CO. 


MENU: Turkey.» IF ill in»» P eas. 
Adults *2.75 (tax in cl.) 
Serving 11 


C ara, Cranberry sauce, lea cream . 
Children under 12 *1.50 
a.m. to 3 p m. 


Boyertown Classified 


Personals 
T 


STU S C H A EFFER A P P U mNCNjT 
Friqidatre Sate* & Service. 24 E Phllr 
Ave ,. Borer low»- 
Phone 347-2511 


Help Wanted -Male 
33 


STUDENT, 16 yrs. or older to work 
In dairy bar and cleaning and work in 
genera*. Must be reliable:» good p er-1 
son a lily and appearance. Able to- take 
responsibilities. After school and must 
be willing to work every F rl. & Sal. 
night. 
For 
information» 
cell 
845-2755 
between 1 I. 9 p.m.,____________ 
I. 


As We Observe 


This Thanksgiving 


Day, Let Us Be 


Thankful for Our 


Wonderful Heritage 


and the Many 


Blessings We Hnve 


Been Privileged to 


Enjoy. 


BREEZY’S BAKERY Inc. 
SPECIALS For Friday and Saturday 


STICKY 
SHOO-FLY 
BUNS 
PIES 


ORDER THANKSGIVING MINCE A PUMPKIN P IES NOW 


CHECK WITH US FOR OUR WEDNESDAY SPECIAL 


PIUS Our Usual Line of 
Home-Made Baked 
Goods 
Everything Bakeo On Premises 
Please phone your order by Friday, 3 p.m. for decorated cake* for Sat. 
Decorated Birthday and Wedding Cakes Our Speciality 
------------------- 
B O Y ER TOWN ---------- 
I f NORTH R EA D I NO- A, VC., 
PHONE 
iff- 1154 


Articles for Sale 
46 


Studded Snow tires on rim (2 ) 670x15, i 
1 
130. Spray gun w/maeh, $40. Phone 
367-836* bet f am end 3 pm . 
y r t * 


Houses for Sale 
78 


Sth & Schaeffer Sts., 3 deluxe Town* 
house*, 
im m ediate occupancy. 
Cal! 
3*7-17»! o r 754-6134 alter 6 p.m. 


Phone 
BOYERTOWN 367 2480 


FOR ALL THE NEWS AND ADVERTISING 
A N D 
TH E 
BOYERTOWN ™ AREA 


CALL EARL S. BENFIELD 
OFFICE 143 N, WALNUT ST. 
PHONE 367-2503 
RESIDENCE 425 E. 4th ST. 


CHRISTMAS BONUS DAYS 
850 


IN CASH PRIZES TO BE AWARDED TO LUCKY SHOPPERS IN BOYERTOWN. NO 


GIMMICKS . . . NOTHING TO BUY . . . SHOP ANY OF THE 24 BOYERTOWN 


BUSINESSES DURING THESE DAYS. 
TOMORROW THROUGH SATURDAY, DEC. 
DRAWINGS: DEC. 2; DEC. 9; DEC. 16. 
1st s100-2nd s50 - 3rd s50 - 4th *25-5th *25 


16 


FOR 
KACM 
DRAWING 


PLUS $100 BONUS DRAW ING ON DEC. 16. 
NO OBLIGATION TO BUY 
— 
SIMPLY REGISTER WITH ANY OF THESE 


PARTICIPATING MERCHANTS A M ) W IS CASH PRIZES: 


Bank of Pennsylvania 
Bause's Drug Sturt 
Berky's Variety Store 
Claussen's Photo Shop 
R. C. Coxon, Jeweler 
First Federal Savings 
Wm. R. Gift Inc. 
Haring's Shoo Store 


& Loar Assn. 


tCarver-Fry Toy A, Gift Shop 
Kay's Dress Shop 
Kuser Furnituro 
LeFevres Department Store 
Mest's News Agency 
National Bank of Boyertown 
Ritter's Food Market 
Sands Shopping Goods Store 


Stu Schaeffer Appliances 
Schmoyer Lumber Co. 
Schmoyor's Homo Center 
The Sound Proposition 
The Stag Shop 
Talarico's Sandwich Shop 
Vince's Pizzeria 
Western Auto Assoc iato Store 


Thin pwmutim »poit*orcd by Bnyert;mn 
t Mawiation, Inc. 


You can do so much with a 
Christmas Club. Join now! 


BANK OF 
PEmiSYLMAMA- 


Phila. Ave. & Washington St., Boyertown 
Town Shopping Plaza, Boyertown 


HOLIDAY SKCUL AY YOUR 


SERVICE 
STATION 


RT. 6(3 NEW HANOVER TOWNSHIP, NILNERTSVILLE 


(FORMERLY PIONEER STATION) 


PER 


CALLON 
95 OCTANE 


PER 


OALLON 


PREMIUM 
101 OCTANE 


SPECIAL PRICES IN EFFECT TODAY, FRIDAY, SATURDAY, SUNDAY 


NOVEMBER 23, 24, 25, 26, ONLY 


Thursday, Nov. 23, 1972-Th e Potlsfown M ercury—75 


A P O LLO 17 IN S U C C E S S F U L R E H E A R S A L —Bathed 
in flood lights, the Apollo 17 moon rocket vents liquid 
oxygen as the launch team successfully completed 
a six-day countdown rehearsal in Cape Kennedy, Fla., 
for the moon mission scheduled for launch Dec. 6. 
(AP Wirephoto) 


Uncle Sam W atches 
As Miners Set Vote 


By 
CHICAGO 
DAILY NEWS the fury of the editors, both 
SERVICE 
! candidates now get equal, space, 
WASHINGTON 
— 
Arnold ^ere ^ what Joe Budzanoski, 
Miller, a disabled West Virginia a candidate for teller, and a 
coal miner, is risking his life to friend of Tony Boyle has to say 
run for the presidency of the abut Bernstein and Company. 
United 
Mine 
Workers 
of 
U n d e r 
the 
heading 
of 
America. .The Labor Depart-1 “Bloodsucking 
Leeches!”, 
ment is spending .$4 million, to Budzanoski complains, 
‘‘They 
insure that he gets an honest are leedi.es drawing on the 
count. 
f lifeblood' of our union — our 
Incumbent UMW President W. healthy treasury. The observers 
A. 
(Tony) 
Boyle, is furious kill time all day long by reading 
about government interference books, newspapers, magazines 
in his affairs. His campaign and 
h* isom€ 
cases, 
por- 
literature 
refers 
to 
Leonard nographic literature. 
Lurie, the Labor Department 
official who is supenising the 
elect ions, as a “snoop...” 
Boyle never mentions the fact 
that he brought it all on him- here 
one for relatives and 
self. Federal Judge Charles R. friends, and another for those 
Bryant, 
who 
studied 
Boyle's who do the work. 
1969 campaign, overturned that I 
The 
Labor 
Department 
is 
election for fraud and ordered strictly neutral It is simply 
Hie new one which will begin running the election from start 
on Dec. 1. 
to finish. 
. 
, 
- * 
. 
Bo vie’s 1969 rival, Joseph A. 
H has sent out messages ..o 
(Jock) Yablonski, was found every' one of the 200,000 eligible 
murdered in 
his home New‘voters, informing them of the 
Year’s Day 1970. So were his i tim e and place of the polling, 
wife and daughter. 
which will continue for a week 
Miller is appealing to the A la&or departm ent represen- 
miners to take a chance for tative win be stationed at each 
change Since the miners work,of the 1,300 polling places. The 
under 
conditions 
that 
s e e m ! MFD fought to have the voting 
ludicrous in 1972 - they, for take place, wherever possible, 
instance, get no sick pay — one at the mines!ires rather in the 
would think they have little to union halls, where Tony Boyle’s 
lose. But fear of going against incumbency 
would 
be 
more 
the union is strong among the 'keenly felt, 
older man, 
and bucking the 
The miner will be handed his 
handpicked successor of John L. ballot by a Labor Department 
Lewis, has for them the ring representative The ballots will 
of treason. The Labor Depart- he 
transported 
under 
heavy 
ment can do nothing about the guard to the Labor Department 
fear of old men, who feel their ° ^ 1C€S *n 
Spring, Md., j 
pensions ride with Tony Boyle, ["here they will be under round-. 
But it is doing everything e lse ! ult £ ‘ock p u r ity , 
it can to make sure that the ' 
They « « be counted, startin g , 
election will be as procedurally 
^ re e days, 
fair as money and manpower 
Jchn shlnn* 
the 
lal>or un­ 
cen make it. 
i dersecretary who is m charge 
F o u r 
Labor 
Department uf the ejection project, says it 
representatives, in challenges to 
unprecedented 
in 
the 
Judge Brvant’s sweeping court department shistory. 
order of last June, work full- 
****** the Precautions, of 
time 
at 
the 
United 
Mine "tuch the miners have been 
Workers’ 
headquarters on 
K J ™ » * 
embolden some 
Street. They m ake sure that the 
, 
;ie*ds- 
violations of 
1969. 
the free nubndy knows 
Boyle, who is 
spending of union funds for the 
1» make ^outsiderism" 
re-election of the president, the 
question 
probably (hints 
dispatch of union officials lo '^e m issive federal intervention 
contested districts, the o v e r t" 1" help him. Miller, at least, 
intimidation of the challenger’s c*5 ** sure that the election 
supporters, are not repeated. 
»>“ ■ 10' b o u g h t with union 
While Boyle resents the in- "mds 
or stolen, 
trusión of the “Feds',” wtw 
examine all incoming requests 
for money from the field and 
review- “ activity reports” on 
Driving Distance 
CAPE KENNEDY, Fla. (AP) i 
review; "activity r a r a 
o n ¡_ Apo||o „ astronauts Eugene 
expenditures it fa mdhing to Ute 
Harrison H. 


way he 
Schmitt plan 
to 
drive 
Iheir 
Miller operatives, who 
under 
K 
record ,3 miles 
Judge B ryants court order, sit ™ " car 
record - 3 m 


GIFTS 


Ol 
FOR THE 
HOME 


SHOP EARLY AND SAVE! 


V 


E 


THREE FLOORS OF TOP NAME BRAND FURNITURE FOR LIVING ROOM, DINING 
ROOM, BEDROOM, DEN . . . YOU NAME IT, WE HAVE IT . . . PLUS BEDDING, 
CARPET, APPLIANCES, COLOR TV & STEREO. 
OPEN EVERY NIGHT 'til 


2 PC. LIVING ROOM SUITE 


¡Perfect Early Amor lean Grouping. 
Wing Safa1 and 


matching chair foam cushions, step, end and cocktail 


tables available. 
delivered 288 


\ 
EARLY 


I 
AMERICAN 


j 
CHARM! 


DON'T 


MISS SEEING 


THIS BEAUTIFUL 


EARLY AMERICAN DINING ROOM SUITE / 


Eight pieces, including oval table, extra leaves, 2 arm 
g 


chairs, 4 side chairs, hutch-buffet in hand-rubbed 


Maple. 
delivered 688 


Bernstein says he spends his 
days reading financial records 
which he finds “appalling.’ 
‘■They have two pay .scales 
LAMPS 


all sizes 
$ Q 8 8 
and styles 
from . 
Q 


PICKUP 


Knee Hole 
DESK 
$97 
in m aple 
^ J 


PICKUP 


RECORD 
CABINET 


in mapl 


PICKUP 


$ j | 8 8 
TABLES 


3 Pc. Group 
£ 
Low As . . 
28 


PICKUP 


BOSTON ROCKER 
s22 
PICKUP 


FAMOUS 
"SPRING AIR 
it 


K 


Deluxe Quilted 
MATTRESS and BOXSPRING 


IN SINGLE OR 


DOUBLE BED SIZES 


D E LIV E R E D 
3 
8 
* 


DRESS UP YOUR FLOORS 
THE HOLIDAYS WITH 
DuPOMT 501 NYLON 


HAVE IT INSTALLED 
IN TIME FOR YOUR 
CHRISTMAS 
FESTIVITIES 


ONLY 
6 
88 


Sq. Yd. 


OCCASIONAL 
CHAIRS 


MODERN 
TRADITIONAL 
EARLY AMERICAN 
$4 4 - * 1 5 6 


Whirlpool 
DISHWASHER 


• FRONT-LOAD 
• PORTABLE, ROLL-AROUND 
$1 7 7 


CUREO CABINET 


• MAPLE 
• PINE 
• MEDITERRANEAN 


merá 
. . . GREAT GIFTS (or MOM or DAD! K B T >58»‘258 


$6 6 - $1 8 8 r t | 
A 


Also LA-Z-BOY 
Reclinas 


STARTING 
$ 


AT 


with the Labor Department men 
and see everything they see. 


during three excursions on the 
lunar surface, nearly six miles 
X , 
of the farther than the PrevioU5 mark. 
2 L 
the ■ » mi.es logged" by ApoBo .5 
Miners 
for 
Democracy, 
the 
Winers 
lur 
ittrnwwov; I 
, 
T . 
* 1 1 
reform group led by Miller, are jfst -vetir* Tf e 
1,1,0 
paid out of union funds, which, buggy raveled 16.9 i 
paid WUl U» UIUVU 
------- , 
.. 
it has been charged, have not a*"11- 
a l w a y s 
been 
meticulously 
guarded by Boyle. 
T h e 
most 
notable 
and 
Irritating MFD presence is that 
of Meyer Bernstein, a small. 


■lS moon 
miles last 


For the People 
CAPE KENNEDY, Fla. (AP) 
— Apollo 17 commander Eu- 


" L b S iv e form er1 Stée 1 workers’ 
A C btm d says the flight 
rfficial who comes to work too dw s "<* **\o*g to just three as- 
»arlv and leaves too late to tronauts or the men who sup- 
jatisfy his unwilkng hosts. 
*them- 
. 
, 
Bernstein, who is cheery and 
‘We feel very s rongly that 
witsDoken Is counting the hours ^ 
^ight belongs to some 200 
‘o tbeend of his servitude. 
million people of the United 
1 1 fWi like a bubonic plague States, and we would like to 
bacillus,” he reports. 
g»ve these 200 million people an 
He has reason. 
In an ad- ¡ identity with what man can ae- 
vertisement in the Nov. 1 risue complish, both now and in the 


E>f the UMW Journal, where, to| future.” 


RCA COLOR TV 


featuring new AccuColor 
25” CONSOLE 


A G ift 


th e w h o le 


fam ily w ill 
*477 


enjoy 
DELIVERED 


Route 724 West . . . 2 Miles From 


Birdsboro . . . 15 Min. From Pottstown 


Dial 582-2745 — Free Delivery 
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Ripley's - B E L IE V E IT OR NOT I 


•K 


L L l b V U I I 
I1W I 
I 


É 
t 


by THOMAS JOSEPH 


r 
j M A j n 
S s p I R E ] 
K i l R R Q 
R j 
b N lE M M iT i 


p E H m 
iE R O 


(á 


Jstm. 


H-21 
S i n d i a n s 
_ 
FOR CENTURIES BEFORE THE ARRIVAL OF 
WHITE WEN, GATHERED AROUND AN "IMAGE 
STONE * STILL PRESERVED ON THE GROUNDS 
OF THOMAS PAINE’S COTTAGE IN NEW 
ROCHELLE, N.Y.,TO CELEBRATE AN 
ANNUAL DAY OF t h a n k sg /v in g - 


A HARPOON 
FOUND IN A 
CAVE NEAR 
SIN6EM 
G ermany 
was 
FASHIONED* j 
BY CAVEMEN , 
FROM THE | 
ANTLERS 
O F A 
d e e r 


DOWN 
1. Remote 
2. “ — v 
Plata,” 
M ontana’s 
motto 
3. Inlet 
4. Trial run 
5. Medieval 
sword 
fi. Fried a bit' 
7. Boston 
B ruins 
star 
8. One of the 
Acsir 
9. So be it 
10. M artha 


14. Tum ul­ 
tuous 
17. European 
moun­ 
tains 
18. Robust 
19. Asian 
river 


N E 


O 
R E É B 
S t V 
— 
E ^ O . S M 
B E . T i A 
3 ^ J B W 
E E B l E --- 
E T E R N A 'l B 
f E 
S iT Ía Iy M B Í E ^ L 
S A S A H E lG H ^ ~ 


U 21 
O'R-e Il B e t AI 


Y esterday’s Answer 
21. — into 
(attack) 
23. Bowfin 
genus 
25. Friendly; 
kind 
26. Old 
Peruvian 
em pire 
27. Czech 
riv er 
29. Much like 
Job 
33. A frican 
riv er 


35. E ager 
36. Floor 
covering 
37. E ncour­ 
age 
39. Sapling 
41. Chou 
En- 


42. A ltar 
’* 
con­ 
stellation 
43. A ctor 
M orrow 
44. Still 


'T h e C h u rc h of th e d ea d 
IN TREYSA, GERMANY, SINCE 1531 
HAS BEEN USED ONLY FOR 8VR/AL SERW CES 


T 
R 
U 
D 
Y 


ACROSS 
1. One’s 
strong 
"point 
6. — system 
11. First sign 
of the 
2odiac 
12. Subtle 
essence 
13. Thanks­ 
giving 
must 
< 2 wds.) 
15. Racetrack 
character 
16. Chemical 
ending 
17. Well now! 
20. Ship’s 
comple­ 
m ent 
22. Tibetan 
monk 
24. School­ 
boy’s cap 
28. Thanks­ 
giving 
possibility 
(2 wds.) 
30. Consecu­ 
tive 
31. “— 
homo” 
32. Symbol 
of Ra 
34. A ttention 
35. One — 
tim e 
(2 wds.) 
38. Involved 
(2 wds.) 
40. A must 
with 13 
Across 
(2 wds.) 
45. New York 
city 
46. Eldritch 
47. U nder­ 
stand 
(2 wds.) 
48. Respond 


CRYPTOQUOTES 


A T W D W 
P H 
K E 
S E U W 
H P K X W D W D 


A T G K 
A T W 
S E U W 
E N 
N E E I . - J W E D J W 


R W D K G D I 
H T G C 


Yesterday’s Cryptoquote: HE WHO DOES NOT MIND HIS 
BELLY WILL HARDLY MIND ANYTHING ELSE.—SAMUEL 
JOHNSON 
(0 1972 Kins: Features Syndicate, Inc.) 


HI, K ID D IE S — 
TH IS IS UNCLE 
G U S 


© 
^ 


H i f e " 
UNCLE 
GUS 


HOW L E T ’S HOLD 
A M EETING 
OF OUR 
THRIFT 
C LU B 


REMEM B E R - - VDU 
CAN’T ATTEN D TH ESE 
M EETIN G S U N LESS 
YO U R PIGGY B A N K IS 


PARN IT, I EON,,, STOP BEING 6 0 
NEGATIVE AMP COME ON OVER 
FOR THANKSGIVING PINNER! 


r 
WHAT HAVE 
X GOT TO B E 
THANKFUL 
FO R? 


2 
3 
4 
6 
9 
(O 


ft 
¡Z 


13 
14 


II 
, 


6 


n 
¡B 
19 
J 


20- 
21 L Si 
22. 
23 
2 4 
23 
26 


2 d 


___ 


29 


JO 
rÉM 


3J 


^ 
' m 


32 
33 P 
¿MÉ 


34 


JS 
36 
37 
JS 
39 M ááÉWá 
4 0 ■ 
41 
42 
43 
4 4 


45 
4 6 


47 
1 


4& 


PLENTY! 
LOOK'T ALL THE 
THINGS YOU 
H A VE! 


YEAH,,,I HAVE ULCERS,! HAVE 
HIGH BLOOD PRESSURE, I HAVE 
CIRRHOSIS OF THE LIVER», 


TH£ PA16FAC&S 
WANT US TO JOIN THiM 
IN C B IÍ6 RATING A PAY 
sa OP THANKSGIVING 


f 
e 
/ 


\% 
SOUNDS 6 R t AT Í 
P 
WHAT VO THEY 'WANT US 
x. ^ ' | TO BRIN ó 
A TURKEY* 
“ 
c o r n p udd ing % 
c 
) A VENISON ROAST? — 


N O ^ - 
U 
tu ftv e w 6D Y S 
VJ^ Y 1AWD AFOOTBALU 


/ 


>pc¿ 


H-Z3 


I’M GETTING, 
t i r e d o f t h is 
PONy R IP E, 
GRANDPA,, 
h --------— 
^ 


L A F F - A - D A Y 


'Oops — too late.'' 


Your Horoscope 


By F R A N C E S 
D R A K E 


Look In the section In which youn 
SAGITTARIUS (Nov. 33 to Dec. 21); 
birthday comes and find what your — Business and (or) occupational in-, 
outlook is, according to the stars. 
forests will require more than usual; 
attention, 
but give it 
to them, and 
TH U RSD A Y 
1. you will be highly rewarded. In fhe!¡ 
A RIES 
(March 
21 to April 20) 
main, be guided by past procedures. 
Stars promise interesting developments 
CAPRICORN (Dec. 22 to Jan. 30)! 
and 
growth 
in 
areas 
that 
should1 _ work and extra 
obligations wilt I 
stimulate your ambitions — and your|'need 
a 
push, 
added1 
vigor 
and! 
? JBÍ . 
. 
.. 
... 
heightened ambition It you are to make; 
TAURUS (April 
21 to May 2!) — a 
showing 
worthy 
of 
your 
talents. 
Pick up tempo when 
It will not push Avoid a tendency to procrastinate. 
I 
your schedule beyond the reasonable, 
but 
don't procrastinate 
In matters AQUARIUS (Jan, 
.21 to Feb. 1») — 
which should be handled NOW. 
You Effective leadership 
and 
efficient 
wilt find assistance where you need cooperation with associates can build' 
¡t. 
this day Info a top-fliqht one, attracting I 
GEM INI 
(May 22 to June 21) — 1 more gains than ordinarily. 
PISCES 
(Feb. 20 to March 20) - 
im i/ m M * ' 
Be 
P reP *red to withstand opposition, j 
I h i n r n V * r hi * I h i, u m, Ilf. hnrn fnH unexpected disturbances. You may not 
nrtss on 
0nly ,<farn by b0*h' but may b* ab,e 
CANCER (June 22 to July 23) — Í® 
$UCh * ^ 
*S 
This 
day 
calls 
for 
teamwork 
and 
p esttge. 
compromise. Utilize advantages wisely; i 
Z P 
BORN 
TO DAY 
are endowed 
working 
toward 
your 
highest w,t^ outstanding business and financial - r B 
B t m jl hi 
objectives. 
acumen 
and, 
with 
your 
gift 
of [ • ] 3 3 M M ! FSTV l é l 
LEO (July 24 to Aug. 23) — Some leadership, could reach a high level 
1 ” 
k A aa t j 
plans may have to be changed, so 
success with a large corporation 
consider revisions as soon as their'or -institution. You could also excel 
need 
becomes obvious. You do not *n *b* law which, in your case could 
usually 
procrastinate, 
but 
everyone almost inevitably lead to a brilliant 
falters at times. 
career 
as 
jurist. 
politician 
or 
, 
VIRGO (Aug. 24 
to Sept. 23) 
— ¡statesman. Along creative lines, your 
This 
can 
be 
a 
day 
of 
significant ****** run to the 
literary and 
the 
achievement — 
IF 
you 
are 
ready, musical, and your avid curiosity and 
w illin g 
and 
able. 
Any 
needed ln*erest I* what's qoing in the world 
coo-»»-aMon will b«„ availab le now. 
ant* with its inhabitants could lead 
LIBRA (Sept. 34 to Oct. 23) — You *° a notable career as a journalist, j 
should m ake fairly good headway In Vou *r* highly Intuitive and, generally 
most endeavors, but don't oo oft on *P*aklng, 
should obey 
your hunches 
tanqents or scatter 
energies. 
Either;— which are often more reliable then 
could offset best endeavors. 
! *s your reasoning. Birthdafe of Charles; 
SCORPIO (Oct. 24 to Nov. 22) — d* Gaulle, French statesman; Franklin 
Fine planetary influences now stimulate P'erc«< *4th President USA. 
your 
incentive 
and 
desire 
tor 
at- 
YOUR 
PERSONAL 
HOROSCOPE 
ta nment. Put forth best efforts and FOR 1972 — including a detailed day 
do not become annoyed at minor ob- by-day forecast, complete guide to love 
Stacies, 
j and marriage, and a comprehensive 
--------------- 
character analysis — is now available 
S F f H H P ^ n R IV P S n H n ilB ilH H I 
Fof 
your personal forecast, send $1 


CAN YOU THINK 
O F SOMETHING 
C? IF FER E N T WE 
COULD DO 


W HAT?J YOU SEE, I HAVE 
SO YOU BE THE PONY 
FO R A W H ILE AND 
I’L L BE TH E RIPER/ 


U 


W HAT A R E YOU 
^ 
G O IN G TO HAVE THEM 
D O 
HOLD U P A 
B A N K OR A STAGE? 


© Kinf f eature* Syndicate, Inc., 1972. World nVkle meread. 
"Ouch! You're hurting my arm.'' 


G 
R A 
F F I T I 
li.'X S 
« 19T2 MrNwUWSvndtceteio 
-------------- 


¡plus 25 cents in coin for postage and 
¡handling to The Mercury, Horoscope 
Book Department. Box 173, Old Chet- 
! sea 
Station, Now York, N.Y. 10011. 
Print your name, address with ZIP, 
and date of birth. 


© Kin, Feature* Syndic.»». !*«•• «*«■ **«U "r1*** 


Ui 


"Stop nagging! With these office problems worrying me, 
why can't you be more considerate, sweet and understand­ 
ing — like my secretary?'' 


T H E LO C K H O R N S 
MY n o r o R 
HEeo$ A 
G 000 OVERHAUL - 
HOW MUCH * 


There goes my idea of a charming woman. Never said 
a word alt evening.'' 


HALF 
HOUff 
H’tt-lT * ÓONHA 
BUN Af?OUNC> 2 0 0 
D£?L\_f\«^-\F YoU 
th in k yw eyntAAre. 
H IG H — 
( THINK YW 
V ^ . 
Pf'QOO 


... • 
S. I I 
— 


CO 


I WANTS 
TO S E E Y ER 
PILLO W J 


B E C A R EFU L! 
IT’S THE LIG H TEST 
AND F L U F F IE S T 
PILLOW M ADE.' J 


X JUS* CAKJ'T 
BELIEV E IT IS 
ST U FF ED W IT' 
GEMUlhlE GOOKJ 
F U Z Z . * ^ 1 
V~SZ 


//-2’B 


NO SWEAT, 
BOSS. MRS. 
CANTRELL 13 
STRICTLY 
YOKEL-JÜST 
LIKE HER OIP 
MAN. BESIDES 
IF I SAY SO 
MYSELF- X 
CHARMED HER 
RISHT OFF HER 
FEET/ 


HER BEING IN DEVON 
COULD MAKE. THIS 
OPERATION EVEN 
BETTER THAN ITT 


'JUST READ THESE PAMPHLET 
AND PA33 THEM At OHO TC 
OTHER yOUNS PEOPtE. IF 
YOU AND THEY LEARN HO’ 
> DANGEROUS DRUGS CAN 
BE—HOtl’RE HAIFiVA 
HOME/ 


after giving special 
thanks on Thanksgiving Day 
you may wish to 
entertain the 
family in a special way!... 
SUGGESTION 
NO. 1 VISIT YOUR FAVORITE BOSCOV’S FROM 1 to 8 P.M. 
TO GOBBLE, GOBBLE, GOBBLE LOTS OF BARGAINS 


SUGGESTION 
NO. 2 
VISIT THE CLOCKWORKS AT BOSCOV’S NORTH 


a magnificent showing of clocks and music boxes perfectly timed for holiday unwinding now ticking at Boscov’s north 


HEAR A SYMPHONY OF CHIMES, BIRDS CHIRPING, MUSIC BOXES 
SEE A BLACK FOREST SPECTACULAR THAT WILL ENCHANT EVERY 
TINKLING, GREAT GONGS, CUCKOOS POP, PENDULUMS S W I N G 
AND FIGURES DANCE . . . A SIGHT A N D SOUND LIKE NOTHING 
YOU’VE EVER EXPERIENCED. 


MEMBER OF THE FAMILY. . . CLOCKS OF EVERY SIZE A N D SHAPE 
FROM TINY LITTLE MIRACLES OF TIME - KEEPING TO A GIGANTIC 
FLOOR TO CEILING FLOOR CLOCK. 


rCOME PLAY 
WITH THE 
TOYS 
V». 


Win A 3 Day All Expense Paid 
Trip For 2 To Walt Disney World 
Via Eastern Airlines 


The m agnificent new Walt Disney W orld in central Florida 
is hailed as the Fam ily Vacation Kingdom of the W orld 
. . You'll stay at the “ Polynesian R esort" within Disney 
Vorld. All facilities and tours w ill be free of charge to ^ y 
the lucky w inner. Register now for the vacation of a 
lifetime. 2 adults. 


SUGGESTION 
NO. 3 


WIN 8* TALL HENRY 


Some lucky family will win a 8-foot-tall 
'‘Henry.** The great heart stealer of all 
time. Register at east lower level audi­ 
torium. Drawing: Dec. 23, 1972. 
Nothing To Buy 
Register As Often As You Like 
Visit the “Wonderful World of Toys” at BOSCOV’S EAST 


Remember how exciting toy shopping used to be . . . actually playing with the toys, opening boxes and really testing them before you buy . . . 
Well, now you’re invited to come and play at Boscov’s in the most magnificent playground you’ve ever seen. Every toy, game or doll is ready for action 


BOSCOV'SGUARANTEES LOWEST TOY PRICES IN TOWN 
Only Minutes From Pottstown On RL 422At The Reading Bypass—Phone 326-1455 


Berlin Wall' Separates Races, Hatred in Chicago 



. - .. 
»r— mi 
.. - — 
• — *■ 
u i-n— i.. _r 
J:-- 
—■•-*♦-- «- --- 
an not available for comment on denounced both white and blackj of the boycott was 
ra 
including the 


(EDITORS 
NOTE: 
For 


weeks 
Gage 
Park 
High 
School,, in Southwest Chicago, 
han been the scene of racial 
turmoil—u'hites versus blacks. 
Not only hare students been 
invoked, but also parents and 
youths from the surrounding 
area. For weeks many whites 
boycotted the school and stu­ 
dents and their parents pick­ 
eted it, seeking redistrict in g 
that 
would 
remove 
many 


blacks. L m i week, the vio­ 
lence reached the point that 
it became necessary to close 
the school 
and 
parents of 
both colon decided, something 
had to be done. In meeting 
with 
school 
authorities, a 


truce was worked out and 
this week the school reopen­ 
ed, but the basic problems 
still are there. The following 
is a look 
at 
the racially 
troubled school.) 
B y CHICAGO D A IL Y NEW S 
S E R V IC E 
CHICAGO - Out in G a g e 
P ark, Ashland Avenue is called 
the Berlin Wall and, though it 
is not a wall of bricks and 
m ortar, it is just as effective. 
Traveling west along Garfield 
Boulevard from the Dan Ryan 
Expressway the faces of the 
children skipping and carrying 
their lunches and waiting for 
buses are all black until one 
reaches Ashland. 
Then, as if a paint brush cut 
a swath through the community, 
the faces all turn white. The 
division was just as clear on 
truce day, at Gage Park High 
School after students returned. 
Six 
weeks 
ago Josie Can­ 
nizzaro and D olores Noeth, both 
seniors, walked the picket line 
of 
white 
boycotters 
outside 
G age Park High. They were 
determ ined then to stay out of 
school until most of the black 
students were transferred. 
But a few weeks ago in the 
eighth week of the boycott and 
two weeks before the boycott 
as officially 
ended, 
the 
two 
students returned to class. 
Now, sitting 
in a bowling 
alley, 
having 
coffee 
before 
going to school -they talked 
about why they abandoned the 
boycott but have not abandoned 
their attitudes on blacks. 
“ Well, everyone who went 
back told us how much work 
there was to do and how much 
he had to m ake up if he 
wanted to graduate ” Josie said. 
“ Wh y 
should 
the 
blacks 
graduate and not the whites?” 
“ You still can’t go into the 
bathrooms 
or 
in 
the lunch­ 
room,” D o l o r e s said. “The 
blacks still gang up on the 
whites.” 
Both 
say 
that 
It 
Is 
still 
dangerous for whites In the 
school but 
the 
blacks have 
maintained that they are the 
ones in danger. The only thing 
both sides agree upon is that 
the school is clearly divided 
with 
its 
own 
Berlin 
Wall 
dividing the north half from the 
south. 
“ Everything on the north side 
is theirs,” Josie 
said. “ The 
whites 
stay 
to 
the 
south. 
They’ve got the washrooms and 
the lunchroom.” 
There were 
m any students 
like Josie 
and 
Dolores who 
abandoned the boycott before 


curb until they would talk only of overcrowding i 
“The whites have taken 
and would speak of race only awful lot of abuse. The verbal Mrs, Shrader's remarks.) 
agitators, 
at when probed. Now after violent abuse during 10 weeks of the- 
“ I know that our kids looked Berets. 
Even 
though 


boycott was “making 
White ¡enough 
waves 
to 
get 
some 
belter security” around Gage, 
have!but she had her harshest words 


the official end Nov. 13. The'waited at the 
figures showed a steady rise of were inside. 
students returning, even though j 
One parent who 
w aited 
. 
_ 
____ 
as of yesterday the enrollment 
home was Mrs. Irene Shrader, clashes beteen the blacks and boycott was very bad. It’s all extremely bad stoning the buses 
Even 
though 
rumors 
™ v®j 0UV lt1^ 7““ 
Chicago" Board 
was 
only 
2.560 
out 
of 
an leader of the white boycotters. 
whites she spoke of race more a part of the congestion, the (which 
carried black 
students been circulating that thei v\ í es o 
estim ated 3,109. 
It was unusual to find her home often, 
overcrowding. 
It 
makes 
the away from Gage;, but we're not might go back out on boycott, jot w 
conspiracy by the 
It 
was 
a 
common 
sight and when she answered the 
“ Will there be more violen- race thing worse. 
organized like the blacks are: Mrs. 
Shrader is against 
m e 
, tn destroy Gage ” she 
yesterday to see whites pass by door in a bathrobe and hair- ce?” she said, “I don’t know, 
“Many 
parents 
just 
won’t our 
, :J_ 
--------” 
1 
'Aa* 
ir* o 
n 
i m i ni 
i tu i it/ 
t i) 
l u p c u u i 
races a favor by redistricting 
the eastern boundaries (which 


the reverse. 
(High was her promise to stay to get a good security force for jone white. I didn’t see anyjgroup of white students known and whites must mutually work would remove 500 blacks.) 
Many parents dropped their 
away from the school. 
three years and now only after reports of 10 whites jumping on as the White Berets 
in the together,” she sald- 
youngsters 
off 
in 
cars 
and; 
Six weeks ago M rs. Shrader violence do they look at us. 
a black.” (School officials were school 
and 
Mrs, 
Shrader! Mrs. Shrader said 
one result 


makes 
----------- 
s~hrader is against the! "II is a 


i s 
weren i 
raiseu 
iu ««a. 
board to destr°y 
the north entrance and walk the curlers she explained that one who knows? I have no faith in send their white kids back to fight,” she said. 
“It’s not a good thing to go said. The\ wou[d 
length of the building to the of the informal agreem ents to the security men assigned to Gage.” 
she 
said. 
“ This 
is 
Both 
Josie 
and 
Dolores out 
again, 
" e r e 
better oil 
south and for the blacks to do end the violence at Gage Park Gage Park. We’ve been trying because 10 blacks will jump on mentioned the presence of a standing our ground. The blacks 


The board wants to destroy 
the high school,” she said. 


UMW Trustee 


Opposes Vote 


For Boyle 


WASHINGTON 
(AP) 
- 
Josephine Roche, a long-time 
associate of the United Mine 
Workers union and former neu­ 
tral trustee and director of the 
UMW Welfare and Retirement 
Fund, has given her support in 
the upcoming union elections to 
Arnold Miller. 
In a strongly worded state­ 
ment announcing her support 
for the Miners for Democracy 
ticket in the court-ordered elec­ 
tions, she also aim s strong crit­ 
icism at incumbent union chief­ 
tain W, A. “Tony”1 Boyle and 
says Boyle did not have the 
support of John L. Lewis. 
She said Miller, .a candidate 
for the union’s presidency on 
díate and best hope for protect­ 
ing the pensions and benefits 
that are currently in jeopardy.” 
Miss Roche said the welfare 
fund, a “graat memorial” to 
Lewis, “has been tarnished by 
selfish and ambitious and de­ 
structive forces. 
“Just before his death, Mr. 
Lewis confided to me that his 
deepest concern was the W. A 
Boyle would destroy the Wel­ 
fare Fund just as he was de­ 
stroying the union.” 
She noted that 
Lewis died 
shortly after the late Joseph 
“Jock” 
Yablonski 
announced 
his ill-fated candidacy for the 
UMW 
presidency. 
“Had 
Mr. 
Lewis lived he would not have 
been neutral.” she said. 
“He would 
have supported 
Jock Yablonski with all his vig­ 
or. Jock’s courage and dedica­ 
tion live on through Miners for 
Democracy.” 
She said she had contributed 
$1,000 to Miller’s campaign, “in 
the memory of John L. Lewis 
and Jock Yablonski. . ,M 


BOSCOV’S INVITES YOU TO SEE 
PRO BASKETBALL 


SEE THE EXCITING NEW TEAM 
HAMBURG BULLETS 


The excitem ent of á double overtime fast break.— the thrill of a 25- 
foot jump shot, the E B A ’s home run ball — 
the impact of watching 250- 
pounders glide about the court like a Nureyev. . . 
They’re all there and more as professional basketball — The Eastern 
Basketball Association — com es to the area. THE HAMBURG BULLETS 
will play 16 regular season home games. 
TIRST GAME SAT., NOV. 25 
HAMBURG FIELD HOUSE 
OTHER HOME GAMES SCHEDULED FOR 


Nev. 2 5— Wilkes-Barra 
Dec. S— Hartford 
Dec., 11— Jersey 
Dec. 23— Hamilton 
Dec. 28— Allentown 


Jan. 8— Scranton 
Jan. 13-—Allanto wn 
Jan. 20— Jersey 
Jan. 27— Scranton 
Feb. 3— Wllkee-Bane 


Feb. 
Feb. 17— Scranton 
Fob. 24— Jersey 
Mar. 3— Hamilton 
Mac. 14— Allentown 
Mar. 31— Hartford 


TICKETS ON SALE A T ALL BOSCOV’S 
COURTESY DESKS 


NEW MIST 
AIR HOT COMB 
DRYER-STYLER 
from REMINGTON 


Faster, more lasting hair control 
Built-in pre-dampener 
Stepped-up air flow speeds drying 


FANTASTIC! 


SUPER POWERFUL 
FULL 150 WATTS! 


OUR FAMOUS “MAGIC MAID” 
"PIZZELLE” WAFFLE 
IRON AND GRILL 
, . . Makes 2 Italian Style Cookies 
in only' seconds 


Sold Elsewhere 19,88 


Our Reg. 16.88 
Automatic w/pre-set thermostat 
for perfect results. Reverse Grids 
for Grinding, Toasted sandwiches I 
All chrome, signal light Indicator. 
Plastic trim. 


v ip 


0VEN-BR0ILER 
TOASTER 


C ontinuous C lean 
9.99 


Reg. 
29.88 27-88 


Tubular Element* for Blotting, 
El amenta have In tin it* 
Haat Control Dial. 
Full Class 
Door. 


Our Reg. 


$19.88 
15 
♦88 


Tame unruly waves, cowlicks in seconds with fingertip- 
controlled, fine spray pre-dampening, and high-flow, 
.electrically heated air. 
Easy to use, gives hair more 
.•body. 2 combs, brush snap into lightweight power 
handle. Styling pamphlet included. 


Smalt Appttanca* 
Sale! 


General Electric 
3-OCTAVE 
ELECTRIC 
CHORD 
ORGAN 


With Legs & 
Matched Bench 


Reg, 36.88 
33 
.88 


• Easy-to-o'ay. Kay* aro numbered 
-«n< color-coded to music book. 
Included. 
• 37 melody key* ploy 3 full oe- 
tevee. 
• 12 mejor ond minor chord keys. 


SUNBEAM 12-SPEED 
Mixmaster. Mixer 
Large & Small White Bowls 


Res- 
^ 
J . 9 9 
39.95 32: 
Model 
14-15 
Mix-Finder dial with 12 speeds. Governor-controlled motor for 
full power at all speeds. Large beaters shaped to fit bowl. Mixer 
removable from stand. Automatic bowl speed control. 


Sale! 
OUR POWERFUL 150 WATTS 
“Caprice” 8-Track 
TAPE PLAYER and 
AM-FM-FM STEREO RADIO 


Our Reg. 


129.88 89 
.88 


Really great sound, and enough power to fill a big 
room with excellent sound and the all wood cabinet 
will blend with the richest surroundings. This is not 
a set to hide behind the bookcase. 


"PRESTO” 24 ROLLERS 


MIST HAIR CURLER 


Reg. 17.88 


Simply 
add 
water, 
plug In, 
watch for tha rad dot* to turn 
maroon; 
and 
your 
Praato 
ta 
raady to u t . 24 curiam in thraa 
• iiM — 'including nutra larga curl-- 
•ta tor today a hair aiytaa. 14 
.88 


Sale! 


WARING 
7-SPEED 
FLASH BLEND 
BLENDER 


Reg. J7.8S 
13 
99 


7 apaad button*, off button, bland 
control for Inatant ©n/oH bland. 
Ing on all 7 apeecw, aoiid a tata. 
100 watt motor, low silhouette 
baaa In alagant chroma trim, 
cord atoraga, s-cup heet-raeiatani 
cloverleaf giaaa jar with handla. 


FANTASTIC! 


OUR FAMOUS 
STEAM & DRY IRON 


Our Most Wanted General Electric 
KING 
TOAST-R-OVEN 


Our Reg. 
34.80 
25- 
88 


Model 
T-84 


• Automatically toasts 4 slices of most breads. 
• . Large Capacity Oven— settings 200°-500° F. 
• Top browning plus 9 toast color selections 
• Up-front controls for easy operation. 


PROCTOR-SILEX 2 SLICE 
LUXURY TOASTER 


Designed to Automatically Heat Non Frozen and Frozen “Toaster 
Variety1* Foods .. • Quickly and Easily. 


Reg, 
10.88 
7 


e 8 8 


Open face pizza, crusted pizza, frozen pancakes, frozen waffles,- 
French toast, com sticks, cinnamon sticks. 


ARVIN SOLID STATE PORTABLE 
CASSETTE RECORDER-PLAYER 
WITH AM-FM BUILT-IN RADIO 


. . . Battery or AC Operation 


e 
§ 
p m b-bul ton 
recorder 
control* • Slide volume and 
tone control* • Record in­ 
terlock 
• 
Caoittn 
drive 
• Slide rule redto dial 
• 
Feet forward • Radio record 
previa ion. 


Reg. 
69.88 49 
.88 


----- 
BE 5H 
A 


ARVIN WOODGRAIN FINISH 
AM-FM DIGITAL CLOCK RADIO 
...WITH REPEAT & CALL ALARM 


Our Lowest $30.88 


Big, bold illumlantod digit* that 
chang* on the 
m inute. 
Enjoy 
laature* 
like 
Wake-to-Mueic 
or 
Alarm, Slumber Switch and R t- 
peal-a-Call alarm that lata you 
sateft '401 extra wink*. 
24 
88 


Reg. 9.88 


Multiple Vents are sci­ 
entifically locatad for of­ 
ficiant steam coverage 
of antira soleplate. Cus­ 
tom-curved handle mold­ 
ed to grip nf hand for 
real comfort tiL699 


PRESTO* CAN OPENR 
AND KNIFE SHARPENER 
Boscovb 


Our Reg. 10.88 


i’a 
a 
bandy appliance' 


r. The Can 
m e of any 
ahepe end an a eutckiy while 


•M In t 
8.88 


THE SCHICK 
STYLING DRYER 


No more wot, combed, ropey look! 
Quickly dries 
while it brushes — for soft, full natursl-looldng hair. 


Bfyfe, 
# y 
«'Mir ha<r naturally 
en d 
anally 
with 
the 
SchicI 
Styling 
Oryar. 
uae by the whole I amity. 
■ 
1 7 0 0 
Ideal 
for 
/ / . O O 


SmaH Appbmcea 
.99 


Only Minutes From Pottstown On Rt. 422A t The Reading Bypass —Phone 326-145S 


* 
By 
CHICAGO 
DAILY 
NEWS 
SERVICE 
, 
San 
Diego 
— 
Spot 
a 
, 
vacationer 
on 
the 
highways 
these days and likely as not 
- 
he has his hotel-motel room 
.» r i g h i 
along 
with 
him. 
Trailering-cam.per.ing 
h a .s 
become 
so 
popular that the 
H industries have their own big 
shows., just lik.e the auto shows. 
T h e ’ 
latest in 
Southern 
California was so big it had to 
be: held in Dodger Stadium. 
Boosters bragged there was 
so much to see it took two days 
to go through the whole thing. 
The booming trend inspired a 
motto: home is where you park 
it. 
"Park it by a lake or a trout 
stream. In the mountains or on 
the desert. A motor home can 
be your beach cottage, fishing 
shack, mountain lodge or desert 
hideaway. 
And, of coure, the key word 
in the slogan after you find 
yourself a proud owner is this: 
park. 


FULL WEEKENDS 
Federal, and. state parks are 
jammed, 
with 
trailers 
on 
weekends and in the summer. 
Private parks have blossomed. 


Blacks Seek 
Job Strategy 


As Defense 


C H I C A G O 
DAILY 
NEWS 
SERVICE 
WASHINGTON - Thoughtful 
black leaders are toying with 
a 
strategy 
of 
appealing 
to 
President Nixon to create jobs 
as a measure to defend the 
peace and security of the white 
society. 
They argue that jobs are the 
key to the rehabilitation of a. 
minority whose image is badly 
scarred 
by 
the 
anti-social 
conduct of people too poor and 
desponsent to give a damn. If 
Mr. Nixon will not create jobs 
to break, the despondency, they 
argue he should do it to protect 
his owm race against a rising 
tide of desperate behavior. 
A 11 
blacks 
are 
being 
stigmatized by the fears that 
are fed by the quickening tempo 
of violence. Good blacks with 
solid values suffer the stigma 
as well as the violence. When 
they deal cross racial 
lines, 
they find diminished quantities 
of compassion and a rising wall 
of job discrimination. 


END OF HOPE 
The new head of the Urban 
League. Vernon Jackson, said 
bluntly' “The 
1970s, like 
the 
1870s, may come to spell the 
end of a reconstruction period 
of reform and hope. They may 
come to signify a 'period of 
repression and retrogression, a 
period in which the needs of 
black people and the nation 
itself for racial reconciliation 
gave way to reaction, to in­ 
creased suffering, and to racial 
antagonisms.” 
No evidence is at hand to 
r e f u t e 
these 
gloomy 
ex­ 
pectations. The war on poverty 
is crumbling into a pathetic 
travesty. The stigma of black 
violence 
has 
united 
whites 
a g a i n s t busing, scattersite 
public 
housing, 
and 
other 
avenues 
to 
integration. 
The 
Nixon administration has tried 
to do well by blacks with talent 
and. potential, but the failure 
to enact, welfare reform, has left 
its cupboard bare for the many 
who are poor and unta lent ed._ 
Even the manpower-training 
programs., 
on 
which 
some 
(DUES) 1.5 billion a year is 
expended, are a disappointment. 
As Mr. Nixon himself observed 
in 1%8. it is senseless to train 
a man for a job which may 
not even exist. The scarcity of 
jobs in recent years has per­ 
mitted only marginal gams for 
poor 
workers 
from 
these 
programs 
.The luckiest 
have 
been those able to secure on- 
the-job training. 
H I R E 200,000 
The reports are good on the 
results 
of 
the 
emergency 
legislation which enabled state 
and local governments to hire 
200.000 
people 
with 
federal j 
funds. Surveys 
disdose those 
governments 
could 
usefully 
employ three times as many 
But there are signs of a mood 
within: the Nixon administration 
to call a halt to this program: 
when It expires, in June. 
It does not seem realistic tor 
rely wholly on the economic j 
improvement. Unemployment is 
responding slowly to the up- j 
surge, 
and 
the 
return 
of a 
general 
prosperity 
will 
not 
make 
it 
easier 
for the 
un­ 
deremployed 
and 
hard-core 
unemployed to suffer their Jot. 
Some 300.000 Vietnam veterans 
are reportedly out of work and 
they are likely to find cause 
for impatience. 
Perhaps it was prudent for 
the President, in his campaign, 
to lay more stress on the work 
ethic than on the Americana 
who cannot, find work. But wtr * 
the election over, the rhetorf 
no longer obscures the problem. 


They even print special books 
.eiling you where to go and how 
much it’ll cost. The books are 
pretty thick. 
One of the newest and fan­ 
ciest parks is campland. just 
off the heavily traveled San 
Diego Freeway, on the north, 
shore of beautiful, mission Bay 
Park, 
You 
pull your trailer 
right, up to the water’s edge, 
dunk your 'boat if you’ve got 
one — they’ll, rent you one if 


you don’t — and you can fish 
in the sparkling bay or chug 
or sail right into the pacific in 
a few minutes. 
It isn’t exactly roughing it in 
places 
like 
Campland. 
The 
camp includes swimming pools, 
a coin laundry, a supermarket, 
a billiard academy, a. miniature 
golf course. 
If mama doesn’t feel like 
cooking, 
there’s 
a 
spacious 
r e s t a u. r a n t overlooking the 


beach where you can get take­ 
out food. If she and the kids 


don’t feel like walking over, a 
motorized minitrain will drive 
them over or to the pool or 
to the hot whirpool baths or 
to a fancy boutique where she 
can buy the latest in shore 
styles. 


RENT TRAILER 


...You say you don’t have a 
1 nailer? Forget. It. They’ll, rent 


you one, or a tent, tent trailer, 
even 
a 
camper 
truck 
with 
Mexican insurance. Tijuana is 
only 30 minutes away. 
The same goes for fishing 
gear i! you decided you didn’t 
want to lug yours along. 
Essentially,, Campland is a 42- 
acre parking lot that can ac­ 
commodate 7TO trailers, motor 
homes or just plain tents. For 
$4.50' to $6 a, night you. can pull 
into your campsite, one of 700. 


You’ll find it fully landscaped, shall, a director 
equipped with water, power and 
sanitary facilities, an outdoor 
dining table, barbecue and a 
cabinet 
for 
keeping 
your 
groceries handy. 
¡ 
For 
most, 
there’s 
a 
wall 


The 
newest 
deal 
on 
the 


between you and your neighbor. 
“But a lot of people like the 
spaces without the walls, They 
like walking into each other’s 
back yards, so to speak, it’s 
very friendly, said Ben Mar- 


camping scene is that people 
are getting away from it all 
together. They form clubs and 
converge on places like cam­ 
pland for a week or 1.0 days. 
Some companies, like Hughes 
Aircraft, 
chip 
in, 
for 
such 
togetherness, 
vacations. 
For 
weeks, the camp may handle 
50' families at a time from an 
individual, group. 


j 
Wealthy Oilman Yale Willis 
came up with the idea for the 
$3.5 million place, 
and 
he's 
getting richer for it. 
“It’s almost unbelievable that 
people 
come 
here 
in 
such 
numbers.” 
he 
told 
Time 
M a g a z i n e s . “Perhaps it’s 
because people raising families 
can’t 
afford hotels. 
We are 
really one of the .greatest baby­ 
sitting 
organizations 
in 


j country." 
the 


RCA Reg. *1 
PERMACOLQ 
UiFVHF FM ANTE8 
INSTALLEG ON YOU 
RCA UHF/VHF/FM Antenna with Perfect 
Color Reception, and We'll Install It Free 
on Your Roof. It's Corrosion Resistant and 
Its Performance Is Great. 
Introducing 
the new 1973 
RCA 
BIG 23” 
“Accu Color” 
Color Console 
With Automatic Fine Tuning 


Plus $119.95 Antenna Installed On Your House 


• RCA’s Accu Color® Automatic 
Tuning System 
• Accu Tint®, RCA’s One-Button 
Automatic 
• Automatic Fine Tuning 
• Automatic Chroma Control 
• RCA’s Transistorized VHP Tuner 
• Solid State Continuous UHF 
Tuner 
• Lighted Channel Indicators 


“ HAPPINESS” 


BOSCOV’S 
HAS A GIANT 
25 MAN 
NARDA APPROVED 
SERVICE CENTER 
. . . we service 
what we sell 
exceptional after 
sale appliance service 


FANTASTIC! 
RCA 17” Accu Color® 
COLOR PORTABLE WITH 
REMOTE CONTROL 
A handsome portable' featuring an ulira-bright black 
matrix picture tube. Includes Accu Mat ic color monitor 
for lockad-ini color and tint plus AFT to pinpoint the 
correct ■picture signal. 21,500-volt (design average) 
chassis. Lighted channel Indicators... Built-in antennas. 
31/* * speaker. Plastic cabinet in King*s walnut-grain 
acrylic/Platinum Mist. 
399 
PLUS 119.95 RCA 
ANTENNA INSTALLED 


SALE! Our 3 Best Selling XLlOO’s With 1 Year Free Service 
...All With Free $119.95 RCA Antenna Installed On Your Roof 


RCA BIG 21” XL-100 


SOLID STATE CIRCUITS 
COLOR CONSOLE 
In many hemaa and apartmama. Hvln* 
acaca ta at a pramMn. And ae both 
atyia and t i n bacoma maior conald- 
arattona in fornitura bwyinf, Ta anawar 
ina naad lor larmly-atsa color Tv Mi 
aoacoHMvmg cabmttry, 
ACA «raaania 
in» 
Compact 
Dacorator 
Sarta». 
Frva 
captivating canaotaa ptua a tabla modal 
— all «calad to «t baauUfalty in today a 
amaUar-auad rooms. 


RCA GIANT 25” XL-100 


WOOD CABINET-SOLID STATE 
COLOR CONSOLE 


XL-100 performance and reliabil­ 


ity in a space-saving table model. 


Attractive cabinet features King's 


Walnut-grain vinyl on hardboard 


paneta, non-wood front frame. 


RCA GIANT 25” XL-100 


SOLID STATE ACCUCOLOR 


REMOTE CONTROL CONSOLE 


RCA’s 
perma-chrome, 
ahadow- 
mask, instant picture, "straight- 
line” picture reproduction, pic­ 
ture stabilizer circuits, solid state 
VHF tuner, aolid state UHF tuner, 
26,500 volte of picture power. 


IN HOME SERVICE 
FOR 18" TV’s 


The makers call them portable. We 
call them “heavy.” So, especially for 
owners of 18-inch portables we've 
arranged to service them in your 
home at no extra charge. 


PHONE 
2000 
FOR FAST 
EFFICIENT SERVICE 


And To Make The 
SEASON MERRIER 
Visit Our 
WONDERFUL WORLD 
OF TOYS 
EAST AUDITORIUM 


OUR MAGICAL 
TRIM-A-HOME SHOP 


even open Sun. 12-6 P.M. 


Comma THURSDAY 
THE GREAT ’ 
CLOCK WORKS 
NORTH AUDITORIUM 


1 
II 
1 
2 


Boscovk 


We Buy Better — You Buy Better 


Only Minutes From Pottstown On Rt. 422At The Reading Bypass — Phone 326-1455 


Motor Home Can Be Beach Cottage or Mountain Lodge 


Floridas West Coast Offers Hidden Benefits 


By SCOTT RAFFERTY 
Chicago Daily News Service 
ST. PETERSBURG BEACH, 
F l a . 
— 
If 
your 
mind 
automatically flies to' the East 
Coast when you think of a 
Florida vacation, you may not 
know that the sand is cleaner 
on the state's west side. 
Furthermore, 
th e 
tourist 
attractions are closer together 
and if your vacation is a late 
or bet ween-seasons event, motel 
rates are lower, you never have 
to stand in line for more than 
a minute or two to buy tickets 
or refreshments, and your view 
of shows 
and 
exhibitors 
is 
clear. 
Our trip was limited by time 
and money, so we decided to 
see' what we could comfortably 
see and still have time for 
sunning on 'the bech. We made 
our motel ($14 daily against $22 
in peak seasons) our center of 
operations, 
with 
daily 
ex­ 
cursions to nearby attractions. 
Of these, there were more 
than 
enough. 
Across 
Gulf 
Boulevard, for instance, was the 
London 
Wax 
Museum 
from 


Tussaud’s while up tha road 
about three blocks was the 
Aquatarium ($2.SB admission') 
with its enchanting sea lion and 
porpoise shows among the many 
colorful exhibits. 
One day we drove about 80 
miles north to Weeki Wachee 
i Wandering Waters), where we 
were spellbound by the beautiful 
underwater 
mermaid 
show. 
Here you pay $4.15 for that 
show and your choice of the 
a d v e n t u r e 
cruise 
($1.70 


separately) 
on 
the 
Weeki 
Wachee river or the wild bird 
show ($1.40 separately). 
We combined the mermaid 
show ($2.75' separately) and the 
cruise and bought individual 
I tickets 
for 
the 
bird' show. 
¡Children’s prices in the same 
| combination: $1.25, 00 and 75 
cents. 
Our next venture was the 
Tampa 
Bay 
cruise 
($3.50), 
leaving 
at 
10:30' 
a.m. 
and 
returning at 3:30 p.m., with a 


stop at Bahia Beach for also we passed tip the opportunity 
reasonably priced lunch. You to visit the ship that Capt. Bligh 
can also order a boat lunch and took more than a year to sail 
eat aboard. A scenic trip, sunny from England to Tahiti in 1787. 
with a light breeze and whip- 
We were in the captain’s 
ped-cream clouds dotting the lounge at Bahia Beach, having 
a preluncheon drink, when we 
heard a radio newscast about 
at 
sL.p 
47 
m 
the 
Tampa ¡the Illinois Central tragedy and 
Municipal 
Marina 
and 
right began to worry over whether 
next to it is Vinoy Basin, where; any of our colleagues at the' 
MGM’s Bounty is tied up. But] Daily News had been aboard, 
if you are unaccustomed to 
It’s hard to choose', but I 
water travel, it is tiring and1 suppose the two highlights of 


blue sky. 
The Point O’ Woods IV docks 


I the trip were the visits to 
Bellm’s 
Cars 
& 
Music 
of 
j| Y e s t e r d a y 
($2.25), 
near 
Sarasota, and the Busch Gar­ 
dens ($3.75) in Tampa. (Oh, 
that icy, free beer!) 
Both have conducted tours, 
but you can freely roam about. 
At ReMrn’s, I picked, up a 'book 
called “Early American Car 
Advertisement*,’’ marked down 
to $3.95 from $9.95. It was at 
.Bellm’s, too, that, we found 
'something new in museums. 


(Midway through was an alcove 
¡furnished like an old ice cream 
parlor where you could rest a 
while. It had new-fashioned coin 
(.machines for cold soft drinks 
and old-fashioned machines for 
film-viewing. 
Busch Gardens is a 
vast 
complex, of beautiful gardens, 
birds and animals where you 
ride 
the 
monorail 
for 
an 
overview and the trans-veldt 
railway for a closer land view. 
But the attractions mentioned 


here are only a fraction of tho.se 
available within short driving 
distance from practically any 
| central location you pick. 
As for car rental, you can 
be satisfied and1 save money. 
In this case, Greyhound rented 
us a Vega for $49 a week plus 
¡$1,0 
for 
comprehensive 
in­ 
surance. We spent about $15 for 
gas and drove all we wanted 
to. 
Total cost: About $50 a day 
plus plane tickets. 


Three Hoodlums 
Are Elevated in 
Crime Syndicate 


By CHICAGO DAILY NEWS 
SERVICE 
CHICAGO — Three hoodlums 
have been elevated, by crime 
syndicate 
chieftain 
Anthony 
(Big Tuna) Accardo in a mob 
shakeup to aid him in running 
("he syndicate, federal sources 
told the Chicago Daily News. 
The aging Aocardo. who was i 
left 
alone 
atop 
the 
mob 
hierarchy after the death last 
month of Paul (The Waiter) 
Ricca, 'decided! the day-to-day 
job of opera ting the mob’s 
extensive operations was just 
too much for him to do alone, 
investigators said. 
Federal sources said that the 
three gangsters tapped by the 
70-year-old Aocardo, in their 
order of importance in. coun­ 
seling «Accardo, are: 
• Joseph ("Doves) Aiuppa. «4 
long-time Cicero (111.) rackets 
and vice boss. 
• Gus Alex, 56. the mob’s top 
skier 
and. 
former 
gambling 
boss. 
• Charles (Chuck) Ntcolettl, 
54, a veteran mob Iriggermao 
and 'enforcer., 
Accardo 
and 
Rioca, 
both 
C a.‘P O 'ne-e r a hoodlums., had 
jointly directed mob operations 
for the last, several, years, after 
federal authorities imprisoned a 
succession of younger hoodlums 
the two had selected to serve 
as 
the 
mob’s 
day-to-day 
operating directors. 
But Ricca’s death at the age 
of 74 from heart disease left 
a void. Ricca not only was a 
close pal of Accardo. he also 
was a cunning executive In 
using mob manpower and assets 
to full advantage, investigators 
said. 
Federal 
sources said that 
Accardo has depended most 
heavily on Aiuppa since Ricca V 
death. 
Accardo and Aiuppa had a 
huddle at the wake for another 
semiretired 
gang 
overlord, 
Frank. La porte, 71, earlier this 
month. 
Aiuppa, has a proven record 
of being able to turn a fast 
buck for 
the 
mob through 
gambling and vice. He also has 
a le», volatile personality than 
either Alex or Nicoletti, in­ 
vestí gators, .said, 
For years, Aiuppa used the 
Towne Hotel in Cicero, once 
headquarters for Ai Capone’s 
mob, as his headquarters. The 
old 
t h r e e - s t o r v 
hotel 
mysteriously 
burned 
to 
the 
ground in 1970 after state of­ 
ficial branded it a firetra-p and 
said it would cost $20.999 to 
renovate. 
Alex, 
whose 
German-born 
blond wife was a model, had 
gone into 
seméreti remen t. 
in 
Fort Lauderdale. Fla., a couple 
of years ago. 'Between skiing 
trips abroad, he was ensconced 
In an oceanfroirt condominium. 
He was summoned back to 
Chicago several months ago,. 
Alex was called upon to help 
shoulder the leadership burden 
here after federal prosecutors 
sent off to prison .several mob 
leaders and when deaths from 
old age and illness thinned mob 
ranks. 
Nicoletti. 
who 
learned his 
violent wavs as a protege of 
the late Felix (Milwaukee Phil) 
A 1 d e r i s i o , 
is the 
least 
sophisticated' of the three newly 
promoted hoodlums. 
The mob may get a fresh 
infusion of leadership next year 
if Jackie (The Lackey) Cerone, 
the mob’s former day-to-day 
operating director, is released 
from 
federal prison. 
He 
Is 
serving a five-year sentence 
that could end then, with time 
off for good behavior. 


SMOG AGE 
TEL AVIV (AP) — This Is­ 
raeli city is joining the smog 
age, 
an 
environment expert 
warned. He predicted that In 
less than 10 years;, traffic and 
industrial pollutants will reduce 
visibility on the roads. 


Simulated Diamonds... / 
Bank goes bankrupt... f 


You must be kidding!!! 


• «: 
What a story...what a buy. 
I still can’t believe it-but it’s 
true. 


Larry said . . . "One of our Boston Banks went bank- 
rupt for more than $200,000,000. They really failed 
big" 
1 said . . . "What are they doing with simulated dia­ 
monds" 
Larry said . . • "They had a Christmas Promotion 
planned . . . i f you deposit $10,000 you get a one carat 
stone • •. $15,000 a 2 carat. • • $25,000 a 5 carat stone, 
and they all have a 10 kt. gold setting. Pear shaped 
Marquis or Round Cut . • . they’re the same rings 
that the stores sell for $45 to $60 a carat" 
I said •. . "Larry if I can buy them at the right price 
we’ve got a deal!’ 
m 
We’ve got a deal., .you do too! 


Exquisite fine diamond look in fabulous simulated diamonds have the fiery sparkle of natures own precious gem. Guaranteed 
permanently against loss of color or brilliance. This fine quality has all the characteristics of hard, lasting diamonds. Resistant to 
scratching, chemicals, etc. . . . One, two and three carats in 10 kt. white gold settings . . . Boscov’s GUARANTEES that your 
simulated diamond can be tradcd-in towards the purchase of a real diamond at anytime within 5 years. 


V*f rv M 
mmm 
One Carat Round 
Solitaire 


In 10 kt. gold sotting 


Two Carat Round 
Solitaire 


in 10 kt. gold setting 


Two Carat Pear Cut 
Solitaire 


In 10 kt. gold setting 


Two Carat Marquise 
Cut Solitaire 


in 10 kt. gold setting 


Two Carat 
Pear Drop Pendant 


on 10 kt. gold chain 


Three Carat Round 
Solitaire 


In 10 kt. gold setting 


Compare 
at $45 15- " 


Compare 
at $60 19" 


Compare 
at $60 19" 


Compare 
at $60 
.99 
Compare 
at $60 19" 


Compare 
at $90 24.99 


We Buy Better! 


STORE HOURS: OPEN THANKSGIVING DAY — 1 P.M. to 8 P.M. 


r 


Boscovb 


v .— _ 


You Buy Better! 


THIS FRIDAY AND SATURDAY 10 A.M. TO 11 P.M. 


Only Minutes From Pottstown On R t 422A t The Reading Bypass—Phone 326-1455 


